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CHAPTER    XXXIV. 

THE  TYPE-PRINTING  TELEGRAPH. 

The  type-printing  telegraph  system  may  be  said  to  be,  both 
in  its  inception  and  in  its  practical  development,  a  distinctively 
American  one.  The  earliest  suggestion  of  the  possibility  of 
constructing  an  instrument  of  this  kind  originated  with  Alfred 
Vail,  an  associate  of  Morse,  as  eariy  as  the  year  1887.  Vail  at 
that  time  made  elaborate  and  detailed  working  drawings  of  his 
instrument,  but,  so  far  as  known,  never  actually  constructed  it, 
he  being  at  that  time  of  the  opinion  that  it  could  never  success- 
fully compete  with  the  simple,  economical  and  rapid  system  of 
Morse. 

Wheatstone  was  the  next  to  attempt  a  type-printing  apparatus. 
A  working  model  of  his  lirst  instrument  was  exhibited  by  him 
before  the  Eoyal  Polytechnic  Institution  of  London  in  1841. 
This  was  based  upon  his  first  dial  telegraph,  described  in  a 
preceding  chapter.  In  his  first  printing  instrument  two  line 
wires  were  made  use  of,  the  second  wire  serving  to  operate  the 
printing  mechanism.  In  place  of  the  index  hand  of  the  dial  in- 
struK'.ent  a  thin  brass  wheel  was  employed,  cut  into  a  number  of 
radial  strips,  each  one  of  which  carried  a  type.  A  hammer, 
actuated  by  mechanism  under  control  of  an  electro -magnet  in 
the  second  circuit,  when  released,  struck  the  type  against  a 
•cylinder,  upon  which  was  rolled  a  sheet  of  white  paper,  overlaid 
by  a  sheet  of  carbonized  paper,  and  thus  produced  an  impression 
-of  whatever  letter  had  previously  been  brought  into  position  by 
the  escapement  He  immediately  afterwards  invented  a  method 
•of  working  this  apparatus  on  one  wire.  This  consisted  of  a 
■commutator,  driven  by  a  train  of  clockwork,  which  was  released 
whenever  the  type  wheel  movement  was  operated,  and  was  so 
arranged  as  to  make  one  revolution  while  the  type  wheel  was 
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being  brought  into  position.  Just  at  the  completion  of  the  rev- 
olution of  the  commutator  it  momentarily  switched  the  circuit 
through  the  electro-magnet,  which  released  the  printing  mechan- 
ism, and  was  then  stopped  by  a  detent,  in  readiness  for  a  repeti- 
tion of  the  process.  This  method  was  necessarily  slow,  because 
a  letter  could  only  be  printed  after  a  complete  revolution  of  the 
commutator,  which  required  as  much  time  for  one  letter  as  for 
another.    This  instrument  never  came  into  practical  use. 

The  various  kinds  of  type-printing  telegraph  instruments  differ 
widely  from  each  other  in  many  respects,  but  the  following 
essential  characteristics  are  common  to  all  of  them : 

1.  Mechanism  by  means  of  which  the  type  or  character  which 
is  to  be  printed  is  brought  into  a  suitable  position  for  transferring 
its  impression  to  the  paper,  termed  the  type  wheel  movement 

2.  A  device  for  furnishing  the  type  with  a  constant  supply  of 
ink,  termed  the  inking  apparatus. 

8.  Mechanism  by  means  of  which  the  type  or  character,  after 
having  been  placed  in  position,  is  forcibly  brought  in  contact 
with  the  paper,  and  an  impression  taken,  termed  the  printing 
movement 

4.  Mechanism  by  means  of  which  the  paper  is  moved  forward 
a  certain  distance  after  each  letter  or  character  has  been  printed, 
in  order  to  provide  a  fresh  surface  for  the  succeeding  impression, 
termed  \kiQ  paper  feed, 

5.  A  device  by  which  the  type  wheel  of  the  receiving  instru- 
ment may  be  brought  into  con*espondence  with  the  transmitting 
machinery  of  the  sending  instrument,  termed  the  unison  ap- 
paratus. 

Type-printing  instruments  may  be  divided  into  two  distinct- 
classes,  one  having  a  step-by-step  movement  an«l  the  other  a 
synchronous  movement  of  the  type  wheel.  There  are  also  a 
small  number  of  instruments  which  combine  these  two  charoc- 
teristics  and  which  may  be  said  to  constitute  a  third  class. 

In  the  instruments  having  a  step-by-step  movement  the 
revolution  of  the  type  wheel  iis  effected  either  by  a  clockwork 
under  control  of  an  electro-magnetic  escapement,   or  by  th& 
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direct  action  of  the  vibrating  armature  without  the  aid  of  clock- 
work. The  printing  of  the  characters  is  eflEected  in  various 
ways:  sometimes  by  clockwork  mechanism  and  sometimes  by 
the  direct  action  of  an  electro-magnet  The  instruments  of 
Wheatstone,  House,  Breguet,  Dujardin  and  many  others,  in- 
cluding those  used  in  the  United  States  for  stock  and  market 
reporting  and  private  telegraphs,  are  of  this  class. 

In  the  instruments  having  a  synchronous  movement,  the 
motion  of  the  type  wheel  at  one  station  and  of  the  transmitting 
mechanism  at  the  other  station  is  regulated  by  two  separate  sets 
of  mechanism,  keeping  exact  time  with  each  other.  The  instru- 
ments of  Hughes,  Farmer  and  Phelps  ai'e  of  this  class. 

house's  telegraph. 

The  first  printing  telegraph  which  was  brought  to  such  per- 
fection as  to  be  available  for  extensive  practical  use  was  that  of 
Eoyal  E.  House,  of  Vermont  His  invention  formed  the  subject 
of  an  application  for  a  patent  in  April,  1846,  although  the  in- 
vention was  at  that  time  in  a  crude  state  in  comparison  with  the 
high  degree  of  perfection  to  which  it  was  afterwards  l)rought 
The  first  despatch  transmitted  over  a  line  by  this  instrument 
was  sent  from  Cincinnati  to  Jeffersonville,  a  distance  of  150 
miles,  in  the  fall  of  1847.  The  firet  regular  commercial  use  of 
the  apparatus  was  upon  a  competing  line  between  New  York 
and  Philadelphia,  which  went  into  operation  in  March,  1849. 
During  the  following  ten  years  tlie  system  was  rapidly  and 
successfully  extended  to  other  parts  of  the  country. 

House's  telegraph  is  constructed  upon  the  step-by-step  prin- 
ciple, the  mechanism  being  operated  by  manual  power,  which 
is  simply  controlled  by  the  electric  current.  It  consists  of  two 
entirely  distinct  parts :  the  transmitter  or  commutator,  and  the 
receiver  or  printing  apparatus.  The  transmitter  consists  of  a 
toothed  contact  wheel,  similar  to  that  of  Wheatstone's  dial  ap- 
paratus, illustrated  in  fig.  825,  which,  in  turning,  sends  a  series 
of  pulsations  or  currents  from  the  battery  at  the  transmitting 
station.    There  are  fourteen  teeth  and  fourteen  spaces  upon  the 
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wheel,  and  consequently,  when  the  wheel  is  made  to  revolve,  the 
•circuit  is  broken  and  closed  twenty -eight  times  in  each  revolu- 
tion. In  order  to  stop  the  contact  wheel  at  its  proper  place  to 
indicate  each  of  the  letters,  a  keyboard  like  that  of  a  piano  is 
•employed,  having  twenty-eight  keys,  representing  the  twenty- 
six  letters  of  the  alphabet,  a  period,  and  a  space  or  blank,  tech- 
nically termed  the  dash.  Underneath  the  keys  and  extending 
across  the  keyboard  is  a  cylinder,  fixed  upon  the  axis  of  the 
contact  wheel  and  turning  with  it  'I  wenty-eight  pins  are  in- 
serted in  the  cylinder,  each  pin  revolving  underneath  its  corres- 
ponding key.  The  keys  are  held  up  by  springs,  and  are  fur- 
nished with  cams  or  detents.  When  any  key  is  depressed  its 
•detent  is  struck  by  the  corresponding  pin  upon  the  cylinder  in 
its  revolution,  and  the  motion  of  the  latter,  together  with  that 
of  the  contact  wheel,  is  thereby  arrested.  The  pins  correspond- 
ing to  the  successive  letters  follow  each  other  around  the 
<;ylinder  in  a  spiral,  and  are  distant  from  each  other  one  twenty- 
eighth  part  of  its  circumference,  and  therefore,  when  the  cylinder 
is  turned  from  one  letter  to  another,  exactly  such  a  number  of 
contacts  and  interruptions  are  given  as  will  bring  the  type  wheel 
of  the  receiving  aj»paratus  round  to  the  same  point  The  ar- 
rangement of  the  keyboard,  cylinder,  and  spirally  arranged  pins 
in  House's  transmitter,  are  similar  to  those  of  Froment's  dial 
apparatus  (fig.  835),  the  only  difference  being  in  the  apparatus 
for  closing  and  breaking  the  circuit 

The  receiving  apparatus  of  the  House  instrument  is  some- 
what complicated.  The  electro-magnet  by  which  its  move- 
ments are  controlled  is  of  a  very  peculiar  construction.  It 
consists  of  a  large,  upright,  hollow  helix  or  coil  of  fine  insulated 
wire,  within  which  is  placed  a  series  of  six  or  eight  soft  iron 
tubes,  each  of  which  becomes  magnetic  upon  the  passage  of  a 
current  through  the  helix.  A  series  of  bell  shaped  armatures 
are  fixed  upon  a  brass  rod,  which  passes  through  the  series  of 
hollow  magnets,  and  is  suspended  from  a  spring  above.  The 
whole  arrangement  acts  together  as  a  powerful  compound  mag- 
net, but  as  each  separate  section  of  it  is  very  short,  its  magnetic 


Digiti 


ized  by  Google 


house's  telegraph.  60T 

inertia  is  small,  and  it  admits  of  being  successively  charged  and 
discharged  with  much  greater  rapidity  than  an  electro-magnet  of 
the  ordinary  form.  The  great  speed  of  transmission  of  which 
this  instrument  is  capable  depends  almost  entirely  upon  the 
rapidity  of  vibration  which  this  electro-magnet  is  capable  of 
communicating  to  the  escapement 

Above  the  compound  armature,  but  fixed  upon  the  same  rod, 
is  a  hollow  cylindrical  slide  valve,  which  controls  the  passage  of 
the  compresssed  air  from  an  air  chamber  supplied  by  a  pump. 
The  escape  wheel,  upon  the  shaft  of  the  type  wheel,  is  controlled 
by  an  anchor  escapement,  operated  by  a  piston  which  moves  to 
and  fro  within  an  air  tight  cylinder,  and  is  controlled  by  the 
slide  valve  before  referred  to,  the  principal  of  the  whole  arrange- 
ment being  similar  to  that  of  a  steam  engine.  When  the  circuit 
is  closed  the  compound  armature  is  drawn  down  and  the  shde 
valve  attached  thereto  admits  the  compressed  air  into  one  end 
of  the  cylinder  and  forces  the  piston  to  the  opposite  end,  thus 
releasing  a  tooth  of  the  escape  wheel ;  when  the  circuit  is  broken 
the  armature  rises  by  the  action  of  a  spring,  the  valve  admits 
the  air  to  the  opposite  end  of  the  cylinder  and  the  motion  of  the 
piston  is  reversed,  which  releases  another  tooth  of  the  escape 
wheel 

The  escape  wheel  has  fourteen  teeth,  and  requires  therefore 
twenty  eight  movements  of  the  piston  to  complete  a  revolution. 
The  steel  type  wheel -is  fixed  upon  the  axis  of  the  escape  wheel, 
its  circumference  being  furnished  with  twenty- eight  equidistant 
projections,  upon  which  are  engraved  the  twenty-six  letters  of 
the  alphabet,  a  period  and  a  blank  space.  The  same  shaft  also 
carries  a  little  drum  with  letters  painted  on  it  in  the  same  order 
as  they  are  placed  upon  the  type  wheel,  by  which  the  operator 
may  read  off  the  message  as  in  a  dial  instrument,  without  print- 
ing a  record  of  it 

The  means  by  which  the  printing  of  a  letter  is  effected  when- 
ever the  type  wheel  is  arrested  is  as  follows :  Upon  the  upper 
surface  of  the  type  wheel,  and  at  its  extreme  edge,  are  twenty- 
eight  angular  pins  or  teeth,    A  small  steel  arm,  rigidly  attached 
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to  a  metal  cap,  turned  by  friction  upon  a  shaft  revolving  in  a 
direction  opposite  to  that  of  the  type  wheel,  plays  over  the  pins 
upon  the  type  wheel  while  the  latter  is  in  motion.  When,  how- 
ever, the  type  wheel  stops,  the  arm  falls  in  between  two  of  the 
angular  pins,  which  it  has  not  time  to  do  while  they  are  in 
motion;  in  doing  this  it  allows  the  cap  to  revolve  a  short 
distance  with  its  shaft,  and  by  means  of  two  pins  to  release  a 
detent  fixed  upon  the  same  shaft  with  an  eccentric.  When  tlie 
detent  is  released  this  shaft  makes  one  revolution^  and  the  eccen- 
tric, by  means  of  a  connecting  rod,  forces  the  paper  against  a 
blackened  silk  ribbon  or  ink  band,  pressing  it  against  the  type 
wheel  with  sufficient  force  to  make  a  legible  impression  of  the 
letter  which  happens  to  be  in  position. 

The  paper  feed  consists  of  a  notched  drum,  over  which  the 
paper  passes  from  a  roll,  and  this  is  turned  by  means  of  a 
ratchet  wheel  and  click  during  the  latter  part  of  the  movement 
of  the  eccentric. 

In  order  to  bring  the  type  wheel  into  correspondence  with 
the  transmitting  cylinder  at  the  beginning  of  a  communication, 
a  detent  lever  is  provided,  which  may  be  thrown  by  the  receiv- 
ing operator  into  the  path  of  a  pin  or  stop  placed  in  the  rim  of 
the  type  wheel,  and  thus  arrest  the  motion  of  the  latter.  This 
unison  stop  is  so  placed  that  it  arrests  the  type  wheel  with  the 
blank  space  or  dash  opposite  the  printing  press,  and  it  being 
understood  that  the  transmitting  operator  is  always  to  com- 
mence with  the  blank  or  dash  key,  it  follows  that  the  instru- 
ments must  always  start  together. 

The  speed  of  transmission  which  has  been  attained  with  this 
apparatus  in  the  hands  of  some  of  the  more  skilful  employ<Ss, 
under  favorable  circumstances,  is  very  remarkable.  Upon  cir- 
cuits of  150  to  200  miles  messages  have  frequently  been  trans- 
mitted and  printed  in  full  at  the  rate  of  2,600  words  per  hour. 
On  one  occasion  the  annual  message  of  the  Governor  of  New 
York,  containing  5.000  words,  was  transmitted  by  this  instru- 
ment and  published  entire  in  New  York  two  hours  after  its 
delivery  in  Albany. 
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The  House  instrument,  after  having  been  quite  extensively 
used  on  some  of  the  lines  of  the  United  States  from  1849  to 
1860,  was  gradually  superseded  by  the  improved  instruments  of 
Mr.  Phelps,  which  will  hereafter  be  described. 

HUGHES'S  TELEGRAPH.  » 

In  1855  Mr.  David  E.  Hughes,  of  Kentucky,  patented  a  type- 
printing  instrument,  the  essential  principle  of  which  consists  in 
the  synchronous  movement  of  the  transmitting  and  receiving 
apparatus  at  two  or  more  stations,  so  that  each  letter  may  be 
printed  by  a  single  electric  pulsation,  and  without  arresting  the 
continuous  revolution  of  the  type  wheel.  The  accomplishment 
of  such  a  result,  with  sufficient  accuracy  for  practical  pur- 
poses, presents  a  problem  of  considerable  mechanical  difficulty. 
Hughes's  original  apparatus  was  provided  with  two  separate  and 
independent  trains  of  wheel  work,  each  driven  by  a  weight 
The  first  train  caused  the  type  wheel  and  transmitting  cylinder 
to  revolve  at  a  uniform  rate  of  speed,  this  being  governed  by  an 
escapement  and  a  rapidly  vibrating  steel  spring,  the  length  of 
which  was  capable  of  adjustment,  thus  enabling  its  rate  of  vibra- 
tion to  be  controlled  with  great  accuracy.  The  second  train 
actuated  the  printing  mechanism,  and  was  released  by  a  pecu- 
liarly sensitive  combination  of  permanent  and  electro-magnets, 
which  will  hereafter  be  more  particularly  described.  By  means 
of  the  spring  governor  the  transmitting  cylinder  of  one  instru- 
ment and  the  type  wheel  of  the  other  were  caused  to  revolve  in 
unison.  The  revolving  cylinder  connected  with  the  keyboard 
was  provided  with  spirally  arranged  pins,  each  of  which  closed 
the  circuit  for  an  instant  upon  arriving  at,  or  mther  passing  by 
a  fixed  point,  if  the  corresponding  key  was  depressed.  This 
being  the  case,  it  is  obvious  that  two  machines  might  be  so 
adjusted  that  when  in  its  revolution  the  pin  upon  the  trans 
mitting  cylinder  corresponding  to  the  letter  A,  for  instance, 
passed  by  the  depressed  key  A  and  closed  the  circuit,  the 
corresponding  letter  A  upon  tlie  type  wlieel  of  the  receiving 
instrument  would  at  the  same  instant  be  passing  the   platen, 
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The  printing  mechanism  being  at  that  moment  released  by  the- 
action  of  the  electro-magnet,  an  impression  of  the  letter  would 
be  taken  as  it  was  passing,  and  so  of  any  other  letter  when  its 
corresponding  key  was  depressed. 

During  the  greater  portion  of  the  years  1855-56  Mr.  Hughes, 
in  conjunction  with  Mr.  George  M.  Phelps,  an  accomplished 
mechanician,  at  that  time  residing  in  Troy,  N.  Y.,  was  engaged 
in  perfecting  the  instrument,  with  a  view  to  its  practical  intro- 
duction upon  the  lines  of  the  American  Telegraph  Company, 
which  were  at  that  time  equipped  principally  with  the  House 
apparatus.  During  this  time  two  important  and  in  fact  essential 
improvements  w^re  made  in  the  invention.  The  first  of  these 
is  a  device  for  readjusting  the  synchronism  of  the  type  wheel 
at  the  printing  of  each  letter,  by  means  of  which  any  slight 
irregularity  in  the  correspondence  of  the  sending  and  receiving 
instruments,  arising  from  the  mechanical  inaccuracies  of  the 
governors,  or  from  their  imperfect  adjustment,  is  corrected. 
The  second  improvement  consists  in  gearing  the  type  wheel 
shaft  and  printing  mechanism  together,  so  as  to  be  driven  and 
controlled  by  the  same  prime  motor  and  governor,  but  in  so 
arranging  the  parts  that  four  or  five  lettei-s  in  succession  upon 
the  type  wheel  will  pass  the  platen  during  the  shortest  interval 
that  can  elapse  between  two  successive  impressions,  by  which 
means,  as  will  be  hereafter  explained,  the  effective  speed  of 
transmission  is  very  greatly  increased.  This  important  im- 
provement is  entirely  due  to  the  ingenuity  of  Mr.  Phelps. 

The  Hughes  invention,  thus  improved,  was  first  put  in  practi- 
cal operation  upon  the  line  between  Worcester  and  Springfield^ 
Mass.,  in  1856,  and  in  the  autumn  of  that  year  was  also  em- 
ployed to  work  a  new  line  between  New  York  and  Boston.  In 
1858  Mr.  Hughes  went  to  Europe,  taking  with  him  two  of  his 
instruments,  accompanied  by  an  experienced  American  operator. 
His  negotiations  with  the  French  administration  of  telegraphs, 
in  relation  to  the  introduction  of  his  system,  were  successful, 
and  the  patents  were  conditionally  purchased  by  the  French 
Government  in   October,   1860.      Arrangements  were   entered 
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into  with  M.  Froment,  an  expert  French  mechanician,  for  the 
construction  of  additional  instruments,  which  were  introduced 
upon  the  government  lines  at  Paris,  Lyons,  Marseilles,  Bordeaux, 
Havre  and  Lille,  in  1862.  The  United  Kingdom  Telegraph 
Company  of  Great  Britain  also  adopted  the  Hughes  apparatus  in 
1863.  At  the  present  time  they  are  employed  to  a  greater  or 
less  extent  in  almost  every  country  in  Europe. 

The  principal  parts  of  the  Hughes  apparatus  as  now  con- 
strucited  are  as  follows : 

1.  The  keys  and  sledge  or  circuit-closer. 

2.  The  wheel  work  and  type-wheel  shaft 

3.  The  printing  axis  and  the  printing  mechanism. 

4.  The  electro  magnet  and  escapement  for  releasing  the  print- 
ing mechanism. 

5.  The  governor  for  maintaining  the  synchronism. 

6.  The  course  of  the  current  and  the  mutual  action  of  the 
electrical  and  mechanical  power. 

The  transmission  is  effected  by  mieans  of  twenty-eight  keys, 
(fig.  364),  twenty-six  of  which  are  for  the  letters  of  the  alphabet, 
and  one  each  for  a  stop  or  period  and  a  blank  to  separate  the 
words.  Each  key  K  (fig.  365)  presses  upon  a  lever  K',  which 
has  its  centre  of  motion  at  K"  and  supports  a  vertical  pin  k^ 
which  is  drawn  downwards  and  somewhat  sidewise  by  a  spiral 
spring  (fig.  366)  connected  with  it  by  means  of  a  link.  These 
twenty-eight  pins  k  are  placed  in  a  circle  around  a  vertical  axis 
Q,  within  a  round  box  A  ;  the  levers  K',  consequently,  are  so  con- 
structed that  each  of  them  may  operate  on  the  con-esponding 
pin  k  when  its  own  key  is  depressed.  In  their  ordinary  position 
these  pins  are  kept  down  by  means  of  the  spiral  springs  (fig.  366) ; 
their  rounded  tops  are  then  lying  flush  with  the  top  plate  of 
the  box  A  within  corresponding  openings,  as  seen  in  fig.  367. 
When,  however,  a  key  is  depressed,  the  opposite  end  of  the 
lever  K  K'  is  raised,  and  the  corresponding  pin  k  is  caused  to 
project  a  little  from  its  opening  in  the  top  plate  of  the  box* 
A  shoulder  O  (fig.  366),  to  which  the  spiral  spring  is  attached, 
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prevents  it  from  projecting  beyond  a  certain  distance.  In  the 
centre  of  the  circular  box  A  A  is  a  vertical  axis  P  Q,  which  is 
rotated  rapidly  by  means  of  a  beveled  gear/  This  axis  consists 
of  two  metallic  parts  P  and  Q,  insulated  from  each  other  by  an 
ivory  plate  q.  The  lower  part  P,  which  enters  the  centre  of 
the  box  A  A,  revolves  in  a  hollow  bearing  Q^. 


Fig.  364. 

At  the  lower  end  of  the  upper  part  of  the  axis,  directly  over 
the  top  plate  of  the  box  A  A,  is  placed  the  sledge.  The  details 
of  this  sledge  are  represented  in  section  in  fig.  366,  in  a  plan 
view  from  above  in  fig.  367,  and  in  perspective  in  fig.  368.  It 
consists  of  two  parts.  The  lower  part  e  e  is  rigidly  attached  to 
the  lower  part  of  the  axis  P.  The  upper  part  ?•  S  5  is  connected 
to  the  upper  part  Q  of  the  axis  by  a  hinge.     The  lower  part  e  e 
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(the  pusher)  slides  closely  over  the  upper  plate  of  the  box  A 
when  the  axis  Q  revolves.  Both  of  its  ends  are  rounded  off  and 
channelled,  iu  order  to  operate  on  the  pin  k  when  raised  by  the 
depression  of  a  key.  As  the  axis  revolves  in  the  direction  shown  by 
the  arrow,  the  end  e  of  the  pusher  is  in  front,  and  when  no  key 
is  depressed  it  passes  lightly  over  the  pins,  as  shown  in  fig.  367. 
When  a  key  is  depressed  the  corresponding  pin  k  is  raised  a  little 
out  of  its  slot  and  is  pushed  sideways  toward  the  outer  edge  and 
in  front  of  the  steel  rider  S.     The  pusher,  in  its  revolution, 


\'mm((r((tmtmm^ 


Fig.  365. 

always  covers  five  pins  ;  when  the  first,  A-,  is  struck,  the  four  fol- 
lowing pins  cannot  come  in  contact  with  the  rider  S,  even  if 
their  keys  wei'e  depressed,  owing  to  their  coming  in  contact  with 
the  under  side  of  the  pusher  e  e'  and  thus  being  arrested.  The 
pusher  also  serves  to  force  back,  by  means  of  its  curve  e\  the 
pin  to  its  first  position,  after  the  rider  S  has  passed  over  it.  In 
this  way  the  sledge  is  enabled  to  revolve  continuously,  without 
interruption,  even  if  the  operator  should  neglect  to  release  the 
key  which  has  been  depressed. 
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The  upper  part  of  the  sledge  consists  of  the  rider  S,  a  flat 
spring  r,  which  presses  the  rider  constantly  downwaixi,  and  a  con- 
tact screw  V  which  passes  through  the  top  of  the  rider  (fig.  366). 
These  parts,  as  represented  in  fig.  867,  are  fixed  to  an  axis  turn- 
ing between  two  screw  points  and  attached  to  the  upper  axis  Q. 

When  no  key  is  depressed,  and  the  pin  k  is  in  its  normal  posi- 
tion, screw  V  is  in  contact  with  the  spring  r^,  which  is  on  the 


Fig.  366. 

lower  part  P  of  the  axis.  In  this  case  P  and  Q  are  connected, 
and  any  current  arriving  at  Q  will  pass  over  r  v  and  r^  to  P  Q', 
and  so  on.  Such  is  always  the  case  when  the  apparatus  is  re- 
ceiving. 

'  When,  by  the  depression  of  a  key,  the  pin  k  is  raised,  the  lat- 
ter, by  the  rotation  of  the  sledge,  is  pushed  outward  by  the 
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curved  end  of  the  pusher  e  intx)  the  centre  of  the  slot,  and  inta 
the  path  of  the  rider  S,  which  immediately  comes  in  contact 
with  it  This  contact  mises  the  rider  into  the  position  occupied 
by  S  in  fig.  366.  Screw  v  is  withdrawn  from  the  contact  spring  r, 
and  the  connection  between  Q  and  P  is  broken.  At  the  same 
time  a  new  circuit  is  established  by  way  of  Q  r^  S  and  pin  h 
with  axis  K"  (fig.  364  and  366).  A  current  arriving  at  K" 
passes  over  K''  A  S  S  r  Q,  and  so  on.  To  accomplish  this,  all 
of  the  twenty-eight  key  fulcrums  K"  are  constructed  so  as  to 
be  in  metallic  connection  with  each  other. 


Fig.  367. 

Transmission  is  effected  in  the  following  manner : 
A  key  is  depressed  by  the  operator,  who,  with  his  fingers,  feels 
the  push  occasioned  by  the  slide  e  e'  coming  in  contact  with  the 
pin  ^,  as  well  as  by  the  pressure  of  the  rider  S,  which  slides 
over  the  raised  pin.  The  key  is  then  released,  even  though  it 
should  be  desired  to  repeat  the  same  letter.  If  the  key  remains 
depressed,  then  the  sledge  passes  by  the  pin  h^  which  has  been 
brought  beyond  the  range  of  S,  which  consequently  would  not 
be  raised,  nor  would  the  connection  between  P  and  Q  be  broken. 
As  will  presently  be  seen,  the  upper  part  S  of  the  sledge  or 
the  axis  Q  is  connected  with  the  wire  L ;  each  axis  K''  is  con- 


Digiti 


ized  by  Google 


HUGHES'S  TELEGRAPH. 


617 


nected  to  the  positive  pole  of  the  line  battery,  its  negative  pole 
being  connected  to  the  earth. 

At  the  receiving  instrument  the  current  arriving  from  the  line 
passes  through  the  electro-magnet,  which  releases  the  printing 
mechanism,  and  over  Q  v  r,  and  P  to  the  earth. 

In  transmission,  when  a  key  is  depressed,  the  current  is  from 
the  +  pole,  by  way  of  K"  and  h     When  the  steel  rider  S  of 


Fig.  369. 


the  rotating  sledge  comes  in  contact  with  i,  the  course  of  the 
current  is  changed  and  is  from  +»  through  K''  A  S  (as  y  is 
separated  from  r)  Q  and  L,  to  the  other  station.  This  current 
is  of  very  short  duration.  The  steel  rider  S  always  covers  three 
pins  at  the  same  time ;  the  circuit  of  box  A  has  twenty-eight 
pins,  and  if  the  sledge  revolves  twice  in  one  second  the  duration 
of  the  contact  between  S  S  and  k  is  ^^,^  =  ^  =-  0.536  seconds^ 
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or  about  the  one  nineteenth  part  of  a  second  This  short  dura- 
tion of  current  is  sufficient  for  circuits  of  ordioiary  length,  but 
not  for  very  long  aerial  or  for  submarine  lines.  In  working  the 
latter,  the  speed  of  rotation  of  the  sledge  should  be  reduced,  or 
the  length  of  the  rider  S  s  increased.  When,  for  instance,  the 
,  latter  covers  six  pins,  the  speed  of  rotation  being  as  before,  the 
duration  of  the  current  would  be  0.1072  seconds. 

Figures  363  and  369  are  views,  in  perspective,  of  the  Hughes 
apparatus  complete.     Fig.  370  is  a  plan  view  of  the  same. 

In  front  is  the  keyboard  of  twenty-eight  keys ;   at  the  back 
of  this  the  covering  plate  of  the  box  A,  with  the  twenty-eight 
pins,  in  the  centre  of  which  is  the  vertical  axis  Q  and  the  rider 
S,  which  is  rotated  by  means  of  a  beveled  gear  (fig;  866),  and 
which  revolves  twice  in  one  second.     Behind  the  box  A  is  a 
strong  iron  frame,  which  supports  the  machinery.      The  first 
wheel  T  is  actuated  by  a  weight  of  120  pounda     This  weight 
hangs  on  an  endless  chain,  in  such  a  manner  that,  when  it  is 
wound  up,  the  revolving  wheelwork  is  not  interrupted  or  re- 
tarded.    The  re-winding  is  usually  done  by  means  of  a  pedal, 
every  five  or  ten  minutes,  on  account  of  the  exceedingly  rapid 
motion  of  the  wheelwork.     The  wheel  M  turns  with  the  wheel* 
T,  and  this  motion,  multiplied,  is  communicated  to  wheel  N. 
The  latter  puts  a  fly  wheel  V  in  motion,  upon  which,  by  means 
of  a  handle  m\  a  brake  is  operated  for  the  purpose  of  stopping 
the  instrument     The  wheel  N  also  actuates  a  pinion  5  (behind 
^,  fig.  370),  and  so  conveys  its  movements  to  the  printing  axis 
ij,  the  operation  of  wliich  will  be  described  hereafter.     In  front, 
on  the  axis  of  the  wheel  N  (a'  a',  fig.  365),  which  passes  through 
the  front  plate  of  the  frame,  a  hollow  axis  is  placed,  which 
unites  wheels  a  and  R     This  axis  is  can*ied  by  a  small  friction. 
a  is  the  type  wheel  (figs.  367  and  369),  on  the  circumference  of 
which  are  twenty -seven  projections  of  hard  steel,  and  one  blank 
space.      Twenty-six  of   these   have  engraved   upon  them  the 
different  letters  of  the  alphabet,  and  one  is  a  point  for  a  stop  or 
period.     B  is  the  ink  roller,  pressing  against  the  face  of  the 
types,  and  revolving  with  the  wheel.     R  is  the  correcting  wheel, 
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whose  connection  with  the  type  wheel  a  and  the  rest  of  the 
apparatus  is  clearly  represented  in  fig.  371.  Upon  the  axis  which 
connects  wheels  R  and  a  a  steel  disc  F  is  placed,  which  is  pro- 


Fig.  370. 

vided  with  a  notch,  in  order  to  catch  the  hook  of  a  lever  K, 
when  the  latter  is  pressed  against  the  steel  disc  by  the  depression 
of  the  button  or  key  n\     When  this  takes  place,  and  the  hook 
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of  the  lever  K  catches  in  the  notch  F,  the  blank  space  of  the 
type  wheel  stands  exactly  over  the  impression  roller  or  platen  c^ 
which  carries  the  slip  of  paper.  Thus,  when  the  apparatus  is  in 
motion,  and  the  key  n'  is  depressed,  the  lever  K  falls  into  the 
notch  F  and  stops  wheels  R  and  a.  This  places  the  blank  upon 
the  type  wheel  opposite  the  impression  roller  c  In  order  to 
prevent  axis  a'  a'  and  the  remainder  of  the  work  from  stopping 
when  the  motion  of  R  and  a  is  arrested,  these  parts  are  connected 
together  in  the  following  manner :  Upon  the  axis  a  a',  behind 
the  correcting  wheel  R  (fig.  370),  is  another  wheel  x^  with  very- 
fine  teeth.  On  the  back  of  the  correcting  wheel  is  a  ratchet 
with  three  teeth,  which,  under  the  action  of  a  detent,  catches  in 


Fig.  371. 

the  teeth  of  the  wheel  x.  In  this  position,  by  means  of  the 
wheel  X  and  the  catching  teeth,  axis  a  a'  must  communicate  its 
motion  to  the  correcting  wheel  R,  and  by  that  to  the  type  wheeL 
Upon  the  tri-dental  catch  of  the  correcting  wheel  is  also  a  small 
pin,  which  ordinarily  passes  the  coupling  with  tooth  wheel  cc,  on 
plate  S  (fig.  371).  Should  the  key  W  be  depressed,  the  arm  I 
pushes  the  plate  S  forward  so  that  the  pin  strikes  against  it, 
and,  in  so  doing,  lifts  the  catch  out  of  the  teeth  of  wheel  x.  So 
long  as  the  key  n  remains  depressed  there  is  no  connection  be- 
tween the  wheel  x  or  the  axis  a'  a'  and  the  wheels  R  and  a.  As 
soon  as  the  tooth  of  the  lever  K  catches  the  notch  F,  R  and  a 
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Stop,  whilst  the  remainder  of  the  apparatus  continues  in  motion 
without  interruption. 

In  order  to  correctly  understand  what  now  follows,  it  must  be- 
borne  in  mind  that  (see  figs.  866  and  370)  axis  al  a!  not  only 
turns  the  type  wheel  and  the  correcting  wheel,  but  by  means  of 
a  beveled  gear  G,  also  the  wheel  /  its  axis  Q  (fig.  366).  The 
sledge  S  and  the  type  wheel  a  cannot  move  independently  of 
each  other,  but  being  geared  together  revolve  with  equal 
velocity,  thus  always  remaining  in  harmony  with  each  other 
and  in  the  same  relative  position.  Their  normal  position,  how- 
ever, is  such,  that  at  the  same  time  that  the  rider  S  (fig.  367)' 
of  the  sledge  comes  into  contact  with  the  pin  A  of  a  depressed 
key,  the  letter  upon  the  type  wheel  which  is  represented  by  this 
key  is  exactly  opposite  the  impression  roller  or  platen  c  (fig. 
371). 

When,  for  instance,  the  key  for  the  letter  H  is  depressed,  the 
rotating  sledge  brings  the  rider  S  to  the  pin  which  corre- 
sponds with  this  key,  and  as  the  type  wheel  and  pins  correspond 
and  the  type  wheel  and  the  sledge  revolve  together,  the  letter 
H  upon  the  type  wheel  will  be  found  immediately  over  the  im- 
pression roller  c.  The  corresponding  position  of  both  should  be 
kept  up  as  long  as  the  apparatus  is  in  action.  The  harmonious 
action  of  thase  parts  may  be  brought  about  at  any  time  by  the 
key  n'  and  the  blank  or  space  key  of  the  keyboard,  because  the 
result  of  the  depression  of  the  key  7i'  is  to  arrest  the  space  on 
the  type  wheel  immediately  over  the  impression  roller  c. 

The  inking  roller  B  is  always  in  contact  with  the  circum- 
ference of  the  type  wheel  when  the  apparatus  is  at  work.  It 
consists  of  a  heavy  woollen  cloth,  which  from  time  to  time  is 
moistened  with  an  inking  fluid. 

The  printing  axis  h^V  (figs.  369  and  370),  which  receives  its 
motion  from  the  wheel  N,  is  the  most  important  part  of  the  Hughes 
apparatua  It  has  a  number  of  duties  to  perform.  Fii*st,  it 
throws  the  impression  roller  c,  at  the  right  moment,  against  the 
type  wheel  a;  second,  after  a  letter  has  been  printed  upon  the 
paper  it  feeds  the  latter  forward  to  make  room  for  the  next 
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letter ;  third,  it  acts  upon  the  correcting  wheel ;  and,  fourth,  it 
returns  the  key  n'  to  its  normal  position  after  it  has  set  and 
locked  the  type  wheel  and  connects  the  arrested  wheels  E  and  a 
with  the  rest  of  the  wheel  work  at  the  proper  time.  To  effect 
these  different  results  the  axis  is  provided  with  four  cams  (fig. 
371).  The  front  cam  m  (fig.  372)  effects  the  printing.  At  each 
revolution  of  the  axis  it  raises  a  forked  arm  i  t'  (fig.  374),  which 
has  its  centre  of  motion  at  t\  This  arm  supports  the  impression 
roller  c,  which  carries  the  slip  of  paper  to  receive  the  printed 
letters.  As  the  cam  m  raises  the  arm,  the  impression  roller  with 
the  slip  of  paper  is  thrown  against  the  letter  upon  the  type 
wheel,  which  is  immediately  over  it  This  operation  is  repeated 
at  each  revolution  of  the  axis  &',  which  revolves  in  a  less  space 
of  time  than  the  y|^  part  of  a  second.      After  each  impression 


Fig.  372.  Fig.  373. 

the  paper  is  fed  forward  by  the  eccentric  i.  Behind  the  forked 
arm  1 1'  is  an  angular  shaped  lever  h  h'  h"  (fig.  374),  v^-hich  has 
its  axis  at  h"  (right  hand  side)  and  to  the  lower  part  of  which  is 
attached  a  flexible  steel  spring  y,  the  head  of  the  spring  carry- 
ing a  hook  or  catch.  To  the  impression  roller  c  is  attached  a 
ratchet  wheel  with  very  fine  teeth.  Whenever  the  roller  is 
raised  the  tooth  y  engages  the  teeth  of  the  ratchet  wheel,  and  is 
raised  at  the  same  time  witli  the  lever  h  h'  h".  As  the  axis  re- 
volves the  cam  or  eccentric  i  operates  upon  the  lever,  depressing 
it,  and  during  its  dojmward  motion  the  catch  of  the  spring  y 
turns  the  ratchet  whffl^and  thus  moves  the  paper  the  distance 
required.  ^^fc 
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The  third  cam  q  (figs.  872  and  378)  operates  on  the  correcting 
wheel  R  in  such  a  way  as  to  maintain  the  unison  of  the  type 
wheels  of  the  receiving  and  the  sending  instruments.  To  ac- 
complish this,  at  every  revolution  of  the  axis  the  cam  q  gears 
into  the  teeth  of  the  correcting  wheel  R  and  accelerates  or  re- 
tards the  motion  of  the  correcting  and  type  wheels,  as  may  be 
necessary  from  their  position.  These  wheels,  being  carried  by  a 
friction,  yield  readily  to  the  operation  of  the  cam. 

The  fourth  cam  p  (figs.  871,  872  and  878)  has  a  pin  o  inserted 
parallel  to  the  axis  J',  which  strikes  against  the  lever  Z  (fig.  371) 
at  each  revolution  of  the  axis,  forcing  it  to  the  right  at  the 
moment  that  the  key  n'  in  front  is  pressed  down.  As  we 
have  seen  heretofore,  at  the  pressing  down  of  key  n\  not  only 


P 


Fig.  374. 

the  coupling  between  the  wheel  R  and  type  wheel  a,  and  the.  cog 
wheel  X  (fig.  870)  and  the  axis  a'  is  disengaged,  but  also,  in 
consequence  of  the  catching  of  the  lever  K  in  the  notch  F,  both 
the  correcting  wheel  and  type  wheel  come  to  a  stand  with  the 
blank  space  of  the  type  wheel  over  the  impression  roller.  When 
the  key  n'  is  released,  the  next  revolution  of  the  axis  b^  V  brings 
the  pin  o  against  the  arm  Z,  and  thus  n'  I,  Z,  K,  all  of  which 
form  part  of  a  single  lever  with  a  common  centre  of  motion,  are 
brought  back  to  a  position  of  rest  This  movement  of  the  pin  o 
lifts  the  lever  K  out  of  the  notch  F,  the  detent  S  moves  back, 
the  tri-dental  catch,  which  is  fixed  on  R,  engages  with  the  teeth 
of  the  wheel  x,  and  the  wheel  R  and  type  wheel  a  are  released 
and  resume  their  rotation  from  axis  a'  a'  in  harmony  with  the 
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rest  of  the  wheelwork  Thus,  it  will  be  seen  that  when  the  key 
n'  is  depressed  the  type  wheel  is  locked,  with  its  blank  space 
opposite  the  impression  roller  c,  while  the  remainder  of  the  wheel- 
work  continues  to  revolve  without  interruption.  At  the  first  re- 
volution of  the  printing  axis  I'  the  pin  o,  upon  the  cam^,  raises 
the  key  n',  and  in  so  doing  couples  the  wheel  E  and  type  wheel 
a  to  the  wheel  work,  which  continues  its  revolution. 

The  four  cams  upon  axis  h^  b\  just  described,  are  all  upon  the 
front  part  V  of  the  axis,  which  is  connected  with  the  printing 
mechanism.  The  other  part  of  the  axis  6^  is  not  continuous 
wuth  the  front  part,  but  is  coupled  on  to  it  at  the  moment  that 
an  impression  is  taken  upon  the  paper  from  one  of  the  letters  of 
the  type  wheel.  The  rotation  of  the  rear  portion  of  the  axis  is 
continuous,  owing  to  the  permanent  gearing  of  the  wheel  N  to 
the  pinion  5  (fig.  370),  but  the  front  part,  with  the  cams,  remains 
inactive  until,  by  means  of  a  catch,  both  parts  are  united  and  re- 
volve together.  This  connection  is  effected  by  the  lever  d  d'  of 
the  electro-magnet  E  E.  Upon  the  depression  of  one  of  the  keys 
of  the  keyboard  a  pin  k  (fig.  867)  is  raised,  and  the  rider  S  of 
tlie  sledge,  in  sliding  over  it,  is  raised,  and  thus  causes  a  current 
to  pass  through  the  coils  of  the  electro-magnet  E  E,  which  con- 
trols the  movements  of  the  lever  d  d\  and,  consequently,  the  ac- 
tion of  that  part  of  the  axis  carrying  the  cams. 

Eigure  375  represents  the  action  of  the  electro-magnet  E  upon 
the  printing  mechanism  of  the  apparatus,  and  also  the  device  for 
coupling  together  the  two  parts  6^  and  6'  of  the  printing  axis. 

The  cores  of  the  electro-magnet  are  not  connected  together  at 
the  back  by  a  yoke,  as  in  the  case  of  an  ordinary  electro-magnet, 
but,  as  shown  in  fig.  376,  they  are  attached  to  the  N  and  S  poles 
of  a  powerful  steel  magnet.  The  action  of  this  magnet  upon 
the  cores  is  regulated  by  means  of  an  armature  of  soft  iron 
placed  on  the  legs  N  and  S,  which  can  be  moved  up  or  down. 
The  nearer  it  is  placed  to  the  end  of  the  poles  the  less  will  be 
the  magnetic  effect  upon  the  cores  of  the  electro-magnet 

By  this  arrangement  the  cores  are  constantly  magnetic,  and 
attract  the  armature  n  (fig.  375)  as  long  as  no  cun-ent  passes 
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through  the  coils.  A  strong  steel  spring  r  operating  on  the  arm  F 
serves,  by  its  attractive  power,  to  withdraw  the  armature,  when 
by  the  passage  of  a  current  through  the  coils,  the  magnetic 
power  derived  from  the  steel  magnet  is  neutralized.  In  order 
to  avoid  too  strong  an  attraction,  the  armature  does  not  touch 
the  surface  of  the  poles,  but  is  separated  by  a  space  equal  to 
about  the  thickness  of  an  ordinary  sheet  of  pai>er. 

When  a  current  whose  polarity  is  opposite  to  the  polarity  of 
the  steel  magnet  is  passe(^  through  the  coils  E  E  the  magnetism 
is  weakened  or  neutralized,  and  it  no  longer  holds  the  armature 
.against  the  retractile  force  of  the  spring  r,  which  immediately 
draws  the  armature  upward  with  considerable  power.      This 


Fig.  375.  Fig.  376. 

movement  is  communicated  to  the  lever  d  d\  which  has  its 
centre  of  motion  at  the  axis  R  One  end  of  the  lever  rests, 
with  an  adjusting  screw,  on  the  top  of  the  armature;  therefore, 
when  under  the  action  of  the  current,  the  armature  is  released 
and  flies  upward,  one  extremity  d  is  raised  with  it,  while  the 
other  goes  downward,  and  it  is  by  this  movement  that  the 
coupling  of  the  two  portions  of  the  printing  axis  h^  h'  (figs.  369 
and  370)  is  effected,  and  the  motion  of  the  wheel  work  trans- 
mitted from  the  pinion  5  to  the  front  part  of  the  printing  axis 
vi'  and  its  four  cams. 


Digiti 


ized  by  Google 


626  THE  TYPE-PRINTING  TELEGRAPH. 

The  transmission  of  this  motion  is  eflEected  in  the  following 
manner.  On  the  back  part  of  the  printing  axis  6^  a  wheel  g 
(fig.  375),  with  very  fine  and  strong  teeth,  is  fixed.  On  the 
front  part  of  the  axis  b'  is  a  circular  sector  I Z',  on  one  side  of 
which  is  a  flyer  c,  to  which  is  attached  a  detent  c".  This  detent 
has  three  teeth  which  gear  into  the  teeth  of  wheel  g.  On  the 
other  side  of  the  sector  is  a  spring  v  which  presses  down  the 
toothed  detent,  which,  with  its  flyer  c',  is  allowed  to  rise  and 
fall  a  little.  When  it  is  free,  as  represented  in  fig.  375,  the 
spring  V  presses. the  detent  c"  into  the  teeth  of  wheel  ^,  and  it 
revolves  with  the  wheel  in  the  direction  indicated  by  the  arrow, 
and  thus  the  rotation  of  printing  axis  h^  at  once  effects  the 
revolution  of  the  sector  I  V  and  the  axis  U,  When,  however, 
c'  c"  is  raised,  its  teeth  leave  the  wheel  g  ;  the  latter  continues  to 
turn  while  the  motion  of  the  sector  and  the  axis  h'  is  arrested. 

The  sector  I  V  also  carries  an  eccentric  cam  w,  which  raises  the 
end  d'  of  the  lever,  when  by  the  action  of  the  armature  n  it  has 
fallen.  This  movement  presses  the  armature  against  the  poles 
of  the  magnet,  where  it  remains  attracted  by  the  permanent 
magnetism  of  the  cores  so  long  as  no  current  passes  through  the 
coils.  When  in  the  position  shown  in  the  engraving,  the  sector 
I  V  turns  in  the  direction  of  the  arrow,  and  after  making  half  of 
a  revolution  the  front  part  (in  fig.  375  the  lowest  part)  of  the 
cam  u  slides  under  the  extreme  end  of  lever  d!.  As  the  follow- 
ing end  of  the  cam  is  more  distant  from  the  axis  V  than  the 
front  end,  the  extreme  end  of  lever  d  is  raised  by  tlie  cam, 
the  other  end  d  consequently  falls,  and  the  adjusting  screw  re- 
turns the  armature  to  the  poles  of  the  electro- magnet 

In  the  figure  the  front  end  of  the  cam  u  has  not  reached 
the  end  of  the  lever  d\  therefore  this  end  is  depressed,  and  the 
toothed  detent  is  still  engaged  with  the  teeth  of  wheel  g.  When 
the  axis  V  is  turned  a  little  farther  d'  will  have  reached  its 
highest  position,  and  d  will  be  resting  against  the  armature  of 
the  magnet  The  axis  h\  sector  I  V  and  flyer  c'  continue  to 
revolve ;  but  when  the  revolution  of  the  axis  V  is  nearly  com- 
pleted the  flyer  c',  to  which  c"  is  attached,  reaches  the  inclined 
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end  of  the  arm  d',  which  is  now  firmly  held,  and  moves  upward, 
lifting  c"  out  of  the  teeth  of  wheel  g.  By  this  the  printing  axi& 
V  is  disconnected  from  6^  and  the  revolving  wheel  work,  and  its 
motion  arrested,  in  which  position  of  rest  it  remains  until  the 
arm  dl  again  falls,  owing  to  the  release  of  the  armature  by  a 
current  passing  through  the  coils,  when  the  flyer  c'  is  set  free ; 
c"  again  catches  into  the  wheel  ^,  and  thus  both  V  and  h^  are 
again  coupled  together.  It  will  be  seen  that  the  printing  axis  V 
makes  a  complete  revolution  at  each  action  of  the  electro-magnety 
and  that  the  movement  of  armature  n  and  the  release  and  action 
of  the  printing  mechanism  is  effected  exclusively  by  mechanical 
power,  and  not  by  the  power  of  an  electric  current  The  current, 
during  its  very  short  duration,  merely  weakens  or  destroys  the 
permanent  magnetism  of  the  cores  of  the  magnet,  at  which  the 
spring  r  raises  the  armature  n  and  through  the  lever  d  d'  regulates 
the  motions  of  the  printing  mechanism. 

The  apparatus  is  arranged  in  the  same  manner  at  both  the 
sending  and  the  receiving  stations,  and  as  the  speed  of  rotation 
of  both  instruments,  while  in  action,  is  exactly  the  same,  con- 
sequently the  same  letter  on  each  of  the  type  wheels  is  at  the 
same  time  immediately  over  the  impression  roller,  and  can  be^ 
printed  upon  either  or  both  instruments  by  the  depression  of  a 
key  at  the  sending  instrument  In  order  to  secure  perfect  syn- 
chronism between  the  two  corresponding  instruments,  Hughes,, 
at  different  times,  has  employed  several  arrangements.  The 
following  is,  probably,  one  of  the  best 

As  will  be  seen  in  fig.  369,  a  very  elastic  tongue  z  is  fixed  in 
an  upright  position  in  front  of  the  back  wheel  plate.  To  the 
lower  end  of  this  tongue  a  lever  is  attached  by  means  of  a  spiral 
spring.  The  teeth  of  a  wheel  which  lies  behind  and  is  connected 
with  the  wheel  N,  are  arranged  to  operate  upon  one  of  the  arms 
of  this  lever.  During  the  revolution  of  the  wheel  its  teeth  move 
the  lever  to  and  fro,  and,  through  the  spiral  spring,  causes  the 
steel  tongue  z  to  vibrate  rapidly.  As  this  tongue  vibrates  faster 
or  slower,  it  operates  on  the  toothed  wheel  lying  under  the  wheel 
N,  and  through  that  accelerates  or  retards  the  motion  of  the 
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entire  system  of  wheelwork.  The  vibrations  of  this  steel  spring 
can  be  regulated  by  lengthening  or  shortening,  the  same  as  in 
the  case  of  a  pendulum.  For  this  purpose  a  sliding  weight  w 
(fig.  369)  is  placed  upon  the  steel  tongue  2,  and  can  be  raised  or 
lowered  by  means  of  a  crank  G,  the  upper  end  of  which  is  iKt- 
tached  to  the  weight  and  the  lower  end  to  a  lever  q.  When  the 
weight  tv  is  raised  the  vibrations  become  less  rapid  and  the  speed 
of  the  instrument  is  retarded.  When  it  is  lowered  the  vibrations 
are  shortened  and  the  rapidity  of  the  wheelwork  is  accelerated. 

In  a  later  form  of  the  instrument,  Mr.  Hughes  makes  use  of 
a  fly  wheel  V  (fig.  868)  fixed  on  the  printing  axis  Jj,  to  which 
is  connected  a  horizontal  conical  pendulum  P  (fig.  870).  The 
speed  of  this  fly  wheel  depends  upon  the  size  of  the  circle  de- 
scribed by  the  ball  P,  which  can  be  regulated  at  the  will  of  the 
operator. 

To  effect  this,  the  ball  P  is  attached  to  a  steel  rod  i  t,  which 
can  be  moved  up  and  down  by  means  of  the  spring  v  and  the 
axle  K  U,  along  the  actual  pendulum  rod  which  is  fixed  at  N, 
and  which  is  caught  at  j  by  the  crank  mj.  The  cranky  is  re- 
volved by  the  crank  m  m,  which  is  on  the  axis  of  the  fly  wheel 
V.  The  pendulum  P  consequently  describes  a  larger  or  smaller 
circle  around  the  axis  b^  m,  according  to  the  speed  of  rotation. 
When  the  speed  increases  the  ball  P  is  thrown  out  farther  from 
the  axis,  but  then,  however,  through  the  lever  system  j  m  it  ex- 
ercises a  stronger  pressure  against  a  brake  ring,  and  by  the  in- 
<;reased  friction  the  circle  described  bj'  the  ball  is  lessened  and 
the  speed  of  the  wheelwork  retarded.  The  position  of  ball  P 
on  the  pendulum  rod  is  regulated  by  the  operation  of  the  tooth 
spring  V  K  U  on  the  rod  t  L  When  the  s{>eed  of  the  wheelwork 
increases  the  increased  friction  of  the  bi-ake  ring  at  u  u  acts  as  a 
check,  and  vice  versa^  so  that  the  apj)aratus  is  self-regulating,  and 
its  motion  is  continued  for  any  length  of  time  with  unvarying 
regularity.  Should  one  of  the  instruments,  however,  run  faster 
or  slower  than  the  other,  it  can  at  once  be  brought  into  harmony 
by  turning  the  regulating  screw  r,  which  will  bring  the  ball  P 
to  its  proper  position. 
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In  another  form  of  this  arrangement  the  pressure  of  the  brake 
against  the  brake  ring  w  u  is  made  to  take  place  from  the  inside. 
The  arrangement  then  is  as  follows  (fig.  377) : 

The  ball  P,  rod  1 1,  the  attachment  of  the  pendulum  rods  at 
N,  and  the  regulating  arrangement  v  K  U  ai-e  the  same  as  above 
described.  The  rod  t  i  stands  almost  horizontally  (not  visible  in 
the  drawing),  the  brake  ring  u  u  vertically,  and,  in  its  centre, 
upon  the  axis  Jj  of  the  fly  wheel,  is  placed  a  lever  6j  m  which 
turns  with  the  fly  wheel.  On  the  pivot  m  of  this  lever  a  strong 
steel  wire  is  fixed,  forming  a  powerful  spring.  The  extreme 
end  of  this  spring  j  forms  a  small  ring,  in  which  is  placed  the 
end  of  the  pendulum  rod,  so  that  it  can  move  freely.     On  this 


Fig,  377. 

spring  mj  is  fixed  an  eccentric  E,  which  operates  upon  another 
powerful  spring  R,  which  is  attached  to  the  axis  h^  and  upon 
which  is  placed  a  friction  pad  F.  The  entire  system  by^  m  j 
ERF  turns  with  axis  b^  of  the  fly  wheel  V  (fig.  870)  within 
the  ring  u  w. 

When  the  apparatus  is  in  action  the  axis  ^j,  which  revolves 
continuously,  sets  the  conical  pendulum  in  motion  through 
lever  b^  mj.  When  the  proper  speed  is  attained,  the  rod  mj 
remains  a  certain  distance  from  b^  m,  not  so  far,  however,  as 
represented  in  the  drawing.  Should  the  speed  increase  the  rub- 
bing friction  F  is  pressed  against  u  u  by  the  eccentric  E,  and 
the  speed  is  at  once  decreased. 
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In  the  latest  construction  Mr.  Hughes  has  somewhat  simplified 
and  improved  the  brake  arrangements,  as  shown  in  fig.  378. 
Instead  of  the  pivot  m  with  the  eccentric,  a  cylinder  of  bone  is 
used,  which  is  fixed  eccentrically  on  the  axis  of  the  brake  lever 
tj  and  presses  immediately  on  the  brake  spring  R  This  brake 
spring,  upon  the  efficiency  of  which  the  action  of  the  entire 
brake  depends,  reaches  to  the  point  of  fastening  63,  by  being 
attached  to  a  rigid  arm  at  63.  In  this  manner  the  proper  form 
of  the  spring  is  more  easily  established  and  maintained. 

In  place  of  the  friction  F  (fig.  377),  a  piece  of  hempen  cord, 
the  end  of  which  somewhat  resembles  a  brush,  is  used.  This 
friction  is  much  more  uniform  and  very  seldom  needs  renewal. 


Mg  378, 


Fig.  379. 


In  order  to  prevent  wear  on  the  thin  end  of  the  vibrating 
pendulum  rod  ^  ^,  a  small  steel  collar  e  (fig.  379)  is  placed  over 
the  rod  at  that  point  and  firmly  held  by  means  of  a  screw. 

Upon  the  instrument  table  (fig.  369)  are  two  binding  screws 
P  L,  of  which  P  is  connected  with  one  of  the  poles  of  the  send- 
ing battery  and  with  the  pins  k  under  the  sledge.  L  is  connected 
with  one  end  of  the  coils  of  the  electro-magnet  E  and  the  line. 
Also  upon  the  table  are  metallic  studs  1  and  2,  and  a  switch 
arm  which  is  connected  with  a  metal  strip  I.  The  strip  I  is 
connected  to  the  metal  parts  of  the  entire  apparatus,  and  the 
plate  1  is  in  connection  with  the  other  end  of  the  coil  of  the 
electro-magnet     When  the  arm  is  placed  on  the  stud  1  the  in- 
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BtnimeDt  is  in  position  for  receiving,  and  for  sending  wlien  the 
arm  is  on  stud  2.  In  receiving,  when  the  arm  is  upon  the  stud 
1,  a  current  arriving  from  the  other  station  proceeds  through  L, 
magnet  E,  switch  and  stud  1,  to  the  metallic  parts  of  the  instru- 
ment, thence  to  the  rotating  axis  Q  (fig.  366)  of  the  sledge,  and 
then,  as  none  of  the  pins  k  are  raised,  from  the  contact  screw  v 
to  the  spring  r^  and  over  P  and  Q^  to  the  ground. 

The  unison  of  the  sending  and  the  receiving  instruments  is 
effected  in  the  following  manner : 

The  sending  operator  depresses  one  of  the  keys — ^for  example, 
the  letter  B — ^several  times  in  succession.  If,  at  the  receiving 
station  the  same  letter  is  printed  at  each  impulse,  the  synchro- 
nism is  perfect  and  needs  no  adjustment  If,  on  the  contrary, 
different  letters  are  printed  in  succession,  the  synchronism  is  not 
perfect  and  needs  regulating.  It  can  easily  be  seen  by  the  order 
of  the  succession  of  letters  whether  the  instrument  is  running 
too  fast  or  too  slow. 

If  the  letters  printed  upon  the  paper  at  the  receiving  instru- 
ment run  ahead,  as  B  C  D,  eta,  then  the  receiving  instrument 
is  running  faster  than  the  sending.  If  the  letters  run  back,  as 
C  B  A,  then  it  is  running  too  slow.  In  either  case  the  adjust- 
ment of  the  sliding  weight  w  (fig.  369),  higher  or  lower  upon  the 
vibrating  tongue  2,  by  means  of  the  crank  G,  will  bring  both  in- 
struments in  unison.  With  the  pendulum  governor  the  same 
result  is  attained  bv  moving  the  ball  P  by  the  adjusting  screw  v 
(fig.  368). 

WBen  the  instruments  are  brought  to  a  corresponding  speed, 
the  message  is  transmitted  letter  by  letter  by  depressing  the 
keys  at  the  sending  station.  As  we  have  seen  .before,  at  the 
moment  a  contact  pin  is  brought  forward  by  the  depression  of  a 
key,  it  is  struck  by  the  steel  rider  upon  the  sledge,  thus  closing 
the  circuit  of  the  line  at  exactly  the  same  time  that  the  letter  on 
the  type  wheel,  corresponding  to  the  key  depressed,  is  over  the 
impression  roller.  After  each  word  the  blank  key  is  depressed 
and  the  paper  is  moved  forward  the  space  of  a  letter  without  re- 
ceiving an  impression. 
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In  fig.  380  is  represented  the  usual  circuit  arirangement  of 
the  Hughes  system.  K  represents  a  key,  K"  the  connecting 
point  of  battery  L  B,  A  the  pin  appertaining  to  the  key,  Q  the 
upper  and  P  the  lower  part  of  the  sledge  axis,  S  the  rider  of  the 
sledge,  V  its  contact  screw,  which  is  in  contact  with  r^  as  long  as 
S  is  not  raised,  connecting  Q  with  P,  E  the  electro-magnet,  L  the 
line,  T  T^  the  ground  plates,  and  L  B  the  battery. 

Now,  when  at  station  I  a  key  is  depressed,  for  example,  the 
letter  M,  the  circuit  is  closed  as  soon  as  the  rotating  sledge 
comes  in  contact  with  the  pin  k  The  current  from  L  B  then 
flows  from  +  to  K"  k  S  (v  being  separated  from  r^  and  there* 


Fig.  380. 

fore  S  from  P)  Q/  E  and  line  L  to  station  II.  At  station  II, 
through  E/Q  I'  r^  (as  S  is  not  raised,  and  consequently  v  is  in 
contact  with  7*i)  P  T'  to  the  ground. 

To  insure  a  better  connection  of  the  sledge  axis  Q  with  the 
metallic  body  of  the  apparatus  than  that  afforded  by  the  bev- 
elled wheel  and  the  spring  which  presses  on  the  upper  end  of 
the  sledge  axis,  Hughes  jilaces  on  the  upper  bed  plate  of  axis 
Q  a  powerful  spring  which  presses  laterally  upon  the  axis.  The 
plosing  of  tlie  circuit  consequent  upon  the  depression  of  the  key 
sets  the  printing  mechanism  in  action,  the  operation  of  which  has 
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heretofore  been  fully  described.  Precisely  the  same  effect  is 
produced  by  the  depression  of  any  other  key,  as  the  letters 
upon  the  tjrpe  wheel  correspond  in  position  with  the  pins  of  the 
keys.  When  both  instruments  revolve  at  the  same  rate  of  speed 
and  start  from  the  same  point,  the  instant  that  the  sledge  comes 
in  contact  with  a  pin,  that  instant  the  corresponding  letter  upon 
the  type  wheel  is  over  the  impression  roller  and  is  taken  off 
upon  the  paper. 

As  we  have  seen,  only  one  impulse  of  the  current,  and  that  of 
very  short  duration,  is  required  to  effect  the  transmission  of 
each  letter.  This  is  a  very  great  advantage,  but  it  should  not 
be  overlooked  that,  as  shown  in  fig.  380,  the  strength  of  the 


Fig.  381. 

current  upon  its  arrival  at  the  distant  station  can  never  be  as 
great  as  at  the  starting  point,  owing  to  the  fact  that  during  trans- 
mission only  the  battery  at  the  sending  station  is  in  action.  The 
adjustment  of  the  magnet  has  therefore  to  be  changed  whenever 
tlie  instrument  is  changed  from  sending  to  receiving. 

In  order  to  overcome  this  inconvenience,  Mr.  Hughes  has  pro- 
posed an  alteration  in  the  circuit  arrangements,  which  is  very 
ingenious,  and  seems  to  be  well  adapted  to  its  purpase.  Fig. 
381  shows  this  arrangement  d  d'  is  the  lever,  which,  through 
the  armature  n,  at  each  action  of  the  current,  couples  axis  i^  to 
printing  axis  V,  As  shown  heretofore,  axis  V  carries  a  number 
of  cams.  One  of  these  cams  q  (figs.  372  and  373),  at  every  re- 
volution of  the  axis,  is  brought  in  contact  with  a  spring  R'  (figa 
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381  and  378),  which  is  in  a  shunt  circuit  from  the  line  through 
the  magnet  This  contact  is  maintained  during  the  time  the 
axis  is  stationary.  The  cam  is  brought  into  connection  with  the 
battery  upon  the  depression  of  a  key,  through  contact  pin  k  and 
the  sledge.  The  duration  of  this  contact  during  the  time  of  the 
revolution  of  the  cam  is  so  calculated  that  the  current  has  the 
power  only  to  cause  a  movement  of  the  armature  at  the  sending 
station,  but  almost  at  the  same  moment  the  current  in  full  force 
flows  upon  the  line  by  another  route,  and  with  equal  power 
operates  the  magnet"  of  the  receiving  station. 

Suppose  now  that  at  the  sending  station  a  key  K  is  depressed. 
The  current,  in  the  first  place,  will  take  this  course:  From  -j- 


Flg.  382. 

pole  to  K''  k  S  (when  the  rider  comes  in  contact  with  pin  k)  Q/ 
V  E',  magnet  E  and  line  L  to  the  distant  instrument  and  to  the 
ground.  This  current,  however,  is  too  weak  to  release  the  arma- 
ture of  the  receiving  instrument,  as  it  has  to  pass  through  the 
coils  of  both  magnets  and  the  shunts.  At  the  sending  instru- 
ment, where  at  this  time  it  has  a  direct  course,  it  releases  the 
armature,  but  as  soon  as  the  armature  comes  in  contact  with  the 
contact  screw  of  lever  d  d\  the  cam  q  having  left  its  contact  with 
E',  the  circuit  is  made  through  d  d'  and  n,  cutting  out  the  mag- 
net of  the  sending  station;  the  current  by  this  route  has  sufficient 
power  to  release  the  armature  of  the  receiving  instrument,  and 
thus  to  set  the  printing  mechanism  in  action. 
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In  the  operation  of  the  Hughes  aystem  it  is  necessary  that  the 
poles  of  the  battery  should  be  in  opposition  to  the  poles  of  the 
natural  magnets.  Where  this  cannot  be  so  arranged  in  a  per- 
manent manner,  a  commutator  or  pole  changer  is  provided,  as 
shown  in  fig.  382.  The  wire  L  is  fastened  in  the  binding  screw 
L,  the  ground  wire  in  T ;  Z  and  K  are  the  poles  of  the  battery. 
The  binding  screws  L  and  T  are  connected  with  both  lower 
metallic  bars  of  the  commutator  U ;  one  of  the  two  upper  me- 
tallic bars  connects  through  the  wire  5  to  the  lower  axis  P  of 
the  sledge,  the  other  through  wire  6  to  one  of  the  ends  of  the 
•coil  E  of  the  electro-magnet  and  also  to  the  metallic  axis  of  the 
armature  n.  The  other  end  of  the  wire  of  the  coil  is  connected 
through  7  with  a  switch  X,  whose  contact  stud  O,  through  wire 
8,  is  in  connection  with  spring  E',  against  which  the  cam  q  of 
the  printing  axis  lies  in  a  position  of  rest  The  zinc  pole  Z  of 
the  battery  is  connected  with  the  lower  axis  P  of  the  sledge  and 
also  with  wire  5.  The  copper  pole  is  connected  to  the  axis  K'' 
of  the  twenty-eight  keys. 

At  the  sending  station,  when  both  the  holes  2  and  8  of  the 
commutator  are  stopped,  the  zinc  pole  of  the  battery  is  to  the 
ground,  and  the  instrument  is  ready  for  the  transmission  of  a 
message.  If  a  key  is  now  depressed  a  -|-  current  will  flow  from 
K  to  the  axis  K"  and  to  the  protruding  key  pin,  to  the  rider  S 
•of  the  sledge,  thence  to  its  upper  axis  Q  (fig.  381),  which  is  con- 
nected to  the  metallic  parts  of  the  work  Y  Y,  and  also  to  the 
printing  axis  h'.  From  V  the  current  proceeds  to  cam  q^  which 
is  against  spring  E' ;  from  E'  over  8  O  and  the  switch  X,  over  7 
to  the  coil  of  electro-magnet  E,  thence  over  6  to  the  lower  hori- 
zontal bar  at  U,  and  thence  by  the  plug  in  hole  3  to  the  bind- 
ing screw  L,  from  whence  it  flows  to  the  line  and  the  distant 
station.  As  this  current  passes  through  the  electro-magnet  the 
armature  is  released,  the  printing  axis  revolves,  and  the  current 
takes  another  course,  a  circuit  being  established  between  n  and 
d  d'.  Its  route  is  now  from  the  metallic  parts  Y  Y  of  the  works, 
the  axis  H  of  the  lever  d  d\  over  n  to  the  axis  bed  M,  and 
through  U  and  3  as  formerly,  but  the  coils  are  cut  out,  and  the 
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current  flows  with  full  power  to  the  line.  At  the  receiving 
station  the  arrangements  are  the  same,  except  that  the  com- 
mutator plugs  are  in  holes  1  and  4.  The  arriving  current  takes 
its  way  over  L  U  1  5  S  P  to  the  metallic  parts  of  the  machinery, 
and  further  through  6'  j  R'  8  O  X  7  E  6  U  4  and  T  to  earth 
atP'. 

It  will  now  be  easily  comprehended  that  a  current  which  is 
transmitted  during  the  revolution  of  the  printing  axis,  can  have 
no  influence  on  the  impression,  and  thus  a  regular  interval  of 
time  must  ensue  between  the  depression  of  one  key  and  that  of 
another.  While  in  action  the  printing  axis  revolves  seven  times 
during  one  revolution  of  the  type  wheel  and  sledge ;  hence  the 
type  wheel  and  sledge  have  made  only  one-seventh  of  a  revolu- 
tion, passing  over  but  four  key  pins,  when  the  revolution  of  the 
printing  axis  is  completed. 

It  follows  from  this  that  the  operator,  in  depressing  keys  suc- 
cessively, must  always  allow  a  space  of  four  keys  between  a  de> 
pressed  key  and  the  key  to  follow.  For  example,  the  letter  A 
is  sent,  and  it  is  desired  to  send  either  of  the  letters  B  C  D  or  E 
in  inimediate  succession ;  it  would  not  be  possible  to  do  so  in 
the  same  revolution  of  the  sledge,  for  the  printing  axis  would 
not  have  completed  its  revolution  after  printing  A  in  time  for 
any  letter  between  A  and  F.  Each  letter  witliin  the  range  of 
four  following  the  last  letter  transmitted  requires  a  full  revolu- 
tion of  the  sledge.  Thus  it  will  be  seen  that  the  time  required 
to  transmit  a  word  is  not  wholly  governed  by  the  number  of 
letters  it  contains,  but  to  a  greater  extent  by  the  peculiar  position, 
of  the  letters  as  they  follow  each  other  down  the  alphabet  from 
A  to  Z.  For  instance,  the  word  "  Hotel "  would  require  two 
revolutions,  thus: 

First  revolution blank HOT 

Second      "         EL 

Paris  would  require  three  revolutions : 

First blank P 

Second A  R 

Third IS 
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Berlin  requires  five  revolutions,  and  the  word  Tel^raph  six, 
viz: 

First blank T 

Second EL 

Third B 

Fourth G  R 

Fifth AP 

Sixth H 

A  skilful  operator  will  send  one  or  more  letters  during  every 
revolution  of  the  sledge.  Should  this  not  be  done,  not  only 
would  loss  of  time  ensue,  but  the  synchronism  of  the  instrument 
would  be  imperiled,  as  it  is  never  absolutely  correct  The  per- 
fection is  given  by  the  correcting  wheel,  which  can  act  only  at 
the  sending  of  a  letter. 

In  ordinary  practice  the  number  of  revolutions  of  the  sledge 
and  type  wheel  range  from  110  to  120  per  minute.  Occasionally 
it  is  run  at  a  greater  speed.  In  this  respect  much  depends  upon 
the  length  of  line  operated,  and  the  degree  of  insulation,  and 
also  to  the  skill  of  the  operator.  For  land  lines  of  250  to  300 
miles  in  length  the  speed  is  usually  maintained  at  about  120 
revolutions.  At  this  rate  the  number  of  words  transmitted  per 
minute  will  average  81.  A  greater  speed  would  allow  of  a 
greater  number  of  words,  and  vice  versa. 

Experience  has  shown  that  while  a  speed  of  120  revolutions 
per  minute  can  advantageously  be  maintained  upon  lines  of  260 
or  800  miles,  yet  upon  circuits  of  much  greater  length,  say  from 
400  to  500  miles,  the  number  of  revolutions  should  not  exceed 
100,  and  U}X)n  submarine  lines  of  very  great  length  not  more 
than  from  18  to  20.  In  the  latter  c<ase  a  slight  alteration  is 
necessary  in  the  construction  of  those  parts  which  couple  the 
printing  axis  with  the  wheel  work,  as  a  speed  from  40  to  50  rev- 
6lutions  per  minute  is  required  in  order  to  procure  the  proper 
action  of  the  printing  axis  under  the  present  an-angement. 

Although  by  the  Hughes  system  it  is  possible  to  operate 
direct  over  circuits  of  considerable  length,  the  range  can  be 
greatly  increased  by  the  use  of  automatic  repeaters.     In  one 
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way  this  can  be  accomplished  by  the  use  of  two  polarized  relays, 
but  this  has  the  disadvantage  of  leaving  no  record  of  the  work 
done  by  the  relay  at  the  office  in  which  it  is  placed. 

Another  way,  which  allows  the  message  to  be  recorded  at  the 
repeating  station  at  the  same  time  it  is  repeated  to  a  point  be- 
yond, consists  in  allowing  the  apparatus  used  as  a  repeater  to 
send  an  auxiliary  current  after  the  arriving  current,  by  which 
the  latter  becomes  strengthened  and  better  enabled  to  perform 
its  work  at  the  distant  apparatus.  This  contrivance  is  similar 
to  that  of  the  repeating  relay,  and  is  arranged  in  the  following 
manner  : 


Fig.  383. 

Upon  the  armature  n  (fig.  388)  an  insulated  spnng  A  is  fixed^ 
which  is  connected  to  the  Una  This  spring  oscillates  between 
the  contact  screws  1  and  2,  the  former  being  connected  to  the 
armature  n.  2  is  connected  with  battery  pole  KL  When  the 
armature  is  drawn  to  the  poles  of  the  magnet  the  spring  A  rests 
against  screw  1,  and  when  the  armature  is  released  the  spring 
comes  in  contact  with  screw  2,  so  that  while  the  armature  is 
in  a  position  of  rest  the  arriving  current  passes  through  the 
spring  A  to  the  screw  1,  and  thence  through  the  electro-magnet 
E  (fig.  884)  and  the  sledge  axis  Q  into  the  line.     When  the 


Digiti 


ized  by  Google 


HUGHES'S  TELEGRAPH. 


689 


annature  is  released  and  the  spring  A  comes  in  contact  with 
screw  2,  another  and  more  powerful  current,  as  shown  in  the 
following  drawings,  passes  from  the  battery  at  the  repeating 
station  through  screw  2  and  the  spring  A  to  the  line  and  distant 
station. 

In  applying  this  auxiliary  current,  the  battery  poles  are  not 
changed,  and  merely  by  moving  an  "alteration"  screw  it  is 
possible  to  change  from  one  system  to  the  other,  whilst  in  apply- 
ing the  repeater  in  the  usual  form,  the  arrangement  of  the  poles 
would  be  different 

It  will  readily  be  seen  that  by  the  arrangement  a  real  trans- 
lation  by  means  of  two  apparatus  can  easily  be  effected    Two 


Fig.  384. 

binding  screws  only  are  required  to  be  fixed  on  the  instrument 
table  with  which  to  connect  the  ends  of  the  coil  to  the  resting 
contact  points  of  the  springs  A  of  each  apparatus.  In  repea^ 
ing,  the  new  current  should  not  pass  through  the  receiving  mag- 
net, therefore  the  contact  point  should  not  be  connected  to  the 
coil  of  its  own  apparatus. 

For  an  easy  comparison  with  what  follows  we  have  in  fig.  386 
again  illustrated  the  connections  of  the  apparatus  at  a  terminal 
station  (fig.  381),  though  somewhat  differently  arranged.  In 
this  and  also  in  fig.  886  similar  parts  of  the  apparatus  are  repre- 
sented by  similar  characters.  Fig.  387  represents  the  connec- 
tions at  an  intermediate  station,  with  the  repeating  arrangepaent 
for  sending  an  auxiliary  current 


Digiti 


ized  by  Google 


640 


THE  TYPE-PRINTING   TELEGRAPH. 


Fig.  386  illustrates  the  complete  circuit  arrangement  of  an 
intermediate  station  adapted  to  the  system  of  current  strengthen- 
ing, which  is  in  operation  when  the  switch  a  of  the  inserter  is 


Ilg.  385. 

placed  on  6,  while,  if  placed  on  c,  the  apparatus  would  operate 
in  its  usual  manner.  When  the  wire  is  in  good  condition  the 
terminal  stations  can  work  together  without  auxiliary  aid,  but 
when  in  consequence  of  leakage  or  other  trouble  the  main  cur- 

L  L  , 


Fir/.  386. 

rent  becomes  feeble,  the  intiCrmediate  station  can  act  as  a  re- 
peater in  delivering  the  auxiliary  current. 

Fig.   387  shows  the  connections  in  an  intermediate   station 
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which  is  provided  with  two  instruments.  This  arrangement 
allows  the  intermediate  station  to  hold  communication  with 
both  terminal  stations  at  the  same  time,  as  well  as  to  throw  a 
strengthening  current  upon  the  line. 

THE  AMERICAN  COMBINATION  PRINTING  TELEGRAPH. 

After  the  patents  of  Mr.  Hughes  were  purchased  by  the 
American  Telegraph  Company  in  1856,  the  apparatus  under- 
went a  number  of  successive  modifications  by  Mr.  Phelps,  witli 
a  view  of  adapting  it  more  perfectly  to  the  requirements  of  the 
American  telegraphic  service.  The  changes  thus  introduced 
were  of  such  a  radical  nature  that  they  eventually  resulted  in  the 
development  of  a  virtually  new  invention,  having  but  few  fea- 
tures in  common  with  the  original  Hughes  apparatus.  These 
improvements  were  substantially  completed  in  1859,  and  the 
instruments  were  at  once  extensively  introduced  into  service  on 
the  more  important  circuits  between  Boston,  Albany,  New 
York,  Philadelphia  and  Washington. 

Most  of  the  instruments  then  placed  upon  the  lines  have  been 
in  constant  use  up  to  the  present  year  (1876),  without  requiring 
any  considerable  repairs. 

The  combination  instrument,  as  it  is  familiarly  termed  by  the 
employes,  for  the  reason  that  it  combines  certain  features  of  each 
of  its  predecessors,  the  House  and  the  Hughes  apparatus,  is  rep- 
resented in  perspective  in  fig.  388.  The  only  element  of  the 
Hughes  apparatus  which  is  preserved  in  this  is  the  principle  of 
printing  from  a  continuously  revolving  type- wheel,  which  moves 
synchronously  with  the  transmitting  mechanism  at  the  sending 
station. 

Each  of  the  twenty-eight  keys  has  attached  to  it  a  metallic 
lever  extending  back  underneath  the  horizontal  transmitting 
cylinder  directly  in  the  rear  of  the  key-board.  These  levers  are 
flexible  to  a  certain  extent  in  a  lateral  direction,  but  are  rigid 
vertically,  and  the  upper  surface  at  the  end  of  each  lever  is 
formed  into  an  angular  stud.     The  transmitting  cylinder  is  kept 
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in  rapid  revolution  by  means  of  the  friction  pulley  and  band 
seen  at  its  left  end,  which  is  driven  by  a  fly-wheel  and  crank  or 
treadle,  or  by  steam  power.  A  series  of  curved  slots  are 
spirally  ranged  around  the  cylinder  in  succession,  there  being 
one  slot  for  each  key,  and  these  slots  being  placed  at  a  distance 
apart  of  one  twenty -eighth  part  of  the  circumference  of  the 
cylinder.  Directh'^  back  of  the  transmitting  cylinder  is  the 
circuit-closer  B,  which  is  connected  with  all  the  key -levers  by  a 
mechanical  device  which  operates  as  follows:  If  any  particular 
key  is  depressed,  the  corresponding  lever  is  pressed  upwards 
against  the  revolving  cylinder,  and  when  the  corresponding  slot 
comes  round  to  it,  the  stud  on  the  end  of  the  lever  enters  the 
slot,  and  is  forced  sidewise  by  the  curved  form  of  the  latter,  this 
movement  being  permitted  by  the  flexibility  of  tbe  levers. 
This  lateral  movement  on  the  part  of  any  one  of  the  key-levers 
acts  upon  a  slide-bar  connected  with  the  whole  series,  and  closes 
the  circuit  at  B  by  pressing  two  platinum  contact  points  together. 
The  circuit  remains  closed  while  the  straight  portion  of  the  slot 
is  passing  the  stud  of  the  key-lever.  The  effect  produced  is 
therefore  precisely  the  same  as  in  the  case  of  the  revolving 
sledge  and  chariot  of  the  Hughes  apparatus,  but  the  mechanism 
is  considerably  less  complicated. 

The  right  hand  end  of  the  transmitting  cylinder  is  connected 
by  a  bevel-gear  to  an  upright  shaft,  which  is  in  turn  geared  to 
the  type-wheel  shaft  at  C.  The  electro-magnetic  governor  is 
geared  to  the  same  shaft,  and  is  controlled  by  a  local  battery 
acting  upon  the  electro-magnet  0.  This  governor  consists  of  a 
heavy  iron  cylinder,  which  is  caused  to  revolve  rapidly  by  means 
of  a  geared  connection  with  the  transmitting  cylinder  as  before 
stilted.  A  segment  of  the  iron  cylinder  is  cut  out,  and  mounted 
upon  a  strong  spring.  When  in  rapid  revolution  this  segment 
is  thrown  outward  by  tlie  centrifugal  force,  which  overcomes  the 
spring,  and  acting  upon  a  series  of  compound  levers,  raises  a 
Vertical  pin  within  the  hollow  axis  of  the  governor,  and  presses 
it  against  the  lower  end  of  the  upright  spindle  S.  This  con- 
tact closes  the  circuit  of  the  electro-magnet  0,  which  instantly 
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attracts  its  armature,  and  in  so  doing  presses  a  friction  brake 
against  the  revolving  cylinder,  reducing  its  speed.  But  on  the 
other  hand  the  slightest  diminution  of  the  speed  breaks  the  local 
circuit  again,  releasing  the  brake,  and  thus  a  uniform  motion  is 
obtained  which  may  be  regulated  within  any  required  limits  by 
raising  and  lowering  the  adjustable  spindle  S,  for  which  purpose 
the  latter  is  fitted  with  a  screw  movement 

The  receiving  apparatus  is  controlled  by  the  electro-magnet  E, 
which  was  formerly  placed  directly  in  the  main  circuit,  but  is 
now  more  commonly  operated  by  a  local  circuit  and  ordinary 
Morse  relay.  The  armature  of  this  magnet  is  connected  with  a 
cylindrical    slide-valve   within    the    chamber  G,    hung    upon 


Fig.  389. 

a  steel  wire  spring,  adjustable  by  the  screw  F.  This  valve  is 
exactly  similar  in  principle  to  that  of  the  House  apparatus,  and 
by  means  of  compressed  air  acting  upon  a  piston,  controls  the 
escapement  lever.  The  manner  in  which  the  printing  is  effected 
will  be  understood  by  reference  to  fig.  389,  which  is  a  plan  view 
of  the  printing  mechanism. 

The  printing-wheel  I  is  carried  by  a  friction  connection  upon 
the  upright  main  shaft  of  the  instrument,  which  receives  its 
motion  from  the  transmitting  cylinder.  Upon  its  upper  surface, 
near  its  periphery,  ai'e  fixed  six  equidistant  angular  pins  h  h.  A 
detent  on  the  end  of  the  escape-lever  H  takes  hold  of  one  of  these 
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pins,  whenever  the  circuit  of  the  electro-magnet  E  is  broken, 
but  instantly  releases  it  when  the  circuit  is  closed.  Therefore 
the  effect  of  each  electrical  pulsation  sent  through  the  electro- 
magnet of  the  receiving  instrument  by  the  transmitting  apparatus 
at  the  other  station,  is  to  release  one  of  the  pins  h  A,  allowing 
the  printing-wheel  I  to  perform  one-sixth  of  a  revolution,  when  it 
is  again  arrested  by  the  detent  of  the  escapement  lever  catching 
the  next  pin.  Meanwhile  the  type-wheel  J  is  constantly  revolv- 
ing, being  carried  by  friction  from  a  second  axis,  which  is 
geared  to  the  upright  main  shaft,  as  shown  at  C,  in  fig.  888. 
Thus  it  will  be  understood  that  when  revolving  freely,  the  print- 
ing-wheel I  and  type-wheel  J  of  the  receiving  instrument,  and 
the  transmitting  cylinder  of  the  sending  instrument  perform  the 
same  number  of  revolutions  in  the  same  time,  or,  in  other  words, 
move  synchronously.  The  type-wheel  J  has  twenty-eight  characters 
upon  its  circumference,  and  underneath  these  are  two  circles  of 
teeth  j  and  l\  these  teeth  being  equal  in  number  to  the  characters 
upon  the  type- wheel.  The  operation  of  printing  a  letter  is  as 
follows  :  When  the  printing-wheel  I  is  released  by  the  action  of 
the  electro-magnet,  it  performs  one-sixth  of  a  revolution,  as  before 
explained.  Two  distinct  operations  are  effected  by  this  movement 
of  the  printing- wheel ;  first,  one  of  the  six  angular  teeth  %  i  upon 
its  periphery  enters  between  two  of  the  teeth  j  upon  the  type- 
wheel,  and  effects  any  necessary  correction  of  the  error  in  its  posi- 
tion arising  from  slight  inaccuracies  in  the  action  of  the  governor, 
by  moving  jt  a  little  forward  or  backward  upon  its  axis  ;  second, 
one  of  the  angular  pins  h  forces  back  the  tail  of  the  lever  y,  and 
thus  brings  the  paper  strip  r,  which  is  carried  by  the  cylindrical 
platen  T  into  contact  with  the  type  which  is  at  that  instant 
passing  upon  the  type- wheel.  A  circle  of  teeth  upon  the  platen 
below  the  paper  interlock  with  the  corresponding  teeth  k  upon 
the  type-wheel,  and  thus  the  two  revolve  together  as  long  as  the 
contact  lasts  between  the  paper  and  the  type.  By  this  means 
the  feeding  of  the  paper  is  in  reality  accomplished  while  the 
impression  is  taking  place.  This  method  of  effecting  the  im- 
pression is  far  superior  to  that  employed  upon  the  Hughes  instru- 
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ment,  as  the  letters  are  never  blurred  or  rendered  imperfect  in 
consequence  of  a  want  of  exact  correspondence  between  the 
movements  of  the  type- wheel  and  the  platen  while  the  impres- 
sion is  being  taken.  The  type  are  inked  by  a  felt  roller  E, 
which  revolves  in  contact  with  them.  The  unison  stop-lever  p 
is  employed  by  the  receiving  operator  to  arrest  the  type- wheel 
at  the  zero  or  dash,  when  starting.  It  is  thrown  off,  and  the 
type- wheel  released  at  the  first  movement  of  the  printing- wheel, 
by  one  of  the  pins  h  h  striking  against  a  projection  on  the  upper 
surface  of  the  lever.  'J'he  lever  L  supports  the  platen  and  its 
appurtenances,  and  is  pushed  back  so  as  to  throw  the  impression 
lever  out  of  gear  with  the  printing  wheel,  when  sending. 

The  mechanism  of  this  instrument  is  not  at  all  complicated, 
and  it  has  proved  itself  remarkably  well  adapted  to  long  and 
hard  service.  The  manipulation  of  the  key-board  is  essentially 
the  same  as  that  of  the  Hughes  instrument,  but  owing  to  the 
greater  speed  at  which  the  type-wheel  may  be  made  to  revolve 
without  mjury  to  the  mechanism,  its  working  capacity  is  much 
greater.  The  Hughes  instrument  is  seldom  if  ever  run  at  a 
speed  of  over  180  revolutions  of  the  type  wheel  per  minute, 
while  the  combination  instrument  has  been  operated  for  a  num- 
ber of  years  on  the  Western  Union  lines  at  the  rate  of  190  revolu- 
tions per  minute,  the  transmitting  capacity  being  of  course  aug- 
mented in  the  same  proportion.  In  order  to  give  an  idea  of  the 
efficiency  of  the  combination  instrument,  it  may  be  mentioned 
that  on  one  occasion  670  ordinary  commercial  messages  of  aver- 
age length,  printed  in  full,  were  transmitted  from  New  York  to 
Philadelphia  between  9  o'clock  A.  M.  and  5.80  P.  M.,  and  even 
with  this  vast  amount  of  work  the  capacity  of  the  instrument 
was  not  fully  tested,  as  the  circuit  was  unoccupied  for  a  portion 
of  the  tima 

PHELPS's  ELECTRO- MOTOR   PRINTING  TELEGRAPH. 

In  the  summer  of  the  year  1875,  a  new  type-printing  instru- 
ment was  introduced  upon  the  lines  of  the  Western  Union 
Telegraph  Company  between  New  York  and  Washington.    This 
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instrument,  like  the  combination,  was  the  invention  of  Mr. 
Phelps,  and  was  the  successful  consummation  of  nearly  ten 
years  of  thought  and  experiment,  in  which  the  inventor  was 
materially  aided  by  the  cordial  co-operation  of  the  President  and 
Electrician  of  the  Western  Union  Telegraph  Company.  The 
practical  results  of  a  year's  continuous  operation  in  actual  service 
on  tlie  most  important  telegraphic  route  in  the  United  States, 
have  shown  beyond  a  doubt  that  this  invention  is  far  in  advance 
of  any  of  its  predecessors,  in  respect  to  speed  of  transmission, 
ability  to  work  over  long  lines,  and  freedom  from  derangement, 
to  say  nothing  of  its  superior  convenience  and  economy. 

The  type-wheel  and  printing  mechanism  of  Mr.  Phelps's  in- 
strument is  operated  by  a  rotary  electro-magnetic  engine,  or 
electro-motor,  ^hich  is  set  in  action  by  a  local  battery.  This 
improvement  at  once  does  away  with  a  number  of  the  principal 
obstacles  which  have  prevented  the  more  general  use  of  type- 
printing  instruments.  Thus  in  the  Hughes  instrument,  which, 
as  we  have  seen,  is  driven  by  a  heavy  weight  acting  upon  a  train 
of  wheel-work,  the  moving  parts  of  the  apparatus  must  neces- 
sarily be  made  very  light,  and  this  in  turn  gives  rise  to  frequent 
breakages  and  derangements,  while,  on  the  other  hand  in  thu 
combination  instrument,  in  which  the  working  parts  are  very 
strong  and  dumble,  the  power  required  to  propel  the  machinery 
is  considerable,  and  if  the  work  is  at  all  continuous,  renders  it 
necessary  to  make  use  of  a  steam-engine  or  other  power,  which 
is  in  most  cases  exceedingly  inconvenient 

The  Phelps  apparatus  as  now  constructed  consists  of  the  fol- 
lowing principal  parts : 

1.  The  transmitting  apparatus,  consisting  of  the  key-board  and 
circuit  closing  devices. 

2.  The  receiving  or  j)rinting  mechanism. 
8.  The  automatic  unison  mechanism. 

4.  The  electro  motor  and  speed  governor. 

The  principle  upon  which  this  instrument  acts  may  perhaps 
be  best  described  as  a  combination  of  the  synchronous  and  step- 
by-step  movements.     Like  the  Hughes  apparatus,  the  transmit- 
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ting  apparatus  and  the  type-wheel  of  the  receiving  instrument 
are  caused  to  revolve  synchronously  under  control  of  a  governor, 
and  each  separate  letter  is  printed  by  a  single  pulsation  of  the 
electric  current  of  a  determinate  and  uniform  length,  trans- 
mitted at  a  determinate  time,  but  unlike  the  Hughes  apparatus, 
the  motion  of  the  type-wheel  is  arrested  while  each  letter  is  being 
printed,  and  is  automatically  released  the  instant  the  impression 
has  been  effected.  Thus  a  speed  of  revolution  may  be  given  to 
the  type- wheel  in  this  instrument  far  greater  than  it  would  be 
possible  to  attain  by  means  of  a  step-by-step  movement,  while 
at  the  same  time  letters  which  happen  to  come  in  direct 
sequence  upon  the  key-board  may  be  printed  from  during  the 
same  revolution.  Owing  to  these  features,  it  has  been  found  possi- 
ble for  a  skilful  manipulator  to  attain  a  speed  of  transmission 
upon  this  instrument  exceeding  anything  which  has  hitherto 
been  regarded  as  possible.  The  various  parts  of  the  apparatus 
are  mounted  upon  a  heavy  iron  bed-plate,  which  is  secured  to  a 
hard  wood  base  about  18  inches  by  23,  as  shown  in  fig.  390, 
which  is  a  perspective  view  of  tlie  instrument  The  key-board 
is  seen  in  front,  and  consists  of  twenty-eight  keys,  marked  with 
the  different  letters  of  the  English  alphabet,  together  with  a  period 
and  space,  or  as  it  is  technically  termed,  a  **  dash"  key.  The  right- 
hand  white  key  is  a  blank  key,  and  is  not  used.  In  the  middle 
of  the  instrument,  directly  in  the  rear  of  the  key-board,  rises  a 
hollow  cylindrical  column  A,  within  which  is  a  circular  range  of 
twent3'^-eight  vertical  slide-rods,  one  of  which  corresponds  to 
each  key  of  the  key-board.  The  column  A  also  contains  the 
mechanism  by  which  the  circuit-closer  is  actuated.  A  transverse 
vertical  section  of  the  column  A  is  shown  in  fig.  391,  which  is 
exactly  half  the  actual  size  of  the  parts.  The  vertical  slide  ix)ds 
are  arranged  as  shown  at  a  a,  passing  through  guide  apertures  in 
the  plate  A  ^  and  a  similar  corresponding  plate  at  the  foot  of 
the  column.  The  connection  of  the  keys  with  their  respective 
slide-rods  is  effected  in  the  same  manner  as  in  the  Hughes  ap- 
paratus, and  will  be  readily  understood  by  reference  to  fig.  364 
(page   613).      The   slide-rods  a   a   are  provided   with  angular 
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heads  a^  a^,  which  project  towards  the  centre  of  the  hollow 
column  ;  their  inner  ends  rest  in  slots  formed  in  a  guide  ring  a  j, 
which  projects  from  the  upper  surface  of  the  plate  Aj.  The 
inner  ends  of  the  heads  a^  a^  form  a  compact  circle  about  an 
inch  and  a  half  in  diameter,  as  best  seen  by  reference  to  fig.  892, 
which  is  a  horizontal  section  of  the  column  A  taken  through  the 
hollow  spur  wheel  E,  some  of  the  parts  beneath  being  broken 


Fig.  391. 

away  in  order  to  exhibit  their  relative  arrangement  more  clearly. 
There  are  of  course  28  of  these  slide-rods,  and  when  any  key 
is  depressed,  the  corresponding  slide-rod  and  ita  angular  head  is 
elevated.  The  manner  in  which  the  pulsations  of  the  current 
are  transmitted  upon  the  depression  of  the  keys  is  as  follows : 
In  the  centre  of  the  hollow  column  A  is  a  vertical  shaft  C, 
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which  is  caused  to  revolve  continuously  at  the  rate  of  240  re- 
volutions per  minute,  by  means  of  a  hollow  spur  wheel  E, 
which  receives  its  motion  from  the  electro-motor  by  means  of 
gearing,  as  will  be  hereafter  explained.  The  speed  with  which 
this  shaft  revolves  is  controlled  by  a  governor  attached  to  the 
motor,  and  is  almost  absolutely  uniform.  Upon  the  shaft  C  is 
a  hollow  flanged  collar  B;  this  is  not  fixed  rigidly  to  the 
shaft,  but  is  loose  upon  it  As  the  collar  and  its  attachments 
perform  a  very  important  function  in  the  operation  of  the  trans- 
mitting apparatus,  it  will  be  described  in  detail.  It  is  shown  in 
side  elevation  in  fig.  891 ;  in  inverted  plan,  or  as  it  would  appear 


Fig.  392.  Fig.  393. 

viewed  from  beneath,  in  fig.  393  ;  in  transverse  vertical  section 
in  fig.  394 ;  and  in  plan  or  toj)  view  separately  in  fig.  395. 
When  none  of  the  keys  are  depressed,  the  collar  B  revolves 
with  the  shaft  C  and  wheel  p],  being  coupled  to  them  by  the 
catch  Bg  (figs.  393  and  394),  which  is  pressed  by  the  spring 
B3  (fig.  392),  into  one  of  four  shallow  vertical  grooves  cut  in 
the  outer  periphery  of  the  collar  B.  A  dog  B^  is  pivoted  to 
the  flange  of  the  collar,  and  carries  a  sharp  projection  6^, 
which  revolves  almost  in  contact  with  a  circle  of  28  ratchet 
shaped  teeth  c?,  formed  on  the  inner  edge  of  a  stationary  annular 
plate  D  (see  figs.  391  and  393).  The  tail  h^  of  the  dog  B^ 
extends  through  an  opening  into  the  interior  of  the  drum,  where 
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it  rests  against  a  roller/ mounted  upon  a  spring /^  (figs.  898  and 
895).  The  bottom  of  the  collar  B  is  formed  into  a  flange  or  rim 
i,  as  seen  in  fig.  898  (in  which,  however,  a  small  portion  of  the 
flange  is  represented  as  being  broken  away  in  order  to  show  the 
position  of  the  catch  Bg).  The  under  surface  of  this  flange  is 
not  exactly  at  right  angles  to  the  axis  of  the  collar,  but  consists 
of  two  inclines,  as  best  seen  in  figs.  891  and  893,  where  b^  repre- 
sents one  incline,  which  is  short  and  sudden,  while  the  other  one 
is  very  gradual  and  in  the  reverse  direction,  extending  entire- 
ly around  the  remaining  portion  of  the  circle.  The  flange 
revolves  with  the  collar  of  which  it  forms  a  part,  in  the  direction 
indicated  by  the  arrow  in  fig.  898,  being  immediately  above  the 
inner  ends  of  the  angular  heads  of  the  slide  rods  a  a.    Upon  the 


Fig.  394. 


Fig.  395. 


top  of  the  collar  are  four  projections  with  bevelled  corners,  e^  e^ 
€^  e^  (figs.  391  and  395),  each  of  which  occupies  one-eighth  of 
its  circumference.  A  horizontal  pusher  e  mounted  upon  an 
arbor  within  the  hollow  wheel  E,  and  which  is  shown  in  figs. 
391,  392  and  394,  carries  a  short  bevelled  arm  which  extends 
downward  and  alongside  of  one  of  the  projections  e^.  The 
foot  of  a  slender  vertical  rod  c  rests  upon  this  lever,  and 
extends  upward  through  the  hollow  part  c^  of  the  shaft  C,  to 
the  screw  g.  This  rod  c,  when  pushed  upward,  serves  to  actuate 
the  circuit-closer,  as  will  be  hereafter  explained. 

With  the  aid  of  the  above  description  of  the  transmitting 
mechanism,  it  will  now  be  ix)ssible  to  understand  what  takes 
place  when  one  of  the  keys,  for  instance  the  dash,  is  depressed, 
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tlie  corresponding  slide  a  is  raised,  and  its  angularly  shaped 
head  a^  is  pressed  against  the  under  surface  of  the  flange  b  upon 
the  collar  B,  which,  together  with  the  shaft  C,  is  revolving  at  the 
rate  of  four  revolutions  per  second  in  the  direction  indicated  by 
the  arrow  in  fig.  393.  At  the  instant  the  incline  b^  passes  over 
the  elevated  slide  head,  the  sharp  head  b^  of  the  dog  B^  is  struck 
by  it,  and  in  consequence  of  its  peculiar  inclined  form  the  dog 
is  forced  outward,  and  into  contact  with  the  opposite  ratchet 
tooth  d  in  the  plate  D,  by  which  the  rotation  of  the  collar  is 
instantly  arrested  at  that  point,  although  the  shaft  C  and  wheel 
E  continue  to  revolve  as  before.  This  is  permitted  by  the  catch 
Bg,  for  the  reason  that  the  catch  overcomes  the  pressure  of  the 
spring  B3  and  slips  out  of  its  groove  in  the  periphery  of  the 
collar.  On  the  under  side  of  the  wheel  E  are  four  wedge-shaped 
cams  El  E,,  eta  (figs.  391  and  393),  and  after  the  shaft  C  and 
wheel  E  have  moved  through  one  fourth  of  a  revolution  (the 
collar  remaining  stationary),  the  next  succeeding  cam  strikes 
the  head  b^  of  the  dog  B^  and  forces  it  back  into  its  original 
position,  freeing  it  from  the  stationary  ratchet  tooth  in  the  plate 
D,  while  at  the  same  instant  the  catch  Bg  drops  into  the  next 
succeeding  groove  in  the  collar  B,  which  then  revolves  as  before 
with  the  shaft  C  until  it  is  arrested  by  the  depression  of  another 
key. 

The  revolution  of  the  wheel  E  and  its  attachments,  while  the 
collar  remains  stationary,  causes  the  pusher  e  to  be  pressed  up- 
wards by  the  passing  beneath  it  of  one  of  the  bevelled  projec- 
tions e^  on  the  top  of  the  collar,  and  thus  the  rod  c  is  pushed 
upwards. 

When  therefore  a  key  is  depressed,  no  action  takes  place 
until  the  head  of  the  dog  B^  in  its  revolution  arrives  at  the 
corresponding  slide  rod  head,  when  the  revolution  of  the  collar 
B  is  instantly  arrested  during  the  time  in  which  the  shaft  C  is 
making  one-fourth  of  a  revolution,  at  the  end  of  which  time  it  is 
again  released  by  the  automatic  action  of  the  mechanism  as 
above  explained,  and  permitted  to  revolve  with  the  shaft  as 
before.     While  the  collar  B  is  thus  arrested,  the  bevelled  end 
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of  the  pusher  e  passes  over  the  projection  e^,  raises  the  rod  c  within 
the  hollow  shaft,  and  operates  the  circuitKjloser.  As  the  shaft  C 
makes  four  revolutions  per  second,  it  follows  that  the  motion  of 
the  collar  B  is  arrested  for  precisely  ^  of  a  second  by  the  de- 
pression of  each  key;,  and  as  the  length  of  the  projections  e^ 
which  determine  the  length  of  time  during  which  the  rod  c  is 
elevated  and  the  circuit  closed,  is  one-eighth  of  the  circumference 
of  the  collar,  the  duration  of  the  electrical  pulsation  produced  by 
the  elevation  of  the  rod  c  will  be  -^  of  a  second  of  time. 

The  circuit  closing  mechanism,  as  arranged  by  Mr.  Phelps  in 
his  latest  instruments,  admits  of  either  the  single-current  or  the 
double-current  system  of  transmission  being  employed,  by 
merely  changing  the  connections.  This  portion  of  the  apparatus 
is  enclosed  in  a  cylindrical  case  I,  fitted  with  plate  glass  heads. 
The  arrangement  of  the  parts  is  clearly  shown  in  the  sectional 
view,  fig.  391.  H  is  a  quadrangular  plate  of  ivory  mounted 
upon  a  horizontal  rock-shaft,  upon  which  is  also  rigidly  fixed 
an  arm  h  projecting  downwards.  Upon  the  upper  and  lower 
edges  of  the  insulating  plate  H  are  fixed  metallic  bars  h^  hg.  A 
spiral  spring  attached  to  the  insulated  screw  i^  takes  hold  of  a 
short  arm  projecting  upward  from  the  axis  of  H  (the  arm  is  not 
visible  in  the  figure,  being  behind  H).  The  tension  of  this  spring 
keeps  the  arm  h  pressed  against  the  friction  roller  g^  upon  the 
lever  G,  and  the  latter  in  turn  presses  downward  by  means  of  the 
adjustable  screw  g  upon  the  vertical  rod  c.  The  spring  also 
serves  to  conduct  the  electric  current  from  the  screw  t\,  which  is 
connected  vrith  the  negative  or.  zinc  pole  of  the  main  battery,  to 
the  bar  A^.  A  second  screw  directly  behind  i^  and  insulated 
from  it,  is  attached  to  the  copper  pole  of  the  battery  and  is  also 
connected  by  means  of  a  curved  wire  and  spring  i  to  the  metallic 
bar  Aj.  Thus  in  effect  h^  is  the  positive  and  h^  the  negative 
pole  of  the  main  battery.  H^  and  Hg  are  two  upright  contact 
levers,  which  are  connected  respectively  to  the.  line  wire  and  to 
the  earth.  The  line  wire  is  attached  to  the  screw  tj  whence  tlie 
connection  is  completed  with'  the  contact  lever  H^  by  means  of 
a  spiral  spring  which  also  serves  to  keep  the  latter  pressed  con- 
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stantly  against  the  bar  h^.  Behind  i^  is  another  similar  screw^ 
to  which  the  earth  wire  is  attached,  and  connected  by  a  spiral 
spring  with  Hg.  Thus,  when  the  apparatus  is  arranged  for  work- 
ing by  the  double-current  system,  a  negative  current  flows  to 
line  at  all  times  when  none  of  the  keys  are  depressed,  by  way 
of  ij  A,  Hj  and  Zj.  When,  however,  the  rod  c  is  raised  by  the 
action  of  the  transmitting  mechanism,  the  polarity  of  the  current 
upon  the  line  is  reversed,  for  by  the  action  of  the  lever  G 
and  roller  g^  upon  the  arm  A,  the  position  of  the  plate  H  is 
shifted  so  as  to  bring  the  negative  pole  of  the  battery,  represent- 
ed by  Ag,  into  connection  with  the  earth  at  Hg,  while  the  positive 
pole  of  the  battery  h^  is  at  the  same  instant  put  into  connection 
with  the  line  at  Hj.  If  it  is  desired  to  work  by  means  of  the 
single-current  system,  that  is,  by  simply  making  and  breaking 
the  circuit  from  one  pole  of  the  battery,  as  in  the  American 
Morse  system,  the  battery  wire  is  attached  to  the  screw  2*, 
which  connects  by  a  spiral  wire  with  the  post  which  supports 
the  adjustable  contact  screw  h^^  while  the  line  wire  is  connected 
with  the  contact  spring  A3.  As  will  readily  be  seen  by  reference 
to  the  figure,  the  depression  of  the  arm  h  by  the  lever  G  will 
permit  the  spring  A3  to  come  in  contact  with  the  screw  A^.  Thus 
it  will  be  understood  that  the  raising  of  the  rod  c  will  cause  the 
line  current  either  to  be  revereed  or  to  be  closed  for^^^  of  a 
second,  each  time  a  key  is  depressed,  according  as  the  apparatus 
is  connected  for  double  or  for  single  currents. 

The  pulsations  thus  transmitted  are  conducted  through  a  relay 
connected  with  the  sending  as  well  as  with  the  receiving  instru- 
ment. With  the  double-current  system  a  polarized  relay  is 
used  (page  509),  while  for  single  currents  an  ordinary  relay  such 
as  that  described  on  page  439  serves  an  excellent  purpose.  The 
action  of  either  relay  upon  the  receiving  portion  of  the  apparatus 
is  the  same,  inasmuch  as  its  office  is  merely  to  close  a  local  circuit 
in  which  is  included  the  electro-magnet  for  controlling  the  action 
of  the  printing  mechanism. 

The  printing  mechanism  is  represented  in  the  plan  view,  fig. 
896,  while  the  outline  drawing,  fig.  397  (which  is  of  full  size*. 
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shows  more  clearly  the  arrangement  and  mutual  action  of  the 
different  parts.  These  are  compactly  arranged  upon  a  horizontal 
circular  plate,  which  is  supported  by  a  bracket  upon  the  hollow 
column  A,  at  the  right  of  the  transmitting  machinery.  The 
type-wheel  T  is  rigidly  fixed  upon  the  same  axis  with,  and 
directly  above  a  wheel  T^  of  the  same  diameter,  which  is  pro- 
vided with  twenty-eight  sharp  ratchet-shaped  teeth,  as  shown  in 
the  figure.  The  wheels  T  and  Tj  are  upon  a  sleeve,  and 
are  attached  by  means  of  a  friction  plate  to  the  axis  of  a  toothed 
wheel  T,  (shown  in  dotted  lines  in  fig.  397,  and  also  in  the  per- 


Fig.  S96. 

spective  view,  fig.  390),  which  receives  its  motion  from  the  wheel 
F  upon  the  shaft  C,  through  the  intervention  of  an  idle  wheel- 
Fj.  As  the  wheels  F  and  Tg  have  each  the  same  number  of 
teeth,  they  must  necessarily  revolve  synchronously.  The  type- 
wheel  T  is  inked  by  means  of  the  ink-roller  i  (fig.  396)  which  is 
mounted  upon  a  horizontal  swinging  arm  t^^  and  is  constantly 
pressed  against  the  type-wheel  as  it  revolves,  by  the  action  of  a 
spring  ^g.  In  fig.  396  the  contiguous  portions  of  the  type- wheel 
T  and  the  ink-roller  t  are  represented  as  being  broken  away  in 
order  to  exhibit  some  of  the  parts  l3ring  beneath. 
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The  star-shaped  printing  wheel  K  is  perhaps  the  most  im- 
portant part  of  the  entire  printing  mechanism.  Under  control 
of  the  electro- magnet  M,  it  performs  the  fourfold  office  of  arrest- 
ing the  tjrpe-wheel  at  the  pr(){)er  point  when  a  letter  is  to  be 
printed ;  of  forcing  the  platen  and  the  paper  into  contact  with 
the  type  thus  presented,  and  instantly  withdrawing  it ;  of  moving 
the  paper  forward  the  proper  distance  after  the  letter  has  been 
thus  printed,  and  finally  of  releasing  the  type- wheel  after  the 
printing  has  been  effected.  The  printing- wheel  is  carried  by 
friction  upon  the  vertical  axis  of  a  toothed  wheel  K^  which, 
receives  its  motion  directly  from  the  wheel  T,  upon  the  type- 
wheel  axis,  as  shown  in  figures  390  and  397.  There  are  58 
teeth  in  the  wheel  T,  and  98  in  the  wheel  K^,  consequently 
the  former  makes  a  little  more  than  one  and  one  half  revolutions 
to  each  one  of  the  latter. 

The  electro-magnet  M  is  actuated  by  a  local  battery  connected 
with  the  receiving  relay  as  before  explained.  To  its  armature 
is  fixed  the  lever  m,  the  latter  being  armed  with  a  detent  m^y 
which  takes  hold  of  one  of  the  points  k  of  the  printing- wheel,. 
whenever  no  current  is  passing  through  the  magnet  The 
detent  m^  is  kept  in  position  by  the  tension  of  a  spiral  spring 
attached  to  the  adjusting  spindle  m^.  The  printing- wheel  K^ 
being  connected  with  the  wheel  K^  by  a  frictional  coupling, 
would  revolve  with  the  latter  in  the  direction  of  the  arrow,  were 
it  not  held  in  check  by  the  detent  m^. 

The  printing- wheel  K  has  six  equidistant  angular  studs  or 
pallets,  k  Aj  ig,  etc.,  projecting  from  its  circumference,  which 
serve  as  stops  upon  which  the  detent  m^  successively  acts.  Two 
concentric  rows  of  vertical  pins  are  inserted  in  the  upper  sur- 
face of  the  printing- wheel ;  there  are  six  of  these  pins  in  each 
row.  The  outer  row  of  pins  q  q^  ^^  q^  q^  q^  act  upon  a  stop- 
lever  which  arrests  the  type-wheel,  while  the  inner  row  7i  n  n 
act  upon  the  platen  at  the  proper  moment  for  giving  the  im- 
pression, and  also  upon  tlie  mechanism  for  moving  the  paper. 

The  operation  of  printing  a  letter  is  iis  follows :  When  the 
detent  m^  is  momentarily  lifted  by  the  action  of  the  electro 
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magnet  M  upon  its  armature,  the  pallet  k  is  released  and  the 
printing-wheel  K  is  carried  forward  one-sixth  of  an  entire  revo- 
lution by  reason  of  ita  frictional  connection  with  the  wheel  K^ 
beneath  it  This  movement  of  the  printing-wheel  successively 
produces  the  following  results  :  An  angular  projecting  stud  on 
the  end  of  type-wheel  stop-lever  L  is  caused  to  pass  between  the 
pallet  k^  and  the  pin  q^.  As  this  lever  turns  upon  a  fulcrum-  at 
I J  the  detent  I  at  its  opposite  extremity  is  instantly  inserted 
between  two  teeth  of  the  wheel  T^,  and  thus  the  revolution  of 
the  type-wheel  T  (which  is  carried  by  friction  from  wheel  T,) 
is  suddenly  arrested  at  that  point  The  details  of  this  portion 
of  the  mechanism  will  be  best  understood  by  reference  to  fig. 
398,   which  represents  the  parts  enlarged  to  twice  the  actual 


Fig.  398. 

dimensions.  When  the  pin  q^  moves  in  the  direction  of  the 
an*ow,  it  beare  against  the  inclined  surface  ^3  of  the  stop,  and 
forces  the  lever  L  into  a  position  by  which  the  type-wheel  is 
locked.  The  lever  is  retained  in  this  position  by  the  pin  as  it  glides 
along  the  curved  surface  Zg,  thus  holding  the  type-wheel  in 
check  until  the  inclined  face  of  the  succeeding  pallet  Ag,  coming 
in  contact  with  the  correspondingly  inclined  surface  l^  upon  the 
lever  L,  returns  the  latter  to  its  normal  position,  in  readiness  for 
the  next  repetition  of  the  movement  Thus  upon  the  release  of 
the  printing- wheel  K  by  the  detent  m^  the  type-wheel  is  instantly 
arrested,  held  in  check  while  the  printing-wheel  makes  one- 
sixth  of  a  revolution,  and  then  released,  the  relative  rate  of 
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motion  of  the  type-wheel  and  printing- wheel,  as  determined  by 
the  gearing,  being  such  that  the  type-wheel  is  arrested  for  a 
length  of  time  equal  to  precisely  one  fourth  that  occupied  in 
making  a  complete  revolution,  or,  in  other  words,  for  -jij-  of  a 
second.  Its  movements  are  therefore  synchronous  with  those  of 
the  collar  B  of  the  transmitting  apparatus,  both  in  respect  to  its 
periods  of  motion  and  of  rest 

During  the  time  in  which  the  type-wheel  is  thus  held  in  check 
by  the  stop-lever  L,  the  following  movements  take  place,  viz : 
the  inclined  surface  of  the  pallet  n^  on  the  end  of  the  lever  Nj 
(fiffs.  396  and  897),  which  lies  in  the  path  of  one  of  the  pins  n  n 
npon  the  wheel  K,  is  struck  by  the  pin,  and  thus  the  platen  N,  on 
the  opposite  end  of  the  lever,  is  caused  to  press  the  paper  strip 
p  p  momentarily  against  the  opposite  type  upon  the  type- wheel, 
from  which  it  is  again  withdrawn  by  the  action  of  the  spring  n, 
as  soon  as  the  pin  n  is  free  from  the  pallet  n^.  The  device  for 
moving  the  paper  forward  is  next  brought  into  action.  This  is  a 
modification  of  the  mechanical  movement  known  as  the  Greneva 
stop,  the  convex  tooth  being  omitted.  One  of  the  row  of  pins 
n  n,  etc.  (see  fig.  397),  enters  into  one  of  the  twelve  notches  in 
the  periphery  of  the  wheel  P  and  carries  it  forward  one  twelfth 
of  a  revolution.  Upon  the  axis  of  the  wheel  P  is  a  roller  Pj 
with  a  fine  milled  edge,  against  which  presses  a  jockey  ix>ller 
Pg  mounted  upon  a  spring.  The  paper  strip  pp  ia  fed  from  a 
continuous  roll,  and  passes  through  suitable  guides  in  the  frame 
Q  between  the  rollers  Pj  and  P^,  by  the  movement  of  which 
it  is  carried  forward  the  proper  distance  after  the  impression  of 
each  letter  has  been  made. 

It  now  remains  to  describe  the  automatic  unison  mechanism, 
which  is  one  of  the  most  interesting  of  the  minor  accessories  of 
the  Phelps  apparatus.  In  all  type-printing  systems  it  is  of 
course  necessary  that  the  transmitting  mechanism  of  one  instru- 
ment and  the  type-wheel  of  the  other  should  be  in  exact  corre- 
spondence, and  to  effect  this  some  means  must  be  employed  to 
ensure  their  starting  together.  In  the  Hughes  and  combination 
instruments  this  is  accomplished  by  a  simple  stop-lever,  which 
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takes  hold  of  a  stud  upon  the  type-wheel  whenever  it  is  thrown 
into  the  path  of  the  latter  by  the  receiving  operator.  The  first 
movement  of  the  printing  mechanism  releases  the  type-wheel, 
which  starts  from  the  dash  or  space.  It  is  therefore  only  re- 
quisite that  the  transmitting  operator  should  release  the  type- 
wheel  by  first  touching  the  dash  key,  and  the  other  letters  of  the 
alphabet  will  necessarily  fall  into  their  proper  relation.  In  Mr. 
Phelps's  instrument  an  improvement  is  added  by  which  the 
type-wheel  is  automatically  arrested  at  the  dash  or  zero  point, 
whenever  it  is  permitted  to  make  a  few  revolutions  without 
printing.  Upon  the  upper  surface  of  the  wheel  Tj  (fig.  397), 
directly  under  the  type- wheel,  is  a  piny^,  which  is  filed  to  a  flat 
surface  on  the  side  towards  which  the  wheel  itself  revolves,  as  in- 
dicated by  the  arrow.  J  is  a  three  armed  stop-lever,  turning 
upon  a  fulcrum  y.  U  is  a  toothed  wheel  mounted  so  as  to 
revolve  freely  upon  a  pin  fixed  in  the  horizontal  lever  O,  by 
moving  which  it  may  be  thrown  in  or  out  of  gear  with  a  corre- 
sponding pinion  on  the  type-wheel  axis,  at  the  pleasure  of  the 
operator.  Ordinarily  it  is  kept  in  gear  with  the  pinion,  and 
receives  therefrom  a  slow  rotary  motion  in  the  direction  indicated 
by  the  arrow.  A  curved  arm  w,  pivoted  to  the  arm  j^  of  the 
stop-lever  J,  is  constantly  pressed  against  the  revolving  axis  of 
the  wheel  U  by  the  tension  of  the  spiral  spring  J] ^,  The  fric- 
tion between  the  axis  of  the  wheel  U  and  the  curved  arm  u  has 
the  effect  of  slowly  but  continually  swinging  the  stop-lever  J 
around  towards  the  left,  whenever  the  type- wheel  is  in  motion. 
If  the  printing-wheel  K  meantime  continues  stationary,  in  the 
course  of  four  or  five  revolutions  of  the  type-wheel  the  lever  J 
will  be  swung  round  into  such  a  position  that  a  stop  which 
projects  downward  from  the  end  of  the  arm  j^  of  the  stop-lever 
will  be  thrown  into  the  path  of  the  stop  j^  upon  the  wheel  T^, 
which  latter  will  come  in  contact  with  it  in  its  next  revolu- 
tion ;  the  type-wheel  will  thus  be  arrested  with  its  dash  or 
blank  space  opposite  the  platen,  in  which  position  it  will  remain 
until  the  printing  mechanism  is  again  operated.  The  instant, 
however,  that  the  printing- wheel  K  is  released  by  the  action  of 
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the  electro-magnet,  the  stop-lever  J  is  thrown  back  into  the  posi- 
tion shown  in  fig.  897,  because  its  third  armj,  now  lies  directly 
in  the  path  of  the  pin  y,  upon  the  printing-wheel.  So  long  as 
one  or  more  letters  are  printed  at  every  revolution  of  the  type- 
wheel,  a  continual  succession  of  pins  will  strike  against  the  arm 
/g  and  prevent  the  stop-lever  J  from  being  swung  around  far 
enough  to  arrest  the  type-wheel,  unless  the  operation  of  printing 
be  suspended  during  several  successive  revolutions  of  the  type- 
wheel  axis,  when  the  type- wheel  will  be  automatically  arrested, 
as  before  explained. 

The  electro-motor  and  its  governor  are  mounted  upon  the 
base  of  the  instrument  at  the  left  and  to  the  rear  of  the  hollow 
column  A,  which  contains  the  transmitting  mechanism.  The 
motor  consists  of  eight  electro-magnets  arranged  in  a  circle, 
within  which  a  revolving  shaft  carries  a  circular  row  of  soft  iron 
armatures,  five  in  number.  The  commutator  is  so  connected 
that  the  electro  magnets  act  successively  as  the  armatures  come 
within  their  influence,  and  cease  to  act  just  as  the  latter 
arrive  at  a  point  opposite  to  the  poles  of  the  magneta  By  this 
means  a  constant  attraction  is  exerted  upon  the  armatures, 
which  causes  the  shaft  to  revolve  with  great  rapidity.  The 
rootor  is  provided  with  a  centrifugal  governor,  which  acts  to 
reduce  the  quantity  of  electricity  flowing  through  the  actuating 
magnets  whenever  the  speed  becomes  too  great,  by  which  means 
its  motion  is  rendered  perfectly  uniform. 

Fig.  899  is  a  horizontal  transverse  section  of  the  motor,  show- 
ing the  arrangement  of  the  electro-magnets  and  armatures,  and 
construction  of  the  commutator,  and  fig.  400  is  a  vertical  trans- 
verse section  of  the  same.  The  figures  are  half  the  actual  size 
of  the  parts. 

The  electromagnets  R  R,  eta,  eight  in  number,  are  arranged 
in  a  circle  within  a  cylindrical  case  R^.  The  magnets  are  of  the 
ordinary  form,  having  cores  0.5  inches  diameter  and  1.25  inches 
in  length,  wound  with  insulated  copper  wire  0.042  inches 
diameter.  Five  soft  iron  armatures,  r  r,  etc.,  are  arranged  at 
equal  distances  around  the  periphery  of  a  hub  r^  of  brass,  upon 
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a  vertical  shaft  Q,  supported  at  its  lower  end  in  an  adjustable 
step  or  bearing  Qj,  and  at  its  upper  end  in  a  top  plate  Q,.  The 
motor  battery  is  connected  by  the  screw  s^  to  the  insulated 
lever  S,  which  is  mounted  upon  a  spring  5,  and  pressed  down- 


F[g.  399. 

ward  by  the  action  of  the  screw  Sj  acting  upon  a  Hat  spring  S,. 
The  screw  S|  serves  to  regulate  the  speed  of  tlie  machine  in  the 
manner  about  to  be  explained.     W  is  a  thick  piece  of  metal 
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mounted  upon  the  main  shaft  Q  of  the  motor,  and  serves  as  a 
counterbalance  or  fly-wheel.  A  section  of  this,  W^,  is  mounted 
upon  a  spring  ty,  and  has  an  arm  w^  attached  to  it.  The  rapid 
revolution  of  the  shaft  Q  when  the  motor  is  in  motion,  tends  to 
throw  the  section  W^  (which  acts  as  a  weight)  outwards  by 
centrifugal  force.  When  this  takes  place  the  arm  w^  is  raised, 
the  pin  tt'g  (which  passes  through  the  upper  part  of  the  shaft  Q, 
the  latter  being  hollow,)  is  forced  upwards,  and  by  means  of 
the  cup  w^  and  insulated  pin  $2  raises  the  lever  S  by  bending 
the  spring  S3.  V  is  a  platinum  faced  wheel  or  disc,  which 
revolves  slowly  by  means  of  a  worm  acting  upon  a  toothed 
wheel  fixed  upon  its  axis,  not  shown  in  the  figure.  The  wheel 
V  revolves  in  a  cup  Vj  partially  filled  with  oiL  The  platinum 
edge  of  the  wheel  V  and  the  platinum  stud  s^  on  the  lever  S  are 
in  contact  at  all  times,  except  when  the  speed  of  revolution 
exceeds  the  rate  to  which  the  machine  is  adjusted  by  the  screw 
Sj.  The  constant  motion  of  the  wheel  V  keeps  the  contact 
surfaces  clean,  and  there  is  but  little  friction  on  account  of  the 
oil.  When  the  speed  of  the  machine  becomes  too  great,  the 
weight  Wj  being  thrown  outward  by  the  centrifugal  force  as  itp 
supporting  spring  w  bends,  raises  the  inner  end  of  the  arm  ti\, 
which  lifts  the  lever  S  by  means  of  the  rod  W2j  breaking  the 
contact  between  s^  and  V,  and  by  thus  diminishing  the  battery 
force,  at  once  lessens  the  speed  of  the  motor.  The  current  from 
the  motor  battery,  passing  through  the  lever  S,  wheel  V  and  frame 
of  the  machine  to  the  commutator  next  described,  is  directed 
through  the  several  electro-magnets  in  succession,  and  finally 
finds  its  way  back  to  the  battery  by  a  common  battery  wire  con- 
nected to  the  insulated  metallic  ring  Q3.  The  number  of  con- 
tact springs  in  the  commutator  is  equal  to  the  number  of  electro- 
magnets multiplied  by  the  number  of  armatures,  viz.,  forty. 
Each  separate  electro-magnet  is  charged  each  time  it  is  ap- 
proached by  either  of  the  five  armatures  during  their  revolution. 
This  is  effected  by  connecting  each  of  the  magnets  K  B,  etc., 
with  one  of  eight  flat  metallic  segments  X  (whicli  are  insulated 
from  each  othci",  and  ])laced  close  together  within  the  frame  of 
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the  machine),  by  means  of  insulated  rods  x^  to  which  the  mag- 
net wires  are  fastened.  Five  of  the  forty  commutator  springs 
jxxx^  etc,  are  connected  to  each  of  the  conducting  segments 
X  X  by  means  of  studs  x^  passing  through  the  frame  and  in- 
sulated therefrom,  each  fifth  spring  being  connected  by  means 
of  its  corresponding  stud  to  the  same  conducting  segment 
The  frame  or  case  Rj  of  the  motor  has  a  circular  opening  in  its 
top  plate,  within  which  opening  the  contact  wheel  Y  runs.  This 
wheel  Y  is  mounted  at  the  end  of  a  link  Yj,  which  is  hinged  to 
a  projection  from  the  main  shaft  Q,  and  is  constantly  pressed 
against  the  inner  edge  of  the  opening  in  the  frame  by  a  spring 
y^,  so  that  the  frictional  contact  is  always  sufficient  to  turn  the 
contact-wheel.  The  periphery  of  the  latter  is  grooved,  as  shown 
at  y,  and  runs  upon  the  edge  of  the  opening,  as  upon  a  railway 
track.  The  contact- wheel  Y  also  runs  in  contact  with  the  ends 
of  the  commutator  springs  x  x,  which  yield  sufficiently  to  bring 
each  successive  one  into  contact  with  the  wheel  before  the  pre- 
ceding one  is  out  of  contact  The  portion  of  the  periphery  of 
the  wheel  Y  which  runs  in  contact  with  the  springs  is  of  larger 
diameter  than  that  which  runs  upon  the  frame,  as  will  be  seen 
by  referring  to  the  figure.  The  object  of  this  arrangement  is  to 
■cause  the  surface  of  the  wheel  Y  to  slide  or  rub  upon  the 
springs  x  a:  as  it  revolves,  and  thus  keep  the  surfaces  clean  with- 
out unnecessary  wear. 

It  will  of  course  be  underetood  that  the  wheel  Y  forms  an 
electrical  connection  between  the  frame  and  the  successive  com- 
mutator springs  as  it  revolves,  and  thus  charges  the  electro- 
magnets in  rotation,  each  magnet  being  charged  five  times 
during  one  revolution  of  the  main  shaft  Q,  by  which  means 
each  .armature  is  attracted  and  released  at  the  proper  moment. 

In  order  to  avoid  the  spark  which  would  otherwise  be  pro- 
duced at  each  breaking  of  the  contact  between  the  stud  5.^  and 
the  platinum  faced  contact- wheel  V,  a  permanent  connection  is 
made  between  the  screw  s^  and  the  frame  of  the  machine  by 
means  of  a  resistance  coil  Z,  which,  when  tlie  contact  between 
^3  and  V  is  interrupted,  conveys  a  sufficient  quantity  of  current 
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from  the  battery  to  the  motor  to  cause  the  latter  to  revolve,  but 
at  a  rate  of.  speed  considerably  less  than  the  normal  rate  to 
which  the  machine  is  adjusted.  The  effect  of  breaking  and 
closing  the  contact  between  s^  and  V  is  therefore  merely  to 
increase  and  diminish  the  total  resistance  of  the  circuit  by  an 
amount  equal  to  the  value  of  the  resistance  Z,  and  the  extra  or 
induced  current,  having  a  path  through  the  coil  Z,  occasions  but 
an  inappreciable  spark  upon  the  contact- wheel  V. 

The  revolution  of  the  motor  is  communicated  to  the  instru- 
ment by  means  of  a  pinion  Q^,  which  gears  into  a  wheel  Qg  of 
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Fig.  401. 

about  four  times  the  number  of  teeth,  and  this  in  turn  is  geared 
directly  to  the  hollow  wheel  E  upon  the  shaft  C  of  tlie  trans- 
mitting machinery  (figs.  391  and  392). 

The  arrangement  of  the  main  and  local  circuits  in  the  Phelps 
instrument  is  shown  in  the  diagram,  fig.  401.  The  switch  is 
placed  at  the  right  of  the  keyboard  and  is  represented  in  position 
for  receiving.  The  current  enters  at  1  and  passes  through  the 
relays  2  and  8,  thence  by  wires  4,  5  and  6,  through  the  switch. 
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and  thence  by  wires  7,  8  and  9  to  the  earth.  The  relay  3  is  a 
polarized  relay  of  Siemens's  or  other  suitable  construction,  and 
closes  its  local  circuit  under  the  influence  of  the  positive  pulsa- 
tions sent  to  line  by  the  transmitting  instrunaent  The  auxiliary 
relay  2  has  a  non-polarized  or  neutral  armature,  and  is  very 
much  less  sensitive  than  the  relay  8,  so  that  it  is  not  aflEected  by 
the  ordinary  pulsations  passing  over  the  line.  The  object  of 
this  relay  is  to  enable  the  receiver  to  break  or  stop  the  sender 
during  the  transmission  of  a  despatch,  or  to  answer  a  call  signal, 
as  will  be  hereafter  explained.  The  relay  8  operates  the  print- 
ing magnet  M  by  means  of  a  local  battery  of  six  small  cells.  If 
the  receiver  wishes  to  stop  the  sender,  he  turns  his  switch  to  the 
position  marked  "  break,"  which  throws  his  own  main  battery 
into  the  line  circuit,  by  way  of  5  Hi  Ag  10  11,  switch  lever,  12 
Aj  Hg  and  8.  The  effect  of  this  is  to  double  the  strength  of  the 
pulsations  passing  through  the  relay  2,  and  cause  it  to  actuate  a 
small  sounder  placed  in  a  branch  circuit  from  the  common  local 
battery.  This  effect  takes  place  upon  both  the  sending  and 
receiving  instruments,  and  the  sending  operator  is  thus  notified 
of  the  interruption  by  the  working  of  the  sounder.  The  break 
13  opens  the  local  circuit  of  the  printing  magnet  M,  whenever 
the  switch  is  turned  to  "break,"  and  thus  prevents  the  printing 
mechanism  from  operating  and  introducing  superfluous  charac- 
ters into  the  printed  record.  When  sending,  the  switch  is  turned 
to  the  point  marked  "  send,"  the  connections  being  precisely  the 
same  as  when  turned  to  '*  break,''  except  that  the  local  circuit 
of  the  printing  magnet  now  remains  jntact,  and  the  printing 
mechanism  may  be  stopj)ed,  if  desired,  by  pushing  in  the  stop 
Oj  in  fig.  896.  *^ 

The  manipulation  of  this  instrument  is  theoretically  very  sim- 
ple, although  it  will  be  obvious  that  a  vast  amount  of  practice  is 
required  on  the  part  of  an  operator  before  he  can  expect  to  be 
able  to  finger  the  keyboard  with  the  skill  and  rapidity  which  is 
necessary  in  order  to  develop  the  full  capacity  of  the  instrument, 
which  exceeds  even  that  of  the  Combination.  For  example, 
an  actual  trial  was  made,  an  operator  sending  continuously  for 
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five  consecutive  minutes,  the  matter  being  an  ordinary  new8« 
paper  despatch  from  Washington,  selected  at  randouL  The 
number  of  words  transmitted  during  this  length  of  time  was 
290,  containing  1,684  characters,  inclusive  of  letters,  points  and 
spaces,  or  58  words  per  minute — a  rate  of  speed  which  some  of 
the  more  skilful  operators  can  maintain  for  a  long  time.  By  a 
careful  analysis  of  the  above  despatch  it  was  found  that  the 
alphabetical  sequence  of  the  letters  was  such  that  an  average  of 
two  characters  could  be  printed  from  during  each  revolution. 
Therefore,  by  depressing  two  keys  and  permitting  the  instru- 
ment to  revolve  at  the  normal  rate,  its  actual  capacity  was  easily 
ascertained  by  counting  the  number  of  revolutions  per  minute. 
This  was  found  to  be  166,  =  382  letters,  or  59.8  words  per 
minute. 

The  operator,  before  commencing  to  transmit  a  despatch,  sets 
his  motor  in  motion  by  closing  the  circuit  of  the  motor  battery 
by  means  of  a  button  switch  at  the  left  of  the  keyboard.  He 
then  turns  his  switch  to  "send,"  and  depresses  a  certain  prede- 
termined series  of  keys,  the  pulsations  from  which  operate  the 
relay  and  printing  magnets  of  each  instrument  with  a  distinctly 
audible  sound,  serving  as  an  alarm.  The  receiving  operator  sig- 
nifies his  readiness  to  proceed  by  changing  the  position  of  his 
switch  from  "  send "  to  "  break "  for  a  moment,  which  causes 
the  sending  operator's  pulsations  to  manifest  themselves  upon 
his  own  sounder.  The  sender  then  depresses  his  blank  or  dash 
key,  transmitting  the  pulsations  in  groups  of  three  with  an  inter- 
val between  each  group,  so  that  the  receiver  may  adjust  the 
speed  of  his  motor.  When  the  latter  has  accomplished  this  he 
signals  the  sender  by  turning  the  switch  to  "break"  for  a  mo- 
ment. The  sender  then  allows  the  instrument  to  make  a  few 
revolutions,  so  as  to  bring  the  automatic  unison  of  the  receiving 
instrument  into  action,  and  then  proceeds  to  transmit  his  com- 
munication, letter  by  letter,  being  careful  to  commence  with  the 
dash  or  blank  key.  In  case  the  two  instruments  get  out  of  cor- 
respondence, which  seldom  happens  unless  the  line  is  in  bad 
order,  the  receiver  can  stop  the  sender  at  any  time  by  turning 
the  switch  to  "  break." 
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The  local  battery  which  drives  the  motor  consists  of  two  large 
Bunsen  cells,  charged  with  PoggendorflPs  bichromate  solution  in 
contact  with  the  carbons  in  the  porous  cell,  and  diluted  sulphuric 
acid  in  the  outer  or  zinc  cell.  The  containing  jars  are  of  glass, 
9  inches  in  diameter  and  6  inches  high.  The  zinc  cylinders  are 
8  inches  outside  diameter  and  0.6  inches  thick,  within  which  is 
placed  a  porous  cell  7.5  inches  diameter.  The  carbon  element 
consists  of  two  rectangular  plates,  placed  parallel  and  about  2 
inches  apart,  each  plate  being  5  by  6.6  inches.  This  battery 
will  run  the  motor  continuously  for  fifteen  hours  without 
requiring  a  renewal  of  the  bichromate  solution. 

It  has  not  been  found  necessary  to  adapt  any  repeater  to  this 
system,  as  it  has  proved  itself  capable  of  working  direct  at  full 
speed  between  New  York  and  Chicago,  a  distance  of  1,000  miles 
by  the  route  of  the  line. 
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CHAPTEK  XXXV. 

REPORTING   AND  PRIVATE   LINE   TELEGRAPHS. 

One  of  the  most  important  applications  of  the  type-printing 
telegraph  in  large  cities  is  that  of  simultaneously  reoording  the 
market  prices  of  stock,  gold,  cotton,  exchange,  together  with 
other  financial  and  commercial  information,  at  the  offices  of  the 
different  merchants,  brokers  and  others  who  are  interested  there- 
in. This  extensive  and  important  system  of  reporting  telegraphs 
has  wholly  grown  up  since  the  year  1866.  For  many  years  the 
want  of  some  better  means  of  distributing  information  of  this 
kind  from  the  different  business  centres  than  by  messengers  was 
fully  realized,  and  this  desideratum  has  been  accomplished  in 
the  most  satisfactory  manner  by  the  application  of  the  electric 
telegraph. 

LAWS'S   GOLD   INDICATOR. 

Early  in  1866  Mr.  S.  S.  Laws,  of  New  York,  devised  an  in* 
strument  for  reporting  the  fluctuations  of  the  gold  market,  which 
was  adopted  by  the  gold  exchange  to  announce  to  its  members 
at  the  Board  the  official  prices.  The  instrument  worked  satis- 
factorily, and  Mr.  Laws  thereupon  conceived  the  idea  of  extend- 
ing the  system  to  the  offices  of  the  various  members  «f  the 
Board,  by  placing  a  duplicate  instrument  in  each  office  and  con- 
necting them  by  wires  with  the  standard  instrument  in  the 
Exchange,  by  which  means  each  fluctuation  of  price  exhibited 
upon  this  instrument  could  be  simultaneously  shown  upon  all 
the  others.  This  plan  was  successfully  carried  out  during  the 
year  1867. 

The  Laws  apparatus  worked  upon  the  step -by-step  dial  prin- 
ciple. It  had  no  index  or  pointer,  as  the  dials  themselves  were 
rotated.  There  were  three  dials  to  each  machine,  in  the  form  of 
wheels,  the  rim  of  which  only  was  in  view.     Upon  this  rim  were 
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placed  niimerals  ;  upon  the  two  first  the  simple  figures  from  1  to 
0 ;  upon  the  third  were  all  the  fractions  by  eighth?,  from  -J-  to  |. 

Upon  the  operator's  desk  at  the  Exchange  were  two  keys  for 
opening  and  closing  the  circuit,  each  key  being  connected  to 
one  of  two  wires ;  and  as  many  times  as  the  operator  broke  and 
■closed  the  circuit  with  either  of  the  keys,  just  so  many  steps 
would  the  dial  operated  by  it  be  moved,  each  pulsation  carrying 
the  dial  forward  or  backward  one  step,  according  to  which  key 
was  used,  disclosing  to  view  the  figure  in  order. 

The  advance  and  retrograde  movements  were  effected  by 
two  separate  magnets,  acting  by  means  of  an  escapement  in  op- 
posite directions  upon  the  same  toothed  wheel,  fixed  upon  the 
axis  of  the  dial  indicating  the  fractions,  from  which  the  other 
dials  were  operated  by  a  mechanical  device  similar  to  that 
•employed  in  the  well  known  revolution  indicator. 

The  operation  of  this  machine  was  entirely  visual,  no  printed 
record  being  made  for  reference. 

The  success  of  this  instrument  being  assured,  and  the  results 
obtained  being  so  great,  many  busy  minds  at  once  became 
engaged  in  perfecting  a  machine  which  would  report  the  quota- 
tions of  the  stock  market  In  this,  however,  it  was  necessary  to 
have  a  printed  record,  as  the  large  list  of  securities  dealt  in 
utterly  precluded  the  use  of  a  visual  telegraph. 

calahan's  stock  telegraph. 

In  1867,  Mr.  E.  A.  Calahan,  of  New  York,  invented  an  instru- 
ment operated  by  three  wires,  which  fulfilled  the  necessary  re- 
quirements. A  company  was  formed  which  speedily  introduced 
them.  In  this  instrument,  although  the  results  obtained  were 
different,  there  were  some  points  which  apparently  infringed 
upon  the  invention  of  Mr.  Laws,  and  litigation  became  probable. 
To  prevent  this,  the  rival  interests  were  merged  into  one,  and 
a  new  company  was  formed  under  the  name  of  the  Gold  and 
Stock  Telegraph  Company.  This  company  employed  the  Laws 
instrument  to  report  gold  quotations  and  the  Calahan  to  report 
stocks.     The  Calahan  instrument  is  represented  in  fig.  402. 
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This  instrument  has  been  gre.atly  improved  since  its  introduc- 
tion; the  main  current  now  entirely  controls  the  action  of  the- 
receiving  instrument,  instead  of,  as  formerly,  repeating  the  pul- 
sations by  means  of  a  local  battery  in  each  office.  The  construc- 
tion and  operation  of  this  instrument  is  very  simple,  so  that  only 
a  very  brief  description  of  its  parts  and  manner  of  working  will 
be  necessary  to  enable  the  principle  to  be  fully  understood. 
As  before  mentioned,  three  wires  are  employed ;  one  each  for 
two  electro-magnets  engaged  in  moving  two  separate  type- 
wheels,  and  one  to  effect  the  printing.     Upon  one  of  these  type- 


Fig.  402. 

wheels  are  all  the  lettei-s  of  the  alphabet  and  upon  the  other 
the  nine  numerals  and  the  fractions  by  eighths.  These  type- 
wheels  are  upon  different  axes,  but  are  placed  side  by  side: 
beneath  them  is  a  platen  over  which  passes  a  narrow  strip  of 
paper  from  a  continuous  roll.  This  platen  is  upon  a  lever,  upon 
<^ne  end  of  which  is  an  armature,  which  is,  at  the  will  of  the 
operator,  attracted  by  a  third  electro-magnet,  connected  to  the 
third  wire.  The  movement  of  the  type- wheels  is  effected  in  pre- 
cisely the  same  manner  as  that  of  the  dials  of  the  Laws  instru- 
ment, they  being  moved  step  by  step,  each  bringing  a  new  letter 
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or  figure  forward,  and  upon  the  required  one  being  arrived  at,  an 
impression  is  taken.  At  the  operator's  desk  are  placed  two 
transmitters,  one  for  each  of  the  wires  which  control  the  move- 
ment of  the  type- wheels.  These  transmitters  are  upon  the  same 
pnnciple  as  that  of  the  Breguet  dial,  page  567,  and  the  letters 
and  figures  upon  the  dials  correspond  in  number  and  in  posi- 
tion with  the  letters  and  figures  upon  the  type- wheels,  ai^d  are 
marked  for  the  convenience  of  the  operator  with  letters  or  figures 
in  the  same  consecutive  order. 

The  operation  of  this  instrument  can  now  be  easily  underetood 
from  the  following  description.  The  stock  to  be  quoted  may  be 
called  Western  Union  Telegraph,  and  the  price  eighty-two.  In 
order  to  economize  time,  the  names  of  stocks  are  abbreviated 
as  much  as  possible,  the  abbreviations  being  of  such  nature  as 
to  be  unmistakable  and  readily  underetood. 

To  report  the  quotation  of  this  stock  the  operator  brings  the 
movable  arm  in  the  centre  of  the  first  transmitting  dial  to  the 
point  marked  W.,  so  as  to  ensure  by  the  successive  impulses  of 
electricity,  the  rotation  of  the  type-wheel  lo  the  proper  position. 
The  stoppage  of  the  arm  causes  the  wheel  to  become,  as  it  were, 
locked.  The  circuit  of  the  third  wire  is  then  closed,  and  the 
paper  is  brought  against  the  letter  and  an  impression  taken. 
The  arm  is  then  earned  to  a  point  corresponding  with  the  stop 
or  period  upon  the  type- wheel,  which  is  similarly  impressed  upon 
the  paper,  and  is  then  taken  to  the  point  representing  U,  and 
then  airain  to  the  stop  or  period,  impressions  being  made  in  each 
ca.<e.  Thus  far  the  name  W.  U.  is  recorded.  The  movable  arm 
ujHj>n  the  second  dial  is  now  rotated  under  similar  conditions  to  the 
point  corresponding  with  the  figure  8  upon  the  second  type- 
wheel,  and  then  to  the  point  representing  2,  and,  impressions 
being  taken,  the  whole  quotation  stands  recorded  upon  the 
paper,  **  W.  U.  82."  The  types  are  inked  by  an  ink  roller  which 
rests  upon  the  type-wheel  and  which  is  rotated  by  the  friction 
caused  by  the  motion  of  the  latter. 

A  number  of  other  instruments  for  reporting  purposes  have 
been  brought  out  from  time  to  time,  all  of  which,  of  any  value, 
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are  owned  by  the  Gold  and  Stock  Company.  One  of  these  in- 
struments, the  *'  Universal  Stock  Printer,"  fig.  408,  is  used  upon 
several  of  the  circuits  operated  by  that  company.  The  opera- 
tion of  this  instrument  is,  like  the  Laws  and  the  Calahan,  upon 
the  step  by-step-principle;  but  in  no  other  feature,  except 
that  two  type-wheels  are  employed,  is  there  any  particular 
resemblance.     With  this,  two  wires  only  are  necessary,  one  to 


Pig.  403. 

operate  the  two  type  wheels  and  the  other  to  effect  the  printing: 
By  a  peculiar  aiTangement  the  type- wheels  may  be  shifted  so 
that  one  magnet  will  control  either  of  them. 

This  instrument  w^orks  on  two  wires,  and  performs  two  opera- 
tions, to  wit,  rotation  of  the  type-wheel  and  the  impression  of 
the  letter. 


Digiti 


ized  by  Google 


THE   UNIVERSAL   STOCK   TELEGRAPH.  677 

One  electro- magnet  with  an  armature  secured  to  a  double 
acting  escapement,  acting  on  a  toothed  wheel,  rotates  the  type- 
wheels  step  by  step.  This  magnet  is  connected  with  one  wire, 
and  is  called  the  type-wheel  magnet. 

Another  magnet,  acting  upon  an  armature  secured  to  the 
printing  lever,  effects  the  impression  of  a  letter,  shifting  of  the 
t3^j)e- wheels  and  feeding  of  the  paper.  This  magnet  is  placed 
within  the  second  circuit,  and  is  called  the  printing  magnet 

There  are  two  type-wheels,  one  having  letters,  the  other  having 
figures  and  fractions.  Both  wheels  are  inmiovably  fixed  upon  a 
sleeve  which  slides  endwise  upon  the  shaft  carrying  them.  These 
wheels  are  carried  around  with  the  shaft  by  a  pin  placed  in  a 
notch  of  an  arm  secured  to  the  shaft.  This  arm  is  called  the 
crook  piece.  The  shifting  mechanism  is  also  secured  to  this 
arm. 

The  shifting  of  the  type-wheels  is  effected  by  rotating  them 
to  a  point  where  the  shifting  lever  is  directly  over  the  shifting 
pins,  extending' upwards  and  secured  to  a  plate  upon  the  side 
of  the  printing  lever,  the  upward  motion  of  which  throws  the 
type-wheels  over  to  one  side  or  the  other,  according  to  the  shift- 
ing lever  over  the  pins.  In  shifting  the  type-wheels  the  shifting 
lever  is  so  adjusted  in  relation  to  the  characters  upon  the  type 
wheel  that  when  they  are  rotated  to  the  period  after  the  ''  &," 
and  the  printing  lever  raised,  the  figure  wheel  will  be  thrown 
into  a  position  to  be  printed  from  ;  and  when  the  type- wheel  is 
rotated  to  the  period  next  to  the  letter  "  A,''  and  the  printing 
lever  raised,  the  letter  wheel  will  be  tlirown  into  a  position  to  be 
printed  from,  a  brass  shield  on  each  side  of  the  pad  preventing 
the  type- wheel  which  is  not  being  used  from  coming  into  contact 
with  xhe  paper. 

The  type-wheels  are  provided  with  a  notched  disc,  which  re- 
volves with  them.  Upon  the  left  side  of  the  printing  lever  is  an 
arm  having^  a  V  shaped  point  This,  in  conjunction  with  the 
notched  disc,  is  used  for  the  purpose  of  locking  the  type-wheels 
to  the  side  to  which  they  may  have  been  shifted,  and  prevents 
them  from  jarring  out  of  position  when  they  are  being  rotated. 
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There  are  but  two  points  where  the  type-wheels  are  free  to 
move  either  way,  viz:  when  they  are  at  the  period  and  in 
a  position  to  be  shifted,  and  when  the  notch  in  the  disc  is 
opposite  the  V  shaped  arm. 

This  instrument  is  also  provided  with  mechanism  whereby 
any  number  of  them  in  a  circuit  may  be  brought  to  a  given 
point  bj*  the  transmitting  operator. 

This  is  done  by  turning  the  transmitter  four  times  around 
without  printing,  when  an  arm  working  in  a  worm  or  screw 
upon  the  type- wheel  shaft  is  carried  in  the  path  of  a  pin,  stop- 
ping all  the  type-wheels  at  the  dot  next  to  the  letter  A.  By 
closing  the  printing  lever  circuit  the  arras  are  all  thrown  away 
from  the  stop  pin,  and  the  type-wheels  left  free  to  mova  The 
principle  of  this  arrangement  is  the  same  as  that  upon  the  Phelps 
motor  printer. 

The  amount  of  battery  required  to  work  each  instrument 
(after  enough  battery  has  been  put  on  to  overcome  the  line  re- 
sistance) is  two  carbon  cells  when  the  type-wheels  are  rotated  at 
a  speed  not  exceedmg  18  revolutions  per  minute ;  two  and  one 
half  cells  when  the  speed  is  between  18  and  30 ;  and  three  cells 
when  the  speed  is  not  more  than  42  revolutions  per  minute ;  or, 
in  other  words,  to  increase  the  speed  of  the  instruments  the 
battery  power  must  be  correspondingly  augmented. 

Phelps's  stock  printer. 

Mr.  Phelps  has  recently  perfected  a  printer  (fig.  404)  which  is 
coming  into  extensive  use  on  the  lines  of  the  Gold  and  Stock 
Telegraph  Company,  and  is  regarded  as  the  most  perfect  instru- 
ment for  the  purpose  for  which  it  is  designed  that  has  yet  been 
produced.  It  requires  but  one  line  wire,  prints  either  letters  or 
numerals  at  will  by  means  of  a  double  type-wheel,  and  is  capa- 
ble of  transmitting  at  the  rate  of  thirty  words  per  minute.  In 
its  general  principle  it  bears  some  resemblance  to  the  House 
apparatus.  The  type-wheel  axis  is  driven  by  a  weight  or  spring 
and  train  of  clock-work,  so  arranored  that  it  mav  be  run  con- 
stantly   for  five   or  six   hours   without  rewinding.     A  recoil 
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Fig.  404. 
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escapement  controls  the  type-wheel,  and  this  is  in  turn  controlled 
by  the  polarized  armature  to  which  it  is  attached.  The  latter 
vibrates  between  the  opposite  poles  of  two  electro-magnets  placed 
in  the  same  circuit,  arranged  so  as  to  face  each  other,  the  polarized 
armature  being  common  to  both.  In  the  same  circuit  is  placed 
the  printing  electro-magnet,  which  has  a  soft  iron  or  neutral 
armature.  Whenever  this  armature  is  attracted  a  detent  is 
lifted,  which  releases  the  i)rinting  train,  and  gives  the  impression 
by  means  of  an  eccentric  on  the  last  axis  of  the  train.  The  pul- 
sations which  produce  the  step-by-step  movement  of  the  type- 
wheel  are  of  alternate  polarity,  and  thus  the  polarized  armature 
is  alternately  attracted  and  repelled  by  the  two  magnets  between 
which  it  vibrates.  These  rapidly  alternating  pulsations  pass 
through  the  printing  magnet,  but  succeed  each  other  with  such 
rapidity  that  the  latter  has  not  sufficient  time  to  become  charged 
until  a  pause  is  made,  when  its  armature  is  instantly  attracted 
and  the  printing  mechanism  released.  The  movement  for  feed- 
ing the  paper  is  the  same  in  this  instrument  as  in  the  electro- 
motor printer,  and  it  is  also  provided  with  an  automatic  unison, 
differing  in  form,  but  the  same  in  principle  with  that  before 
described.  The  letters  and  numerals  are  placed  upon  two 
parallel  type-wheels  upon  the  same  shaft,  the  platen  being 
shifted  from  one  wheel  to  the  other  by  an  automatic  device 
under  control  of  the  sending  operator,  similar  to  that  used  in  the 
universal  instrument  before  described. 

This  instrument  can  be  operated  at  the  rate  of  thirty  words 
per  minute  over  a  line  of  considerable  length,  and  is  therefore 
much  more  efficient  than  the  instruments  previously  described 
which  are  designed  for  the  same  purpose. 

Tlie  transmitting  apparatus  is  rcpresented  in  fig.  406,  and 
consistvS  of  a  key-board  and  cylinder  with  spiral  pins,  like  those 
of  the  House  and  Froment  instruments,  which  is  driven  by  a 
rotatory  electro-motor  precisely  like  tliat  before  described  (pages 
663  to  668).  A  toothed  wheel  of  large  diameter,  geared  to 
the  transmitting  cylinder,  acts  simultaneously  upon  a  series  of 
pole  changers  arranged  around  its  peripherj'',  each  of  which 
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Fig  405. 
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operates  a  separate  line  wire.  By  this  means  a  dozen  or  more 
wires  are  so  arranged  as  to  radiate  from  a  central  point,  each 
liaving  a  number  of  printing  instruments  in  connection,  and  thus 
correct  reports  of  the  fluctuations  of  the  markets  are  simul- 
taneously printed  in  hundreds  of  different  offices,  exchanges, 
etc,  at  the  same  instant,  every  instrument  being  entirely  under 
the  control  of  a  single  operator  at  the  central  station. 

gray's  printing  telegraph  for  private  lines. 

The  Gold  and  Stock  Telegraph  Company  of  New  York,  after 
the  establishment  of  the  extensive  system  of  lines  and  instru- 
ments for  reporting  the  quotations  of  the  gold  and  stock 
exchanges  which  has  been  alluded  to,  decided  to  add  a  private 
line  department  to  their  rapidly  increasing  business.  The  com- 
pany accordingly  made  arrangements  to  purchase  or  control  all 
tlie  most  valuable  patents  for  printing  instruments  adapted  to 
tliis  purpose,  other  than  those  already  owned  by  it.  It  then 
proceeded  to  construct  pole  lines  of  the  most  substantial,  durable 
and  costly  character,  through  the  principal  business  portions  not 
only  of  New  York,  but  the  adjoining  cities  and  suburbs  of 
Long  Island  and  New  Jersey,  the  latter  being  brought  into  con- 
nection by  a  large  number  of  submarine  cables.  The  plan  of 
operations  adopted  was  that  of  erecting  a  sufficient  numl)er  of 
lines  to  meet  the  probable  requirements  of  the  business,  which 
could  then  be  made  available  to  connect  any  required  points 
within  the  range  of  the  company's  field  of  operations.  By  this 
means  it  was  enabled  to  furaish  at  short  notice,  to  parties 
desiring  it,  a  complete  telegraph  line,  equipped  with  type-print- 
ing instruments,  batteries  and  other  necessary  requirements,  and 
by  means  of  a  trained  corps  of  skilful  and  efficient  employes,  to 
assume  the  entire  charge  of  it  for  a  very  moderate  annual  rental. 
That  this  policy  was  an  eminently  sagacious  one,  has  been 
sufficiently  attested  by  the  subsequent  rapid  development  of  the 
system. 

The  necessity  of  providing  for  use  u})on  this  class  of  lines  a 
printing  telegraph  instrument  of  easy  and  simple  manipulation. 
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requiring  no  scientific  or  mechanical  knowledge,  or  previous 
experience  on  the  part  of  the  person  operating  it,  was  early 
reeognized  by  the  officers  of  the  company,  and  has  led  them  to 
extend  the  most  liberal  encouragement  to  all  inventions  and 
improvements  in  that  direction.  The  result  of  this  wise  policy 
has  been  that  a  number  of  instruments  and  methods  of  great 
value  have  been  developed  and  perfected,  and  afterwards  exten- 
sively introduced  into  practical  use. 

One  of  the  best  of  these  instruments  for  private  lines,  and  one 
which  is  perhaps  more  extensively  used  than  any  other  through- 
out the  United  States,  is  Gray's  Automatic  Printer,  of  which 
fig.  406  is  an  illustration. 

As  will  be  seen  by  reference  to  the  figure,  the  mechanism  of 
Gray's  apparatus  is  mounted  upon  a  handsomely  ornamented 
iron  base,  the  working  parts  being  protected  from  dust  by  glass 
shades.  The  key-board  extends  across  the  front  of  the  base,  and 
consists  of  twenty-eight  keys,  upon  which  are  engraved  tlie 
diflferent  letters  of  the  alphabet,  with  the  necessary  punctuation 
points,  etc.  The  blank  key  at  the  extreme  right  is  used  to  start 
the  instrument.  Beneath  the  small  glass  shade  at  the  rear  of 
the  key  board  is  an  upright  polarized  relay,  behind  and  above 
which  is  situated  the  type-wheel  and  printing  apparatus. 

The  communications  are  printed  as  received  upon  a. continuous 
strip  of  paper,  which  is  fed  from  the  roll  above.  The  type-wheel 
is  made  to  revolve  by  means  of  a  double-acting  pallet  escape- 
ment, attached  to  an  armature  which  vibrates  between  the  poles 
of  two  local  magnets  within  the  hollow  base  of  the  instnmient 
At  the  back  of  the  instrument,  directly  in  the  rear  of  the  type- 
wheel,  is  a  cylindrical  brass  case  containing  what  is  called  the 
"  sunflower."  This  is  a  flat  annular  disc  of  platinum,  divided 
radially  into  equal  segments  corresponding  in  number  to  the 
transmitting  keys,  each  of  these  segments  being  connected  to  its 
corresponding  key  by  an  insulated  wire.  ^  A  circuit  closing  aim, 
rigidly  attached  to  the  type  wheel  shaft,  travels  over  the  divided 
disc  as  the  shaft  revolves,  and  places  the  latter  in  electrical  con- 
nection successively  with   each   segment.      The  same  circuit 
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(which  is  that  of  the  main  line)  is  conducted  through  the  coils 
of  the  polarized  relay,  and  this,  by  means  of  a  local  circuit, 
controls  the  escapement  magnets  above  alluded  to. 

The  general  principle  upon  which  the  instrument  acts  may 


Fig.  406. 

now  be  understood  without  difficulty,  although  the  details  would 
require  special  drawings  to  render  their  description  entirely 
clear.  Upon  breaking  the  main  circuit,  by  depressing  the 
extreme  right  hand  key,  the  relay  moves  and  the  local  magnets 
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release  the  escapement,  which  in  turn  allows  the  type-wheel  to 
move  forward  a  step,  carrying  with  it  the  moving  arm  upon  the 
sunflower.  By  means  of  a  pole-changer  attached  to  one  instru- 
ment only  in  each  circuit,  the  direction  of  the  line  current  is 
reversed  for  each  letter  passed  over,  and  thus  the  polarized  relay 
and  escapement  magnets  continue  to  vibrate  automatically  until 
the  sender  depresses  some  other  key.  The  depression  of  this 
key  breaks  the  circuit  leading  to  the  corresponding  segment  of 
the  sunflower,  and  when  the  travelling  arm  reaches  this  segment 
the  main  circuit  is  interrupted,  the  escapement  cannot  act,  and 
the  type- wheels  of  both  instruments  come  to  a  stand.  The  letter 
or  character  upon  the  type-wheel  corresponding  to  the  key 
which  has  been  depressed  upon  the  sending  instrument  being 
thus  brought  opposite  the  paper  strip,  the  impression  is  effected 
by  a  magnet  in  the  local  circuit,  which  is  instantly  brought  into 
action  upon  the  cessation  of  the  vibrations  of  the  relay  armature. 

Thus  it  will  be  seen  that  any  person  who  can  read  and  si)e]l 
can  transmit  communications  upon  this  instrument  merely  yy 
fingering  the  appropriate  keys,  and  that  these  may  be  automati- 
cally recorded  even  in  the  absence  of  an  attendant,  at  one  or 
more  distant  points. 

This  instrument  is  a  comparatively  recent  invention,  having 
been  first  introduced  so  lately  as  the  autumn  of  1871,  since 
which  time  about  a  thousand  have  been  manufactured  and  set 
in  operation.  The  ordinary  speed  of  transmission  attained  by 
persons  who  have  become  familiar  with  the  positions  of  the 
letters  of  the  key-board  is  usually  from  1-i  to  16  words  per 
minute.  The  apparatus  is  very  simple  and  in  practice  is  not 
found  to  be  liable  to  disarrangement.  It  can  be  worked  on 
lines  of  any  required  length. 

PHELPS'S   PRINTING   TELEGRAPH,    FOR   PIUVATE    LINES. 

This  instrument  somewhat  resembles  Gray's  in  its  external 
appearance,  but  differs  widely  in  principle  and  in  the  details  of 
its  construction.  The  transmitting  apparatus  is  driven  by  clock- 
work beneath  the  key  board,  which  consists  of  a  semicircular 
triple  row  of  ivory  headed  pins,  engraved  with  the  letters  of  the 
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alphabet,  as  shown  in  fig.  407.  The  type-wheel  is  propelled  by 
a  double  acting  escapement,  which  is  operated  by  an  armature 
suspended  between  two  electro-magnets,  as  in  the  stock  printer. 
The  printing  magnet  is  beneath  the  base  of  the  instrument  and 
not  visible  in  the  figura     The  principle  upon  which  the  appara- 


Fig.  407. 

tus  is  operated  is  substantially  the  same  as  that  of  Mr.  Phelps's 
stock  printer,  which  has  already  been  described. 

A  more  recent  design,  which  is  arranged  with  a  piano  key- 
board, is  shown  on  the  following  page. 
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CHAPTER  XXXVI. 

THE   AUTOMATIC  TELEGRAPH. 

In  the  system  of  telegraphy  usually  known  as  the  automatic 
or  fast  method,  the  signals  representing  letters  are  transmitted 
over  the  line  through  the  instrumentality  of  mechanism.  The 
general  advantage  thus  proposed  to  be  obtained  consists  in  the 
much  greater  quantity  of  intelligence  which  can  be  transmitted 
in  a  given  time  by  mechanical  means  than  by  hand,  and  in  the 
fact  that  this  may  be  accomplished  by  having  the  separate  dis- 
patches prepared  or  composed  by  a  number  of  operators  simul- 
taneously ;  or  in  the  case  of  a  single  dispatch  of  great  length,  by 
dividing  it  into  what  are  called  by  printers  "  takes  "  or  conve- 
nient portions.  These  separate  portions  are  transmitted  in  their 
proper  succession,  and  at  a  high  rate  of  speed,  by  means  of 
automatic  mechanism,  and  thus  the  labor  of  a  number  of  opera- 
tore  may  be  utilized  by  a  single  wire. 

In  estimating  the  actual  speed  of  transmission  as  compared 
with  the  ordinary  systems,  it  is  obvious  that  a  number  of  circum- 
stances must  be  taken  into  account,  viz :  the  cost  and  nature  of 
the  apparatus ;  the  number  of  employ^  required  to  prepare  the 
CO])}'  for  transmission ;  the  number  of  employes  necessary  to 
receive  and  prepare-  it  for  delivery  at  the  distant  station ;  the 
comparative  time  required  to  prepare  the  copy  for  transmission ; 
the  time  actually  occupied  in  the  transmission ;  and  finally,  the 
distance  to  which  it  can  be  transmitted.  All  these  points  must 
necessarily  be  considered  in  order  to  arrive  at  a  fair  estimate, 
for  it  is  apparent  that  if  a  given  quantity  of  intelligence,  and  the 
same  intelligence,  be  presented  at  the  same  moment  to  be  trans- 
mitted by  the  respective  systems  of  telegraphy,  the  one  which  first 
delivers  the  intelligence  with  completeness  and  accuracy  at  the 
distant  station  will,  other  things  being  equal,  have  demonstrated 
its  superiority.     Secondary  only  to  this  is  the  important  question 
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of  economy,  especially  in  respect  to  the  cost  of  labor,  for  it  is 
evident  that  an  increase  in  the  speed  of  transmission,  to  be  of 
practical  value,  must  be  obtained  without  any  considerable  sacri- 
fice of  economy. 

The  immense  rapidity  of  the  passage  of  the  electric  current 
would  seem  to  suggest  that  there  is  scarcely  a  limit  to  the  quan- 
tity of  intelligence  that  may  be  transmitted  in  a  given  time  by 
means  of  mechanism.  In  fact,  however,  it  is  materially  limited 
by  two  things:  first,  the  time  required  for  the  action  of  the 
necessary  mechanical  instrumentalities  by  which  the  signals  are 
transmitted  and  received ;  and  second,  the  effects  of  electro-static 
induction,  which,  as  we  have  already  seen  in  Chapter  XXYII,  is 
always  present  in  a  well  insulated  wire.  At  a  moderate  speed 
of  transmission  the  retardation  and  prolongation  of  the  signals 
is  not  perceptible,  because  its  duration  is  but  a  small  fraction  of 
the  time  between  one  signal  and  another ;  but  as  the  speed  is 
increased  the  interval  between  the  succeeding  signals  becomes 
less  and  less,  so  that  at  length  a  point  is  reached  at  which  the 
inductive  effect,  however  short  its  absolute  duration,  lasts  during 
the  entire  interval.  These  effects,  however,  may  be  to  a  con- 
siderable extent  compensated  by  appropriate  devices,  and  it  is 
obvious  that  this  may  be  done  with  more  accuracy  in  the  case 
of  automatic  than  in  that  of  manual  transmission. 

It  is  somewhat  interesting  to  note  that  the  automatic  process 
was  the  original  mode  devised  by  Morse  for  the  first  practical 
demonstration  of  his  invention,  and  is  therefore  the  oldest  form 
of  the  recording  telegraph.  Morse's  apparatus  has  already  been 
fully  described  in  Chapter  XXX. 

The  automatic  process  of  transmission  may  be  conveniently 
divided  into  four  distinct  operations :  First,  the  composition  or 
preparation  of  the  copy ;  second,  the  placing  of  the  prepared 
matter  in  its  proper  order  in  the  transmitting  apparatus  ;  third, 
the  mechanical  operation  of  transmitting  and  receiving,  which 
takes  place  simultaneously,  and  fourth,  the  translation  or  copy- 
ing of  the  despatches  for  delivery. 

The  principal  point  of  difference  in  the  several  systems  which 
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have  been  proposed,  consists  in  the  various  methods  which  have 
been  made  use  of  for  preparing  the  copy  for  transmission — such 
as  perforated  paper  bands,  movable  type,  metallic  bands  with 
characters  composed  of  insulating  material  placed  thereon,  paper 
bands  with  embossed  characters,  etc.  The  methods  of  trans- 
mission and  reception  of  the  message  are  usually  very  similar, 
the  latter  being  either  recorded  by  an  electro-magnetic  or 
electro-chemical  register,  and  in  some  instances  printed.  The 
autographic  or  fojc-mtvUe  process  of  transmission,  which  is  in 
reality  an  automatic  process,  will  be  considered  in  a  subsequent 
chapter. 

bain's  AUTOMATIC  TELEGRAPH. 

The  origin  of  the  modem  automatic  telegraph  is  to  be  found 
in  the  invention  of  Alexander  Bain,  of  Edinburgh,  which  was 


Fig.  408. 

patented  in  England  on  the  12th  of  December,  1846.  His  first 
method  of  preparing  messages  for  transmission,  so  far  as  its 
material  parts  are  concerned,  is  represented  in  fig.  408,  which 
is  a  side  elevation,  and  fig.  409,  which  is  a  plan  view  of  the 
composing  machine.  A  is  a  vertical  metallic  disc,  the  size  of 
which  is  in  proportion  to  the  length  of  the  dispatch  to  be  com- 
posed. It  is  pro^nded  with  a  great  number  of  notches  cut  in 
its  periphery,  in  each  of  which  lies  a  metallic  pin  5,  parallel  to 
the  axis  of  the  disc.  The  whole  series  of  pins  are  kept  in 
position  by  means  of  twine  or  thread  tied  round  the  edge  of  the 
disc,  as  shown  in  fig.  409.  In  order  to  prepare  a  dispatch  the 
disc  A  is  placed  in  a  frame  B,  so  that  the  pins  b  s  (which  in 
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their  normal  position  project  an  equal  distance  on  each  side  of 
the  disc),  as  the  disc  revolves  step  by  step,  pass  successively 
between  the  jaws  of  the  tongs  C  D.  The  tongs  are  normally 
kept  in  a  middle  position  by  springs//  but  may  be  turned 
upon  an  axis  c  either  to  the  left  or  the  right,  by  means  of  a 
handle  E,  and  thus  any  particular  pin  s  which  is  opposite  the 
tongs  may  be  pressed  longitudinally  to  the  right  or  to  the  left. 
By  depressing  the  handle  vertically,  it  moves  upon  a  pivot  i, 
and  by  means  of  the  pawl  6,  causes  the  disc  A  to  advance  a 
distance  of  one  tooth  forward,  thus  bringing  the  succeeding  pin 
between  the  jaws  of  the  tongs,  and  so  on.  The  different  positions 
of  the  pins  s  $  correspond  to  the  telegraphic  characters.  The 
transmission  is  effected  by  placing  the  prepared  disc  in  a  frame 


Fig.  409. 

and  causing  it  to  revolve  uniformly  by  clock-work ;  a  spring 
connected  with  the  negative  pole  of  a  battery  and  with  one  line 
wire,  passing  over  and  making  contact  with  the  projecting  points 
on  one  side,  and  another  spring  attached  to  the  positive  pole  and 
the  second  line  wire,  making  contact  with  the  pins  on  the  other 
side,  while  the  axis  of  the  disc  itself  is  connected  to  the  earth. 

This  apparatus  was  a  crude  and  impracticable  one,  but  in  the 
specification  of  the  same  patent  Bain  describes  an  improved 
method,  which  is  substantially  the  one  which  has  proved  most 
successful  in  practice  up  to  the  present  time.  This  consisted 
in  making  use  of  a  kind  of  punch,  b}^  which  two  lines  of  perfo- 
rations, conventionally  grouped  to  represent  letters,  are  punched 
out  of  a  narrow  strip  of  j)a]>er.     In  order  to  trtinsmit  the  mes- 
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sage,  the  perforated  slip,  which  appears  as  shown  in  fig.  410, 
is  conducted  over  a  metal  cylinler.  Two  metallic  springs  press 
upon  the  paper  as  it  passes  over  the  cylinder,  and  these  are 
arranged  in  line  with  the  two  rows  of  perforations.  As  the  per- 
forations pass  under  the  springs  these  latter  drop  through  and 
touch  the  metallic  cylinder,  thus  forming  an  electrical  contact 


H^  o  p        o         Q  a  n^*^j 


Bg.  410. 

In  his  recording  apparatus  Bain  discarded  electro-magnetism 
altogether,  and  employed  electro-chemical  decomposition  instead, 
as  Davy  had  done  in  1838.  The  strip  of  paper  on  which  the 
dispatch  is  to  be  recorded  is  conducted  through  a  trough  where 
it  is  saturated  with  a  solution  composed  of  six  parts  water,  one 
part  sulphuric  acid,  and  two  parts  of  a  saturated  solution  of 
yellow  prussiate  of  potash.  It  then  passes  over  a  roller  of  metal 
and  underneath  two  styles  or  pens  of  iron  wire  which  rest  upon 
it  These  are  connected  by  two  line  wires  with  the  positive 
poles  of  two  batteries  at  the  sending  station.  The  passage  of 
the  current  through  the  saturated  paper  from  the  styles  to  the 
roller,  produces  colored  marks  upon  the  paper  by  the  chemical 
decomposition  of  the  iron  style,  and  thus  a  record  is  made  which. 


B 


LONDON 

Fig.  4\l. 

corresponds  precisely  to  the  perforations  in  the  paper  strip  at 
the  sending  station.  Fig.  411  shows  the  appearance  of  the 
record  made  in  this  way. 

Bain  afterwards  materially  simplified  his  automatic  process 
by  making  use  of  the  dot  and  dash  characters  of  Morse,  which 
being  perforated  in  a  single  line,  required  but  a  single  trans- 
mitting spring.  This  system  wiis  experimentally  operated  in 
the  United  States  in  1848  and  1849,  and  in  England  as  late  as 
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1852,  but  was  abandoned  in  both  countries,  principally  for  the 
reason  that  no  convenient  mechanism  for  perforating  the 
paper  had  then  been  invented.  A  system  of  lines  were  how- 
ever constructed  between  New  York,  Washington,  Boston 
and  BuflEalo,  and  other  points,  in  1849  and  1850,  which  were 
operated  by  the  Bain  method  of  recording,  and  a  finger-key 
transmitter,  exactly  the  same  in  principle  as  that  of  Moi*se. 
Fig.  412  shows  the  arrangement  of  such  a  circuit  A  is  the 
receiving  and  B  the  sending  station,  z  k  is  the  battery,  the  copper 
pole  k  being  to  line  and  the  zinc  to  earth  at  Pi     The  depres' 


mmmmm^U'^^Mm' 


Fig.  412. 

sion  of  the  key  a  transmits  a  current  over  the  line  L  in  the 
direction  of  the  arrows,  which  passes  down  the  iron  style  s  into 
the  metallic  roller  w^  and  thence  to  the  earth.  A  strip  of  chemi- 
cally prepared  paper  from  the  roll  R  is  caused  to  pass  uniformly 
by  clock-work  over  the  roller  w  and  underneath  the  style,  and 
the  record  is  made  in  the  manner  previously  explained. 

In  1851,  the  saturated  strip  of  paper  passing  over  a  roller  as 
just  described,  was  replaced  by  a  circular  sheet  of  paper  lying 
on  a  horizontal  metal  disc,  upon  which  the  writing  style  dis- 
posed the  group  of  dots  and  dashes  in  a  continuous  spiral  line. 
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In  Austria  Dr.  Gintl  introduced  a  system  substantially  the 
same  as  Bain's,  which  is  represented  in  the  diagram,  fig.  413. 
Two  terminal  stations  are  shown,  each  provided  with  a  complete 
set  of  apparatus,  consisting  of  a  key,  battery  and  recording  ap- 
paratus The  latter  consists  of  a  pair  of  rollers,  W  W,  which 
are  moved  by  clock-work,  and  draw  the  paper  strip  P  forward 
from  the  roll  R,  through  the  vessel  B  containing  the  chemical 
solution,  and  thence  under  the  style  s  which  rests  upon  the  con- 
Tcx  metallic  surface  M.  A  switch  is  provided  which  is  not 
represented  in  the  figure,  and  which  serves  to  conduct  the  cur- 
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Fig.  413. 

rent  around  the  recording  style,  or,  in  other  words,  directly  from 
'the  key  to  the  line,  when  sending. 

The  electro-chemical  method  of  recording  possesses  several 
important  advantages.  It  can  be  operated  with  a  feeble  current 
and  through  a  great  length  of  line,  while  variations  and  irregu- 
larities in  the  current  do  not  seriously  interfere  with  the  legibility 
of  the  record.  As  there  are  no  moving  parts  whose  mechanical 
inertia  is  to  be  overcome,  there  is  scarcely  any  limit  to  the 
rapidity  with  which  successive  signals  may  be  recorded.  On  the 
other  hand,  the  use  of  chemical  paper  is  in  some  respects  incon- 
venient for  the  operators,  and  practical  difficulties  also  arise  in 
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transmitting  simultaneously  to  a  number  of  different  stations,  as 
well  as  in  repeating  from  one  line  to  another. 

SIEMENS  AND   HALSKE's  AUTOMATIC   TELEGRAPH. 

In  1853  Siemens  and  Halske,  of  Berlin,  brought  out  an  auto- 
matic process,  which  consisted  of  a  three-keyed  hand  punch  for 
preparing  the  perforated  paper,  and  an  electro-magnetic  record- 
ing apparatus.  The  perforator  consisted  of  two  punches  placed 
side  by  side,  and  three  keys.  By  depressing  the  fii-st  key  a 
single  round  hole  is  punched  in  the  paper.  The  second  key 
operates  both  punches  simultaneously,  producing  an  oblong 
double  hole,  and  in  both  cases  the  paper  is  fed  along  the  proper 
distance  in  readiness  for  the  next  perforation.  The  third  key 
advances  the  paper  after  each  letter  so  as  to  form  the  required 
space  between  this  and  the  next  letter.  Perforators  upon  this 
principle  have  also  been  constructed  by  Digney  and  Wheatstone, 
though  at  a  later  date.  The  recording  apparatus  was  upon 
Morse's  plan,  and  consisted  of  the  register  shown  in  fig.  258  and 
the  relay  shown  in  fig.  279. 

Of  course,  with  such  an  apparatus  it  would  not  be  possible  to 
obtain  a  speed  of  over  30  or  35  words  per  minute — which  was, 
nevertheless,  greater  than  (sould  be  obtained  by  hand  at  that 
date.  Many  of  the  lines  built  by  Siemens  and  Halske,  in  Russia, 
during  the  years  1853-'54-'55,  were  equipped  with  this  appa- 
ratus. 

Experience  proved,  however,  that  the  actual  advantage  gained 
was  not  at  all  in  proportion  to  the  extra  trouble  involved  in  per- 
forating the  messages,  and  the  method  soon  fell  into  disuse  and 
was  superseded  by  the  ordinary  Morse  system.  One  of  the 
greatest  drawbacks  was  the  difficulty  of  keeping  the  receiving 
relay  adjusted  when  working  at  high  speed,  and  this  led  Dr. 
Werner  Siemens  to  the  use  of  alternating  currents  in  order  to 
avoid  this  defect  This  he  first  did  in  1856,  although  it  should 
be  mentioned  that  he  had  been  anticipated  therein  two  or  three 
years  by  Varley  in  England.  Experimenting  in  this  direction 
Siemens  was  successively  led  to  the  invention  of  the  system  of 
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transmission  by  induced  currents  (page  538),  of  the  polarized 
relay  (page  509),  and  of  the  polarized  ink  writer  (page  613). 
In  1862  he  patented  his  fast  type  tmnsmitter,  which  has 
been  used  to  a  considerable  extent  upon  the  Prussian  lines. 
In  this  the  currents  are  generated  by  a  magneto  electric 
apparatus,  termed  the  cylinder  inductor,  which  has  already 
been  explained  in  connection  with  the  dial  telegraph  of  the  same 

Jr.       N  , 


T 


fliiBimairirwYi' 


Fig.  414. 

inventor  (page  596).  Fig.  414  is  a  longitudinal,  and  fig.  415  a 
transverse  section  of  the  cylinder  inductor,  which  is  better 
known  as  the  Siemens  armature.  When  this  is  made  to 
revolve  at  a  uniform  rate  between  the  poles  of  a  range  of  perma- 
nent magnets  M  M,  rapidly  alternating  positive  and  negative  pul- 
sations  are  produced  in  the  coil  of  insulated  wire  i  2,  which  is 


Fig.  415. 

wound  upon  the  armature.  The  end  of  the  wire  at  i^  is  attached 
to  the  brass  cap  Jg  at  one  end  of  the  armature,  and  the  other 
terminal  tg  to  the  cap  S,  which  is  insulated  by  the  ivory  bushing 
I  from  the  metal  of  the  armature. 

As  in  the  original  apparatus  of  Morse,  the  communications 
are  composed  in  type  cut  from  sheet  metal     These  were  at  first 
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Fig,  416. 


Digiti 


ized  by  Google 


698 


THE  AUTOMATIC  TELEGRAPH. 


Ftg.  417. 


SIEMENS  AND   HALSKE'S   APPARATUa  69ft 

made  to  represent  Morse  characters,  but  afterwards  separate  type 
were  used  for  dots,  dashes  and  spaces.  These  are  set  up  in  a 
port-rule  or  composing  stick  ^,  fig.  416,  which,  together  with  the 
type,  is  caused  by  the  action  of  the  machinery  to  pass  horizon- 
tally under  a  wedge  shaped  tooth  H  ^  upon  one  arm  of  an  angular 
lever,  while  the  other  arm  H  carries  a  contact  spring  r,  which 
vibrates  between  two  adjustable  stops  k  and  k^.  The  screw  k  is 
connected  with  the  earth  and  the  lever  H  H^  with  the  coil  of  the 
inductor,  and  thence  with  the  lina  When,  therefore,  a  projection, 
representing  a  dot  or  a  dash,  passes  under  the  tooth  H^  the  spring 
r  is  pressed  against  the  stop  A,  and  the  current  from  the  inductor 
passes  into  the  line.  It  is  obviously  necessary  that  the  speed 
with  which  the  type  move  should  correspond  exactly  with  the 
revolutions  of  the  inductor.     This  is  accomplished  by  the  simple 


15       F 

/Yy.  418. 

but  effective  device  of  an  endless  screw  N,  figs.  416  and  417,  which 
is  placed  upon  the  axis  of  the  inductor,  and  works  into  the  teeth 
of  a  rack  zzz  on  the  under  side  of  the  port-rule.  Fig.  417  is  a 
front  elevation  of  the  machine  showing  the  treadle  and  pulley  by 
which  it  is  kept  in  motion. 

Fig.  418  represents  the  arrangement  of  circuits,  the  reference 
letters  being  the  same  as  in  the  preceding  cuts ;  the  switch  U 
turned  on  1  when  sending,  placing  the  inductor  J  in  circuit 
between  the  earth  at  E  and  the  line  L.  When  receiving,  the 
switch  is  turned  on  2,  which  connects  the  line  to  the  receiving 
instrument,  usually  a  polarized  ink  writer.  The  speed  of  trans- 
mission attainable  by  this  apparatus  is  from  60  to  80  words  per 
minute.  In  a  letter  to  Professor  Morse,  in  18r»8,  published  in 
his  report  on  the  telegraphic  apparatus  at  the  Paris  Exposition, 
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Siemens  and  Halske  state  that  this  apparatus  will  transmit 
seventy  dispatches  per  hour.  The  time  occupied  in  composing 
each  dispatch  in  type  is  five  minutes,  in  distributing  the  same 
four  minutes.  Twelve  employes  are  necessary  for  setting  up 
and  distributing ;  two  for  transmitting,  and  two  for  receiving  and 
writing  down  the  dispatches.  This  apparatus  has  also  been 
arranged  for  working  with  alternate  battery  currents.  Fig.  419 
shows  the  arrangement  so  clearly  that  no  particular  explanation 
is  needed.  The  lever  k^  k^  is  oscillated  by  means  of  an  arm 
provided  with  a  tooth,  arranged  to.  pass  over  the  face  of  the  type 
in  the  moving  port-rule.     To  facilitate  the  setting  and  distribut- 


V  *l/ 


Fig.  419. 

ing  of  the  type  for  this  apparatus,  very  ingenious  machines, 
operated  by  means  of  keys  like  those  of  a  piano,  have  been  in- 
vented by  Siemens  and  Halske. 

garnish's   AUTOMATIC   TELEGRAPH. 

Experiments  were  made  on  a  large  scale  in  France,  prior  to 
1857,  with  the  automatic  process  invented  by  Paul  Gamier, 
which  is  represented  by  tig.  420  and  fig.  421.  The  transmitting 
cylinder  A  is  18  or  20  inches  in  diameter  and  has  a  spiral  groove 
cut  in  its  periphery,  in  which  are  inserted  movable  pieces  of 
metal.  The  message  is  prepared  by  placing  these  in  position  to 
fonn  telegraphic  characters  upon  substantially  the  same  principle 
as  the  apparatus  of  Bain,  described  on  page  690,  the  metallic 
parts  required  to  represent  the  dispatch  being  pushed  to  the  left 
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In  order  to  transmit  the  message  the  cylinder  A  is  caused  to  re- 
volve at  a  uniform  rate  of  speed,  while,  at  the  same  time,  it 
moves  laterally  upon  its  axis  B  C,  which  is  provided  with  a  screw 
thread.     Pig.  421  shows  the  manner  in  which  a  contact  spring  K 


Fig.  420.  Fig,  421. 

is  pressed  upon  by  the  screw  H  whenever  the  projections,  which 
form  the  characters  upon  the  cylinder  A,  pass  under  the  tooth 
E,  thus  making  contact  between  the  battery  P  and  the  line  L. 

HUMASTONS   AUTOMATIC   TELEGRAPa 

In  1857  John  P.  Humaston,  of  Connecticut,  patented  an  appa- 
ratus for  perforating  paper  strips  for  transmission  in  automatic 
telegraphy,  which  was  an  important  advance  not  only  over  the 
system  of  type  transmitters,  but  also  over  the  perforating  appa- 
ratus previously  in  use  The  perforated  paper  process  has  a 
very  important  advantage  over  the  type  process,  inasmuch  as  the 
time  required  for  distributing  the  type  is  saved.  In  addition  to 
this  saving,  Humaston's  machine  perforated  an  entire  letter  or 
character  of  the  Morse  alphabet  at  a  single  movement,  and  thus 
rendered  it  possible  to  prepare  the  dispatches  with  much  greater 
celerity  than  had  before  been  possible.    In  Humaston's  apparatus 
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a  series  of  horizontal  punches  are  pla<5ed  parallel  and  side  by 
side  opposite  the  paper,  and  a  mechanical  device  connected  with 
and  operated  by  the  keys  of  the  key -board,  selects  the  punchy 
required  to  form  the  telegraphic  character  corresponding  to  the 
key  which  is  depressed,  A  single  punch  forms  a  dot,  and  any 
two  adjacent  punches  a  dash.  The  proper  punches  having  been 
selected  by  depressing  a  key,  these  are  driven  through  the  paper 
strip  by  the  operation  of  a  treadle ,  when  the  punches  are  with- 
drawn the  paper  is  fed  forward  the  proper  distance  by  means  of 
a  stop- wheel  graduated  to  coirespond  with  the  varying  lengths 
of  the  telegraphic  characters,  and  thus  a  uniform  space  is  ensured 
between  the  successive  charactera,  however  greatly  their  respec- 
tive lengths  may  vary.  Many  experiments  were  made,  in  con- 
nection with  this  perforator,  with  the  Bain  system  of  transmission, 
which  had  been  somewhat  modified  and  improved  by  Humaston, 
on  the  lines  of  the  American  Telegraph  Company  from  1861  to 
1866,  in  which  a  speed  of  100  to  120  words  per  minute  was  at- 
tained upon  ordinary  circuits,  but  the  system  was  never  brought 
into  actual  service. 

wheatstone's  automatic  telegraph. 

This  apparatus  was  first  patented  in  England  by  Wheatstone, 
in  1858,  and  with  its  subsequent  improvements  has  been  brought 
to  such  perfection,  that  it  is  now  in  very  extensive  use  on  the 
telegraph  lines  not  only  of  the  United  Kingdom  but  of  several 
other  countries.  Wheatstone  made  use  of  the  perforated  paper 
strip  of  Bain,  together  with  the  three-keyed  perforator  and 
polarized  receiving  instrument  of  Siemens.  All  these  devices 
were,  however,  materially  modified  and  adapted  to  each  other  in 
new  ways.  At  first  the  Wheatstone  automatic  apparatus  re- 
corded in  characters  similar  to  those  of  Steinheil,  but  this  was 
aftenvards  changed,  and  the  record  is  now  made  in  the  ordinary 
ilorse  characters. 

The  plan  of  making  contact  directly  through  the  perforations 
of  the  paper,  originated  by  Bain,  is  found  in  practice  to  be  liable 
to  several  objections  :  dust  or  fibres  of  the  paper  are  apt  to  inter- 
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Fig.  4-J2. 
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fere  with  the  contacts,  and,  what  is  more  important,  the  edges  of 
the  perforations  act  upon  the  brush  in  a  manner  which  prevents 
it  from  touching  the  metal  wheel  over  a  considerable  portion  of 
the  space  allowed  for  contact  Better  results  are  obtained  by 
lengthening  the  perforations  in  the  paper  and  running  the 
machine  proportionately  faster.  In  Wheatstone's  transmitter,  as 
now  employed  by  the  Postal  Telegraph  Department  of  Great 
Britain  (fig.  422),  the  contacts  are  made  between  levers  and 
studs,  the  paper  being  used  only  to  regulate  the  movement  of 
these  contact  pieces.  This  arrangement  gives  much  more 
uniform  and  trustworthy  contacts  than  can  be  obtained  between 
a  brush  or  spring  and  a  revolving  wheel,  and  affords  great  facili- 
ties for  the  production  of  the  compensating  currents  which  are 
required  at  high  speeds.  The  principle  of  the  apparatus  is, 
that  the  polarized  armature  of  the  electro-magnet,  which  causes 
the  marking  disc  to  touch  the  paper,  shall  not  have  a  tendency 
to  leave  the  paper  when  the  marking  current  ceases,  but  shall 
remain  always  in  the  same  position  in  which  it  is  left  by  the  last 
current  The  machine  is  arranged  to  send  a  series  of  reversals 
or  alternate  +  and  —  currents  at  definite  and  regular  intervals, 
and  the  function  of  the  perforated  ribbon  is  to  decide  whether 
these  currents  of  either  sign  shall  or  shall  not  pass  out  to  the 
line.  An  ebonite  rocking  beam  (R,  fig.  423),  moved  by  wheel- 
work,  carries  three  pins ;  that  on  the  left  hand  is  connected  to 
line,  that  on  the  right  hand  to  earth;  the  centre  pin  is  in- 
sulated and  serves  to  connect  the  curved  lever  B  with  one  or 
other  of  the  battery  levers  Z  C,  according  to  the  position  of  the 
rocking  beam.  Under  the  beam  lie  the  two  levers  A  B.  These 
levers  are  pivoted  independently,  but  are  in  electrical  connection 
through  the  spiral  springs  H  H^  attached  to  them,  and  through 
the  frame  of  the  instrument  On  the  ends  of  these  levere,  A 
B,  are  pivoted,  two  vertical  needles,  one  of  which,  V,  regulates 
the  production  of  the  marking,  the  other,  V  ^ ,  that  of  the  reverse 
or  spacing  current  These  levers  are  not  fixed  to  any  of  the 
moving  parts  of  the  apparatus,  but  are  firmly  pressed  upwards 
by  the  spiral  sprinirs  H  H^,  so  as  to  follow  the  movements  of 
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the  rocking  beam,  and  remain  in  contact  with  the  pins  inserted 
into  this  beam  so  long  as  their  upward  movements  are  un- 
checked. The  needles  attached  to  this  lever  determine  whether 
line  contacts  should  be  made  or  broken  at  the  moment  battery 
contact  is  made.  Thej  rise  alternately  until  they  touch  the 
paper  ribbon  ;  if  there  be  a  hole  opposite  their  points,  they  pass 
through  it  and  the  contact  is  undisturbed  ;  but  should  there  not 
be  a  hole,  their  motion  and  that  of  the  lever  is  stopped,  and  the 
pin  on  the  rocking  beam  continuing  to  rise,  contact  is  broken 
between  it  and  the  lever. 


-^SzciC 


Fig,  423. 

Fig.  42S  shows  the  apparatus  in  a  position  for  sending  a  nega* 
tive  current  The  levers  Z  and  C  are  the  poles  of  the  battery. 
The  lower  lever  C  touches  the  right  hand  pin  on  the  rocking 
beam,  and  as  this  pin  is  in  connection  with  the  earth,  the  copper 
pole  is  in  connection  with  the  earth  also.  The  upper  lever  Z 
which  is  in  connection  with  the  zinc  pole  of  the  battery,  rests 
on  the  centre  pin  of  the  beam,  and  is  in  connection  with  the 
line  through  the  lever  B,  the  spiral  springs  H  H^  and  the  frame 
of  the  instrument,  the  lever  A,  and  the  left  hand  pin  ;  and  thus 
a  negative  current  has  been  sent  to  line. 
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Fig.  424  shows  the  position  when  the  current  is  broken.  The 
rising  of  the  lever  A  is  prevented  by  the  paper,  the  vertical 
needle  V,  attached  to  it,  not  meeting  with  a  hole  in  the  ribbon. 
Here  the  contact  between  the  lever  A  and  the  left  hand  pin  is 
broken,  and  no  current  passes  to  the  line. 

When  the  speed  of  transmission  is  increased  beyond  a  certain 
rate,  which  varies  with  the  length  of  the  circuit,  a  difficulty  arises 
which  is  partly  due  to  induction  when  the  potential  of  the  line 
wire  varies  with  the  interval  between  the  currents,  and  partly  to 
what  may  be  called  the  inertia  of  the  electro-magnet  of  the 


Fig.  424. 

receiving  apparatus,  the  time  occupied  by  the  magnetizing  and 
demagnetizing  the  iron  varying  also  with  the  interval  between 
the  currents,  and  probably  even  in  a  comparatively  short  sus- 
pended wire,  not  more  than  seventy  words  per  minute  would  be 
attained  under  Bain's  method,  where  the  currents  are  sent  pre- 
cisely in  the  same  manner  as  by  an  ordinary  single  current  key. 
By  the  use  of  alternating  currents  speed  is  increased,  but  is 
still  considerably  lower  than  the  maximum  attainable  on  a 
given  line.     A  succession  of  equal  currents  of  opposite  signs,  at 
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equal  intervals,  will  give  perfectly  distinct  dots  at  a  very  much 
higher  speed  than  the  dots  and  dashes  of  an  alphabet  can  be 
produced. 

Wheatstone's  apparatus  produces  the  Morse  signs  by  currents 
of  equal  duration  ;  or,  in  other  words,  by  a  succession  of  dots ; 
but  as  the  intervals  between  the  currents  are  necessarily  unequal, 
the  alphabet  is  more  slowly  produced  than  a  series  of  equi- 
distant dots.  The  speed  of  a  succession  of  letters  (an  alphabet) 
depends  also  on  the  distance  between  the  letters ;  the  greater  .the 
interval  the  slower  the  speed,  because  an  additional  element  of 
variation  in  the  electrical  condition  of  the  wire  and  the  mag- 
netism of  the  receiver  is  thus  introduced.  Speed  is  generally 
limited  more  by  defects  in  the  formation  of  the  letter  than  by 
the  loss  of  dots,  or  running  together  of  marks,  and  the  defects 
are  greatest  where  there  is  the  greatest  irregularity  in  the  in- 
tervals between  currents,  as,  for  instance,  in  F 

R .     It  is  necessary,  then,  to  apply  a  system  of 

compensating  currents  to  maintain  as  great  a  uniformity  as 
possible  in  the  condition  of  the  wire  and  electro-magnet. 

This  was  eflEected  in  the  first  instance  by  bridging  over  the 
break  in  the  circuit  which  occurs  when  the  pin  is  stopped  by 
the  paper  by  resistance  coils,  so  that  a  weak  current  was  sent 
in  the  interval  of  break,  the  strength  of  which  currents  was  re- 
gulated by  varying  the  resistance.  This  system  was  further 
improved  upon  by  an  alteration  of  the  transmitter,  by  which  the 
compensation  was  more  accurately  applied,  and  it  is  upon  this 
principle  the  apparatus  is  at  present  constructed. 

Fig.  425  is  intended  to  represent  a  piece  of  the  perforated 
ribbon  ;  the  perforations  which  regulate  the  contact-making 
portion  of  the  transmitting  apparatus  are  represented  by  the 
larger  circles,  while  the  centre  row  of  holes  is  represented  by 
the  smaller  circles ;  by  this  row  of  holes  the  paper  is  carried  for- 
ward in  the  transmitter. 

The  slip  is  perforated  for  the  letter  R  of  the  International 
alphabet  This  letter  has  been  selected  as  being  one  which  is 
always  much  -ieformed,  and  which  shows  the  effect  of  a  dot  pie- 


Digiti 


ized  by  Google 


708  THE   AUTOMATIC   TELEGRAPH. 

ceding  and  following  a  dash.  The  upper  row  of  holes  is  that 
which  allows  a  positive  or  marking  current  to  be  sent  when  the 
vertical  pin  V  (figs.  423  and  424)  of  the  transmitter  passes  through 
one  of  them.  The  lower  row  of  holes  allows  a  negative  current 
to  be  sent  in  the  same  way  when  the  vertical  pin  V^  (figs.  423  and 
424)  of  the  transmitter  rises  through  one  of  them. 

Fig.  426  represents  the  letter  R  (International  alphabet)  as  re- 
ceived at  high  speed  on  a  line  where  the  original  system  of  in- 
termittent currents  is  used.  It  will  be  seen  that,  in  the  case  of 
the  dot  before  the  dash,  a  +,  then  a — ,  and  finally  a  second  -|- 
that  is,  two  positive  and  one  negative  curi-ents  are  sent  to  form 
the  dot  and  to  commence  the  dash :  that  is,  twice  as  much  posi- 

+  0  o       o 

O         O         O         O       'O         o 

-o      o  o 


+   +         + 


Figs.  425,  426,  427. 

tive  as  negative  current,  and  the  dot  is  consequently  much  elon- 
gated, and  has  a  tendency  to  run  into  the  dash.  In  the  case  in 
which  the  dot  follows  the  dash,  it  will  be  seen  that  the  effect  is 
exactly  the  reverse  of  the  former,  and  for  the  finish  of  the  dash 
a  —  current  is  sent  followed  by  a  +,  and  finally  by  a  second  — 
current,  the  last  two  forming  the  dot ;  that  is  two  —  and  one  -}- 
currents,  so  that  in  this  case  the  line  is  charged  negatively 
in  excess ;  consequently  the  space  between  the  dash  and  dot  is 
considerably  increased,  and  the  dot  much  shortened  or  lost 
altogether. 

Fig.  427  shows  the  letter  R  as  received  where  compensating 
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currents  are  used,  and  is  perfect  with  respect  to  the  length  of  the 
marks  and  the  spaces  between  them.  The  compensating  currents 
are  represented  by  the  smaller  signs.  It  will  be  seen  that,  before 
the  commencement  of  the  dot,  the  line  is  charged  negatively, 
instead  of  being  left  clear,  as  in  the  original  system,  and  prevents 
the  elongation  of  the  dot  before  the  dash,  as  already  ex- 
plained. 

In  the  case  of  the  dot  following  a  dash,  it  will  be  seen  that  a 
positive  compensating  current  is  sent  before  the  terminating  cur- 
rent for  the  dash,  so  that  the  line  is  not  too  much  negatively 
charged,  as  where  no  compensating  currents  are  used,  and  the 
elongation  of  the  space  separating  the  dash  from  the  dot,  as  well 
as  the  diminished  size  of  the  dot  itself,  is  prevented.  (Fig. 
427.) 

In  a  circuit  composed  partly  of  over- ground  wires,  and  partly 
of  buried  or  submarine  wires,  the  position  of  the  underground 
work  or  cable  will  affect  the  speed  at  which  the  two  stations  can 
receive  from  each  other.  If  the  buried  portion  or  portions  be 
symmetrically  placed  with  respect  to  the  two  stations,  as  when 
the  land  lines  at  each  end  of  a  cable  are  of  equal  length  and  re- 
sistance, the  two  stations  will  be  able  to  receive  equally  well ; 
but  if  the  land  lines  on  one  side  be  much  longer  than  at  the 
other,  the  rate  at  which  the  station  at  the  end  of  the  shorter  land 
line  will  be  able  to  receive,  will  be  less  than  that  at  which  the 
station  situated  at  the  end  of  the  longer  land  line  can  receive 
from  the  other.  This  difference  of  speed  is  sometimes  very  con- 
siderable, and  the  difference  is  the  greater  as  the  lengths  and  re- 
sistances of  the  land  lines  on  each  side  of  the  cable  are  the  more 
different 

The  London  and  Amsterdam  circuit  is  composed  of  fii-st  a 
suspended  wire  of  130  miles,  then  a  cable  of  120 ;  lastly,  on  the 
Dutch  side,  a  suspended  wire  of  20  miles. 

Here  it  was  found  that  the  relative  speeds  of  signaling  were 
as  9  to  6,  the  higher  speed  being  Amsterdam  to  London.  The 
rate  to  Amsterdam  was  increased  by  decreasing  the  resistance 
of  the  batteries ;   and  still  further  by  the  insertion  of  a  high 
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resistance  (as  much  even  as  5,000  ohms)  at  Amsterdam  (in  the 
receiving  circuit  only),  to  delay  the  discharge  of  the  cabla 

But  in  the  case  of  the  London-Dublin  circuit,  where  the  land 
lines  were  266  and  10  miles  respectively,  and  the  cable  66,  in  all 
342  miles,  the  addition  of  resistance  at  Dublin  in  the  receiving  cir- 
cuit has  no  appreciable  effect,  because  the  length  of  land  line  on 
this  side  is  too  great  to  permit  the  cable  to  be  sufficiently  charged. 
Here  the  speeds  are  40  and  80  respectively.  In  fact,  the  speed 
to  Cork  from  London  is  38  words,  or  nearly  as  high  as  London 
to  Dublin,  though  the  distance  is  greater,  the  English  line  being 
298,  cable  62,  and  Irish  line  124  miles,  or  in  all  484  miles. 
Here  the  resistance  per  mile  of  the  wire  is  less,  the  wire  being 
of  a  larger  gauge ;  but  the  more  central  position  of  the  cable  has 
a  considerable  effect  Moreover,  the  resistance  of  the  English 
line  is  equal  to  only  149  miles  of  the  Dublin  line,  so  that  the  poten- 
tial of  the  English  end  of  this  cafcle  can  be  raised  above  the  cor- 
responding end  of  the  Holyhead  cable.  The  apparatus,  as  at 
present  made,  can  be  arranged  either  to  send  what  are  techni- 
cally called  permanent  currents,  or  to  represent  an  ordinary 
double  current  key ;  or,  secondly,  to  send  short  initial  and  final 
currents  separated  by  an  interval  of  insulation,  called  the  inter- 
mittent system  ;  or,  thirdly,  a  strong  initial  and  final  current,  each 
followed  by  weaker  currents  of  the  same  sign,  the  strength  of 
which  can  be  regulated  with  great  teactness  by  the  amount  of 
resistance  which  is  placed  in  the  battery  circuit  This  is  called 
the  compensated  system. 

To  practice  the  system  of  working  is  this :  If  the  weather  be 
•dry,  and  the  insulation  high,  the  intermittent,  or  perhaps  the 
compensated  system,  with  a  very  high  resistance,  giving  a  very 
weak  compensation  current,  is  used.  When  there  is  escape  from 
wire  to  wire,  the  permanent  system  or  the  compensated,  with  a 
low  resistanca  This  is  to  keep  out  the  stray  current  on  the 
same  principle  as  the  double  current  key.  In  the  case  of  con- 
tact it  is  sometimes  found  serviceable  to  add  resistance  at  the  re- 
ceiving end  of  the  circuit,  increasing  the  battery  power  ;  this  is 
simply  to  lessen  the  tendency  to  receive  the  leakages  from  the 
adjoining  wires. 
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It  has  been  already  shown  how  resistance  is  used  at  the  receiv- 
ing end  of  the  circuit  where  there  are  submarine  cables.  It  is 
used  on  ordinary  land  lines  for  a  similar  purpose,  that  of  balanc- 
ing the  position  of  buried  wires.  It  is  found  that  on  east  and 
west  wires  the  speed  is  decreased  about  noon.  The  cause  is  not 
clear,  but  it  probably  is  due  to  the  ordinary  diurnal  variation  in 
earth  currents.  There  may  also  be  something  due  to  the  in- 
creased resistance  of  the  wires  from  the  increased  temperature^ 
In  all  cases  speed  is  increased  by  inserting  a  shunted  condenser 
at  the  receiving  end. 

There  is  also  a  very  noticeable  amount  of  embarrassment  due 
apparently  to  the  magnetic  inertia  of  the  electro-magnet  of  the 
receiver. 

On  short  circuits  it  begins  to  be  felt  with  permanent  currents 
at  70  words ;  with  intermittent  at  an  intermediate  speed  varying 
with  the  strength  and  duration  of  the  compensation  current.  To 
overcome  this  defect  experiments  have  been  made  with  a  view 
of  dispensing  with  the  electro-magnet,  adopting  the  well  known 
principles  of  a  light  movable  helix  and  a  large  fixed  magnet,  or 
a  helix  within  a  helix.  It  may  be  interesting  to  state  the  actual 
speed  attained  in  practice  with  the  Wheatstone  apparatus. 

To  Aberdeen 60  words  pei*  minute. 

"    Sunderland. 90       " 

"    Manchester  \ 

"    Liverpool.,  t 120       " 

"    Cardiff....) 

In  some  cases  as  many  as  four  intermediate  stations  are  intro- 
duced on  the  circuits  devoted  to  the  press,  on  which  1,000  words 
are  sent  simultaneously  to  each  station  in  twenty  minutes  with 
regularity.  For  news  work  the  ribbons  are  punched  in  dupli- 
cate, or  even  in  triplicate,  and  the  same  ribbon  is  used  for  several 
sets  of  stations  in  succession.  Indeed,  were  it  not  for  the  au- 
tomatic system,  it  would  be  difficult  for  the  Post-office  to  convey 
the  large  amount  of  matter  handed  in  by  the  Press  Associa- 
tion?. 
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The  following  description  of  this  ingenious  and  beautiful 
system  is  abridged  from  an  article  published  by  the  inventor,  Dr. 
Werner  Siemens,  in  1867.  The  perforated  paper  slip  is  employed 
for  effecting  the  transmission,  the  circuit  being  closed  directly 
through  the  perforations  in  the  paper,  somewhat  as  in  Bain's 
method,  while  a  polarized  ink-writer  of  peculiarly  delicate  con- 
struction is  used  for  receiving.  The  apparatus  consists  of  the 
following  parts : 

1.  The  perforator,  either  in  the  form  of  a  simple  hand  per- 
forator, or  a  more  complicated  and  effective  key  board  perforator, 
which  punches  the  despatch  in  the  paper  slip  in  the  form  of 
groups  of  circular  holes. 

2.  The  transmitter,  which,  by  means  of  alternate  currents  of 
equal  duration,  either  voltaic  or  magneto-electric,  serves  to  trans- 
mit the  despatch  over  the  line. 

3.  The  receiver,  which  consists  of  a  polarized  ink- writer,  with 
sheet  iron  cores,  and  which,  owing  to  its  freedom  from  residual 
magnetism  and  large  range  of  adjustment,  is  capable  of  recording 
very  rapid  pulsations. 

Besides  these  another  instrument  is  provided  for  the  purpose 
of  perforating  an  equidistant  series  of  round  holes  of  uniform 
size  in  the  centre  of  the  paper  strip,  which  in  this  method  is  re- 
quired before  the  telegraphic  characters  proper  can  be  perforated. 
The  holes  made  by  this  apparatus  in  the  strip  are  perfectly  uni- 
form, and  are  -^  of  an  inch  in  diameter  and  ^  of  an  incb  apart 

The  ])aper  strip  having  been  thus  prepared,  is  ready  to  be 
passed  through  the  regular  perforator.  The  hand  perforator 
being  the  simplest  will  be  first  described.  Fig.  428  is  a  plan 
view  of  the  apparatus,  and  fig.  429  is  a  side  elevation,  looking 
from  A  towards  B.  The  three  horizontal  cylindrical  punches  1, 
2,  3,  are  movable  in  the  direction  of  their  length,  and  are  capable 
of  being  forced  into  con-esponding  apertures  in  the  steel  die 
plate  a.  The  pa])er  strip  5,  6,  having  already  been  provided  with 
the  middle  row  of  perforations,  passes  between  the  die  plate  a 
and  the  brass  guide  block  which  cames  the  punches.     The  dis- 
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tance  between  the  punches  1  and  2  is  -J-  of  an  inch,  while  that 
between  2  and  8  is  ^  of  an  inch.  When,  therefore,  punches  1 
and  2  are  simultaneously  driven  through  the  paper  the  two  re- 
sulting perforations  are  -J-  of  an  inch  apart  With  punches  1  and 
3  they  are  |  of  an  inch  apart 

The  perforations  are  made  at  a  uniform  distance  of  -J-  of  an 
inch  one  each  side  of  the  middle  row  of  perforations,  and, 
as  will  be  shown  hereafter,  transmit  alternate  pulsations  in 
such  a  manner  as  to  produce  the  Morse  characters  upon 
a  polarized  recording  instrument  The  punches  are  driven 
through  the  paper  by  the  action  of  the  two  horizontal  levers  I 
and  Ij,  pivoted  respectively  at  m  and  m^.  The  adjacent 
free  ends  of  these  two  levers  are  cut  out  and  made  to  lap  over 
each  other  in  such  a  way  that  the  lever  I  will  act  upon 
punches  1  and  2,  and  the  lever  Z^  in  like  manner  upon  1  and 
3.  The  flat  spring  n  n  serves  to  withdraw  the  punches  from 
the  dies  when  released  by  the  levers.  Either  of  the  levers  I 
or  Zj  may  be  operated  at  pleasure  by  pushing  the  knob  p  of 
the  handle  t  to  the  right  or  left,  which  causes  the  jointed  con- 
necting links  0  and  o^  connected  with  the  punch  levers  to  be 
brought  into  action. 

The  paper  strip  is  fed  by  the  wheel/,  which  has  a  row  of  equi- 
distant short  pins  upon  its  periphery ;  these  enter  into  the  centre 
line  of  holes  previously  perforated  in  the  strip,  which  latter 
enters  in  the  direction  of  the  arrow  at  1,  and  thence  is  led  through 
guides,  by  the  way  of  1,  2,  8  and  4,  round  a  smaller  but  similar 
wheel  r,  which  keeps  it  stretched  tight,  and  thence  leaving  this 
wheel  at  5  it  passes  between  the  punches  and  the  dies  back  to 
the  wheel  /,  and  finally  under  the  jockey  roller  i^  when  it  is  re- 
leased by  the  blade  k  which  separates  it  from  the  wheel/  'i'he 
motion  of  the  latter  is  regulated  by  a  ratchet  wheel  on  its  axis, 
operated  by  means  of  a  pawl  and  lever,  which  latter  receives  its 
motion  from  the  rod  q.  The  lever  Z,  as  well  as  the  lever  Zj  (the 
latter  being  lengthened  for  the  purpose)  act  upon  this  rod,  and 
push  the  pawl  forward  the  distance  of  one  tooth  or  two  teeth, 
according  to  which  lever  is  operated,  and  the  recoil  of  a  spiral 
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spring  pushes  the  ratchet  wheel  forward  the  proper  distance  after 
the  punches  have  been  withdrawn  from  the  paper.  In  order  to 
form  the  space  between  the  successive  characters  provision  is 
made  for  advancing  the  paper,  without  punching  it,  by  depress- 
ing the  knob  p  when  in  its  middle  position.  This  is  effected  by 
the  angle  lever  ^^  ^j,  which  acts  upon  a  horizontal  bar  «,  as  seen 
in  fig  429.  This  acts  upon  the  pawl  in  the  same  manner  as  the 
rod  q  before  described.  The  little  discs  cut  out  by  the  punches 
are  carried  away  by  the  channel  z,  fig.  429. 

In  order,  therefore,  to  compose  a  despatch,  the  knob  p  is 
pushed  to  the  right  to  form  a  dot,  to  the  left  for  a  dash,  and 
downward  to  form  the  space  after  each  letter — this  movement 
being  also  made  twice  at  the  end  of  each  word.  A  skilfnl 
operator  can  perforate  about  twenty  words  per  minute  with  this 
instrument 

Siemens's  keyboard  perforator  serves  the  same  purpose  as  the 
one  just  described,  but,  like  Humaston's  apparatus,  perforates  a 
complete  character  by  a  single  touch  of  the  appropriate  key. 
This  enables  it  to  be  operated  at  a  much  higher  rate  of  speed 
than  the  hand  perforator.  Indeed,  a  skilled  operator  can  per- 
forate at  the  rate  of  forty  or  fifty  words  per  minute  by  the  aid 
of  this  machine. 

Fig.  430  is  a  plan  view  of  the  essential  parts  of  the  keyboard 
perforator,  which  will  enable  its  operation  to  be  understood.  A 
series  of  twenty  horizontal  cylindrical  punches,  c  c,  are  arranged 
parallel  to  each  other,  passing  through  a  guide  bar,  and  a  corres- 
ponding series  of  dies  formed  in  the  steel  die  plate  g.  The  whole 
series  of  punches  pass  through  a  steel  spring,  n  7i,  each  one  being 
formed  with  a  shoulder  which  gives  it  a  bearing  against  the 
spring.  Each  separate  punch  is  also  provided  with  a  spiral 
spring  in  addition,  which  is  not  visible  in  the  figure.  The  paper, 
previously  provided  ^vith  a  centre  line  of  perforations,  as  before 
explained,  is  led  between  the  die  plate  g  and  the  guide  plate 
which  carries  the  punches,  and  is  fed  from  a  roll  P  over  the 
wheel  ?•  by  means  of  a  feed  wheel  /  precisely  like  that  in  the 
hand  puncher.     A  series  of  parallel   horizontal  push  bars,  b  i, 
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Fig.  430. 
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twenty-one  in  number  (one  more  than  the  number  of  punches^ 
collectively  movable  in  the  direction  of  their  length,  are  placed 
transversely  upon  the  bed  of  the  machine,  and  serve  to  act  upon 
the  punches  in  a  manner  hereafter  to  be  explained.  When  in 
their  normal  position  the  left  hand  ends  of  the  push  bars  are 
slightly  lower  than  the  plane  of  the  series  of  punches.  The  right 
hand  end  of  each  of  the  bare  is  hinged  to  a  common  axis, 
mounted  upon  a  movable  frame. 

The  levers  a  a,  connected  with  the  keys  of  the  keyboard,  ai-e 
very  thin  laterally,  but  of  sufficient  depth  to  give  the  necessary 
strength ;  they  are  brought  close  together  and  hinged  to  a  com- 
mon axis,  Oj  ttj,  from  whence  they  extend  backward  at  right 
angles  to  and  directly  underneath  the  series  of  push  bars.  When, 
therefore,  a  key  is  depressed,  the  corresponding  lever  of  the 
series  a  a  is  raised,  but  as  its  upper  edge  beneath  the  push  bars 
is  cut  out  into  teeth  and  spaces  corresponding  to  the  character 
it  is  intended  to  represent,  it  does  not  lift  all  the  twenty-one 
push  bars,  but  only  such  as  are  required  to  operate  the  particu- 
lar combination  of  punches  which  will  perforate  the  corres- 
ponding character,  while  the  remaining  bars  are  not  moved.  In 
addition  to  selecting  the  proper  push  bars  and  raising  the  ends 
of  these  into  line  Avith  the  range  of  punches,  the  same  move- 
ment of  the  key  lever  lifts  a  rod  attached  to  the  crank  k  upon 
the  shaft  Aj,  causing  the  latter  to  turn  upon  its  axis,  and  this 
movement,  in  turn,  by  means  of  the  crank  A,,  actuates  a  device 
which  couples  the  axis  v  and  the  eccentric  movement  uuUy  the 
constantly  revolving  pully  i^  which  is  kept  in  rotation  by  a 
treadle,  fly  wheel  and  band.  When  this  coupling  is  thrown  into 
gear  by  the  depression  of  any  one  of  the  keys,  the  shaft  v  with  the 
eccentrics  u  u  instantly  makes  one  revolution  and  uncouples  it- 
self ;  the  whole  series  of  push  bars  is  driven  suddenly  to  the  left, 
and  such  of  them  as  have  been  raised  into  line  with  the  series  of 
punches  strike  against  their  corresponding  punches  and  drive 
them  through  the  paper,  returning  again  to  their  places  by  the 
action  of  the  spiral  springs  which  surround  them  as  soon  as  the 
push  bars  are  withdrawn.     The  push  bais  are  bevelled  at  the 


Digiti 


ized  by  Google 


SIEMENS'S   APPARATUS.  719 

ends,  and  the  transverse  horizontal  separating  blade  to  supports 
the  raised  bars  while  they  are  acting  upon  the  punches,  while 
the  remaining  bars  pass  underneath  it. 

Owing  to  the  varying  length  of  the  telegraphic  characters,  it 
is  necessary  to  adopt  a  special  and  ingenious  device  for  feeding 
the  paper,  the  distance  which  must  be  pushed  forward  being  the 
greater  as  the  character  last  perforated  is  longer.  This  result  is 
obtained  by  means  of  a  lever,  A,  which  is  acted  upon  by  a  series 
of  pins  upon  the  push  bars.  These  pass  freely  underneath  the 
lever,  except  when  raised  by  the  action  of  a  key,  in  which  case 
they  strike  against  it  and  carry  it  along.  As  the  pins  act  at 
varying  distances  from  the  fulcrum  of  the  lever,  it  is  evident  that 
the  pin  which  strikes  the  nearest  to  the  fulcrum  will  communicate 
the  greatest  angular  motion  to  the  lever ;  therefore,  as  all  the 
-characters  are  formed  commencing  at  the  rear  bar,  the  greater  the 
number  of  bars  required  to  form  the  character,  the  nearer  the 
fulcrum  of  the  lever  h  will  the  last  pin  strike,  and  the  greater 
will  be  its  angle  of  motion.  The  movement  of  the  lever  A, 
whether  greater  or  less,  is  communicated  by  the  rack  bar  i  to  the 
feed  dog  dj  which  slips  over  a  greater  or  less  number  of  teeth, 
According  to  the  extent  of  its  movement,  as  determined  by  that 
of  the  lever  7i,  and  on  the  return  of  the  latter  by  the  power  of 
its  attached  spiral  spring,  it  turns  the  wheel /and  feeds  the  paper 
the  appropriate  distance.  The  hindmost  push  bar  has  no  corres- 
ponding punch,  as  it  is  merely  used  to  produce  a  spaca 

The  manner  in  which  the  telegraphic  signals  are  formed  and 
transmitted  by  means  of  the  perforations  will  now  be  explained- 
Fig.  43 1  represents  the  construction  of  the  transmitter  designed 
for  operating  with  magneto-electric  currents.  The  currents  are 
produced  by  the  revolution  of  a  cylinder  inductor  or  Siemens 
armature,  figs.  414  and  415,  which  is  shown  at  a,  being  placed 
between  the  poles  of  a  range  of  permanent  steel  magnets  m  m. 
As  we  have  already  seen,  this  arrangement  produces  two  electric 
pulsations  of  opposite  polarity  at  each  revolution.  The  toothed 
spur  wheel  zz  is  turned  by  the  crank  k,  and  is  geared  to  a  pinion 
on  the  axis  of  the  inductor  a.     The  insulated  metallic  wheel  / 


Digiti 


ized  by  Google 


720 


THE   AUTOMA'JIC   TELEGRAPH. 


Fig,  -431. 


Digiti 


ized  by  Google 


SIEMENS S  APPARATU& 


721 


o 

+ 

o 

1 

OO  V 

t 

o 

1 

o 

+ 

1 

o  o 

1 

+ 

1 

o 

1 

o 

1 

OO 

+ 

o 

1 

OO 

4- 

1 

o 

1 

O 

1 

OO 

+ 

O 

1 

OO 

+ 

O 

1 

O 

4- 

1 

OO 

1 

O 

1 

OO 

•h 

o 

1 

o 

1 

OO 

+ 

o 

1 

o 

H- 

OO 

1 
4- 

o 

1 

OO 

1 

o 

1 

4- 

o 

1 

O  o 

4- 

1 

O 

1 

4- 

O 

1 

OO 

-h 

o 

1 

OO 

-*- 

o 

1 

OO 

+ 

o 

1 

o 

+ 

o  o 

1 

upon  the  crank  shaft  is  provided  with  pegs  upon 
its  periphery,  which  enter  into  the  middle  per- 
forations in  the  transmitting  strip  S  S,  and  carry 
it  forward  with  a  uniform  motion  in  the  direc- 
tion of  the  arrows.  The  proportion  of  the  gear- 
ing is  such  that  two  electric  pulsations  from 
the  inductor,  alternately  positive  and  negative, 
are  produced  during  each  advance  of  J  of  an 
inch  in  the  movement  of  the  perforated  strij). 
The  contact  point  e  placed  on  the  end  of  a  curved 
spring  ^,  which  is  mounted  upon  a  rocking 
lever  A,  is  caused  to  oscillate  by  the  action 
of  the  oval  cam  wheel  o  upon  the  axis  of  the 
inductor.  One  terminal  of  the  inductor  coil  is 
connected  with  the  earth  through  the  frame  of 
the  apparatus,  and  the  other  with  the  lever  k 
and  contact  point  e.  The  line  wire  is  connected 
with  the  insulated  metallic  wheel  /  by  means 
of  contact  springs  hb'^.  Consequently,  as  often 
as  the  contact  point  e  touclies  the  periphery  of 
the  wheel /a  current  from  the  inductor  is  sent 
into  the  line.  If,  however,  the  perforated  strip 
of  paper  be  put  on  the  wheel,  then  tlie  current 
can  go  to  line  only  when  the  contact  point  e 
falls  into  one  of  the  perforated  holes,  otherwise 
the  circuit  will  be  interrupted  by  the  paper. 

Fig.  432  represents  a  part  of  a  perforated  slip 
containing  the  word  BERLIN  in  the  Interna- 
tional alphabet  The  middle  row  of  perfora- 
tions are  used  only  to  guide  the  paper,  all  the 
contacts  being  made  through  the  upper  row. 
The  contact  point  e  strikes  the  paper  every  -J- 
of  an  inch,  owing  to  tlie  action  of  the  mechan- 
ism, and  is  charged  with  alternate  positive  and 
negative  pulsations  from  the  inductor,  as  de- 
noted by  the  +  and  —  signs   below.      The 
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signals  are  received  upon  a  polarized  ink  writer  at  the  dis- 
tant station.  The  contact  point  goes  through  the  first  perfora- 
tion at  the  left,  and  transmits  a  +  or  marking  current  The 
next  succeeding  —  and  +  currents  are  cut  off  by  the  ab- 
sence of  perforations.     The  next  current  is  a  —  or  spacing  cur- 

M 


rent,  which  goes  into  the  line  and  terminates  the  initial  dash  of 
the  B.  Then  three  +  or  marking  and  three  —  or  spacing  cur- 
rents are  sent  in  alternate  succession,  which  completes  the  final 
three  dots  of  the  B.  The  corresponding  characters,  as  they  are 
written  by  the  ink-writer,  are  placed  above  the  strip  for  compari- 
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son.  It  will  be  observed  that  all  signals,  whether  dots  or 
dashes,  are  commenced  with  a  +  current,  and  can  be  terminated 
only  by  a  —  current  The  apparatus  is  sometimes  arranged  with 
a  treadle  instead  of  a  hand  ci-ank,  and  it  may  be  arranged  to 
work  with  battery  currents  by  substituting  a  simple  reversing 
commutator  for  the  magneto-inductor  described. 


Fig.  438  is  a  front  and  fig.  484  a  rear  elevation  of  the  ink- 
writer  used  on  the  Indo-European  line,  which  has  its  wheel 
work  so  arranged  that  the  speed  may  be  instantly  changed  so 
as  to  adapt  it  either  for  automatic  or  hand  transmission.     Ita 
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general  construction  is  the  same  as  that  of  the  instrument 
shown  on  page  490,  having  an  external  spring  barrel  A,  an 
adjustable  ink  reservoir  B,  and  a  centrifugal  regulator  or  governor. 
The  principal  peculiarity  of  this  instrument  is  in  the  construction 
of  the  polarized  magnet  Within  the  single  coil  0  is  a  movable 
core  provided  with  pole  pieces  q  j^,  which  are  attracted  or 
repelled  according  to  their  polarity  by  the  permanent  magnet  M, 
which  is  made  adjustable  by  the  screw  o.  To  the  pole  piece  q 
is  attached  the  arm  u  which  carries  the  marking  wheel.  The 
other  arm  vibrates  between  the  adjustable  stops  s  and  ^  and  is 
provided  with  a  repeating  contact  spring  for  use  when  needed. 

The  recording  apparatus  is  provided  with  an  ingenious  and 
effective  self -starting  and  stopping  mechanism,  which  is  shown  in 
detail  in  fig.  484,  but  which  it  is  not  necessary  to  describe  in  this 
connection. 

The  automatic  apparatus  thus  constructed  and  operated  was 
used  on  the  Indo-European  line  as  early  as  1868.  It  has  for 
many  years  been  used  in  the  central  telegraph  station  at  Berlin, 
for  transmitting  weather  reports  in  several  directions  at  once. 
Siemens's  automatic  system  may  justly  be  regarded  as  the  most 
ingenious  and  original  one  in  existence,  and  is  the  one  to  which 
rival  systems  have  been  indebted  for  many  of  their  most  valu- 
jable  and  even  essential  features. 

THE   AMERICAN  AUTOMATIC  TELEGRAPH. 

An  automatic  system  was  patented  in  the  United  States  in 
1869  by  George  Little,  of  New  Jersey,  in  which  the  perforating 
apparatus  was  operated  by  electro-magnetism.  The  paper  strip 
was  fed  to  the  cutters  by  a  feed  wheel,  carrying  a  revolving 
armature  upon  its  axis,  which  was  driven  by  an  electro-magnet, 
forming  a  small  motor.  The  punch  and  die  were  also  actuated 
by  electro-magnets.  The  perforator  was  manipulated  by  a  tablet 
formed  of  non-conducting  material  with  the  telegraphic  characters 
inlaid  in  metal,  and  a  style  or  circuit  closer  attached  to  one  pole 
of  the  battery  by  a  flexible  conductor,  the  other  pole  being  in 
connection  with  the  inlaid  characters  of  the  tablet    When  the 
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person  composing  the  message  drew  the  style  at  a  uniform  rate 
of  speed  over  one  of  the  inlaid  characters  upon  the  tablet,  alter- 
nate pulsations  of  electricity  were  produced  for  feeding  the 
paper  and  perforating  it  by  the  action  of  the  electro  magnet  The 
transmitting  machine  was  similar  to  that  of  Bain,  except  that  it 
was  driven  by  an  electro-magnetic  motor,  while  the  record  was 
made  by  electro-chemical  decomposition,  a  platinum  roller  being 
employed  in  place  of  the  iron  stylus  of  Bain. 

In  1869  a  telegraph  line  was  constructed  from  New  York  to 
Washington,  about  280  miles  in  length,  which  was  intended  to 
be  operated  by  this  system.     It  was  soon  discovered,  however, 
that  the  transmission  at  high  speeds  was  very  materially  retarded 
by  the  effects  of  induction,  which  caused  the  dots  and  dashes  to 
run  into  each  other  and  become  indistinct  and  illegible.     The 
perforating  apparatus  was  also  found  to  be  to*  ally  inadequate  to 
the  requirements  of  an  efficient  service.     Little,  in  1870,  suc- 
ceeded in  partially  overcoming  the  effects  of  inductive  action  by 
means  of  a  shunt  passing  around  the  receiving  instrument  in 
which  an  adjustable  rheostat  was  inserted.      This  device  ren- 
dered the  recorded  signals  much  more  distinct,  but  still  fell  short 
of  what  was  required.     Soon  afterwards  it  was  discovered  that, 
by  the  insertion  of  an  electro-magnet  in  the  shunt  passing  around 
the  receiving  instrument,  the  signals  at  high  speeds  and  on  long 
lines  were  vastly  improved.    This  effect  is  owing  to  the  opposing 
induced  currents  set  up  by  magneto-electric  action  within  the 
short  circuit  formed  by  the  shunt  and  the  receiving  instrument 
A  keyed  perforator  upon  the  same  general  principle  as  that  of 
Siemens  — (fig.  430)  was  also  introduced,  by  which  the  transmit- 
ting  slip  could  be  prepared  at  a  rapid  rate.     The  perforations,  as 
made  by  this  machine,  are  arranged  in  two  lines  and  grouped  to 
form  the  dots  and  dashes  of  the  telegraphic  characters  in  the 
manner  shown  in  fig.  485.     The  lower  row  of  perforations  are 
of  comparatively  small  size,  and  by  themselves  each  represent 
a  single  dot     The  dash  is  formed  by  two  of  these  smaller  per- 
forations in  the  lower  line  combined  with  a  single  large  perfor- 
ation in  the  upper  line.    The  circuit  closer  of  the  transmitting 
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machine  consists  of  two  small  rollers  running  side  by  side  and 
electrically  connected  together.  As  one  of  these  rollers  runs 
over  the  upper  and  the  other  over  the  lower  line  of  perforations, 
the  effect  produced  by  passing  over  a  group  of  two  small  perfor- 
ations and  one  large  one  is  to  close  the  circuit  three  times  as  long 
as  for  a  single  small  perforation,  so  that,  as  transmitted,  one  dash 
is  equal  to  three  dot& 

The  arrangement  of  circuits  shown  in  fig.  436  is  the  one  which 
has  been  adopted  for  long  circuits.  A  represents  the  transmit- 
ting and  B  the  receiving  station.  At  the  transmitting  station 
two  equal  batteries,  E  and  E^,  are  placed  in  the  main  circuit 
with  their  like  poles  towards  each  other,  and  normally  produce 
no  effect  upon  the  line.  When,  however,  the  battery  Ej  is 
shunted  by  the  closing  at  the  transmitter  of   the  short  circuit, 


I 
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Fuj.  435. 

1,  2,  3,  4,  the  current  of  the  battery  E  passes  over  the  line  to 
the  receiving  station.  When  the  circuit  at  the  transmitter  is 
broken  the  flow  to  line  ceases,  and  the  return  or  static  charge  is 
neutralized  by  the  magneto-electric  discharge  from  the  induction 
coil  M,  which  consists  simply  of  an  electro-magnet  with  its  arma- 
ture permanently  in  contact  with  its  poles.  The  recording 
instrument  at  the  receiving  station  is  shunted  with  a  series  of 
helices  M^  arranged  upon  iron  cores,  the  fonner  being  continuous 
while  the  latter  is  divided  into  sections  which  may  be  connected 
or  disconnected  by  the  insertion  or  withdrawal  of  iron  contact 
plugs,  so  as  to  increase  or  diminish  the  length  of  core  under  a 
single  inductive  action.  In  this  way  the  duration  of  the  dis- 
charge from  the  hehces  may  be  adjusted  to  correspond  with  that 
of  the  lina     It  is  obvious  that  the  discharge  from  the  helices 
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Ml,  which  occurs  at  the  termiiiation  of  each  signal  passing  over 
the  line,  will  be  in  the  reverse  direction  to  the  primary  current, 
and  will  therefore  tend  to  neutralize  and  destroy  that  portion  of 
the  inductive  discharge  from  the  line  which  tends  to  pass 
through  the  receiving  instrument  at  B.  This  effect  is  greatly 
augmented  by  means  of  the  adjustable  condensers  C,  which  are 
arranged  in  connection  with  resistances  r  r  r,  so  that  the  time  of 
the  discharge  may  be  graduated  to  produce  the  best  effect     On 
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Fig.  436. 

very  long  circuits  it  has  been  found  advantageous  to  connect  the 
main  line  with  the  earth  at  one  or  more  intermediate  stations, 
including  in  this  derived  circuit  an  electro-magnetic  coil  of  very 
great  resistance,  as  shown  in  fig.  436.  On  circuits  of  moderate 
length  the  battery  E^  is  dispensed  with  and  an  adjustable  rheo- 
stat is  placed  in  the  wire  3,  so  that  the  current  passing  through 
M  may  be  regulated  to  produce  the  proper  inductive  effect    The 
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condensere  C  are  not  used  except  upon  very  long  circuits.  The 
above  described  improvements  in  the  American  system  are 
nearly  all  included  in  the  patents  of  T.  A.  Edison. 

AUTOMATIC   MECHANICAL   TRANSMITTERS. 

A  certain  class  of  instruments,  which  differ  in  some  important 
respects  from  the  automatic  apparatus  hereinbefore  described, 
and  which  from  their  construction  may  appropriately  be  termed 
automatic  mechanical  transmitters,  have  formed  the  subject  of  a 
series  of  inventions  and  improvements  ever  since  the  first  intro- 
duction of  the  Morse  telegraph,  although  they  have  not  thus  far 
proved  to  be  of  any  especial  value  in  a  practical  point  of  view. 
By  means  of  a  machine  of  this  kind  each  character  of  the  tele- 
graphic alphabet,  however  complex,  is  formed  and  transmitted 
over  the  line  by  a  single  touch  of  a  key,  as  in  the  type  printing 
instrument  Several  inventions  of  this  kind  were  made  and 
abandoned  by  Morse  during  the  experimental  stage  of  his  in- 
vention which  preceded  its  introduction  into  actual  service.  A 
few  years  later  Mr.  A.  F.  Park,  of  Troy,  N.  Y.,  constructed  a 
very  elaborate  and  perfect  transmitter  of  this  kind,  which  gave 
excellent  results.  Many  other  inventors  have  attempted  the 
same  thing,  with  results  more  or  less  satisfactory. 

SIEMENS'S  AUTOMATIC   CYLINDER  TRANSMITTER. 

This  instrument  unites  the  two  functions  of  composing  and 
transmitting  messages  automatically,  by  means  of  a  single  ap- 
paratus of  comparatively  small  dimensions.  These  two  functions 
are  independent  of  each  other,  although  they  are  both  carried 
on  at  the  same  time.  The  cylinder  transmitter  is  placed  directly 
in  the  circuit  of  the  line,  and  the  message  is  composed  by  de- 
pressing the  keys  of  a  keyboard,  as  in  a  type  printing  instrument 
The  rapidity  with  which  the  keys  may  be  manipulated  depends 
upon  the  velocity  of  the  revolving  cylinder,  the  speed  of  which 
is  independent  of  the  working  of  the  keys.  The  message  is  re- 
ceived in  Morse  characters,  but  the  difference  in  the  length  of 
the  signals  and  spaces  does  not  depend  upon  the  time  the  keys 
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are  depressed ;  on  the  contrary,  they  always  appear  of  their 
normal  length,  whether  the  sender  occupies  more  or  less  time 
between  the  depression  of  two  following  keys.  The  spaces  be- 
tween the  words  are  produced  by  a  blank  key.  The  keys  are 
arranged  in  seven  rows  of  seven  keys  each,  in  such  a  manner 
that  the  letters  most  frequently  used  are  placed  most  con- 
veniently to  the  position  of  the  hand. 

The  apparatus  may  be  arranged  to  send  single  or  double 
(alternating)  currents,  with  or  without  earth  discharge,  according 
to  the  circuit  for  which  it  is  required. 

The  transmitting  capacity  of  the  apparatus  depends  upon  the 
rapidity  with  which  the  operator  is  able  to  finger  the  keys.  An 
expert  operator  can  touch  five  keys  per  second,  which  would 
produce  800  characters  per  minute,  equal  to  about  ninety  mes- 
sages per  hour.  The  advantage  which  is  intended  to  be  realized 
by  the  use  of  this  apparatus  is  a  material  increase  of  speed  with- 
out danger  of  defective  formation  of  signals,  as  in  hand  trans- 
mission. The  apparatus  may  be  used  at  any  moment  in  place 
of  the  ordinary  Morse  key.  Fig.  437  is  a  perspective  view  of 
the  instrument,  and  fig.  438  is  a  sectional  view,  showing  the 
essential  parts  of  the  internal  mechanism.  The  most  important 
feature  of  this  is  the  cylinder  D,  which  revolves  upon  its  axia 
The  periphery  of  the  cylinder  is  fitted  with  sliding  pins  s  5, 
placed  close  to  each  other  and  parallel  with  the  axis  of  the 
cylinder.  These,  when  pressed  against  at  one  end  by  the  pusher 
n,  are  displaced  to  a  certain  distance  in  the  direction  of  their 
length.  Groups  of  displaced  pins,  variously  combined,  consti- 
tute types  for  the  automatic  transmission  of  the  telegraphic 
signals.  Thus  three  successive  displaced  pins  represent  a  dash ; 
a  single  displaced  pin  between  two  others  in  their  normal  posi- 
tion a  dot;  one  or  more  not  displaced  represent  a  space  of 
greater  or  less  length. 

By  the  depression  of  a  key  a  group  of  pins  is  displaced  from 
its  normal  position  upon  the  surface  of  the  cylinder,  the  group 
always  corresponding  to  the  character  representing  the  letter 
upon  the  depressed   key.      The  cylinder  is  also  caused  to  re- 
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volve,  by  the  effect  of  a  weight  or  spring,  to  an  extent  corres- 
ponding to  the  length  of  a  given  character,  thus  presenting  a 
new  series  of  pins  to  the  pusher  n. 


Fig.  438. 


Each  key  T  (fig.  438)  is  connected  with  a  vertical  plate  of 
metal  S  in  such  a  manner  that  when  it  is  dei)ressed  the  corres- 
ponding plate  S  is  pushed  forward.     The  projections  upon  the 
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edges  of  these  plates  (which  of  course  are  differently  arranged 
for  each  letter)  push  forward  a  series  of  horizontal  slides  Q  Q, 
of  which  there  are  nineteen  in  all,  each  operating  upon  a 
separate  pivoted  lever  EL  Each  of  these  levers  is  provided  with 
a  pusher  iu  When,  therefore,  the  slides  Q  Q  are  pressed  for- 
ward they  act  upon  the  levers  H,  which  in  turn  push  forward 
the  sliding  pins  s  «,  by  means  of  the  pushers  n.  A  pointer  2, 
connected  to  the  axis  m  (upon  which  the  cylinder  D  rotates  in- 
dependently), is  geared  to  the  clockwork  within  the  cylinder, 
and  is  set  in  motion  by  the  spring  F,  which,  being  attached  to 
the  spindle  m,  is  made  to  wind  up  each  time  the  cylinder  rotates. 
The  cylinder  is  provided  with  ratchet  teeth  c,  in  which  engages 
a  spring  pawl  a,  having  an  inclined  projection  f^  »nd  whenever 
this  pawl  is  engaged  with  the  ratchet  teeth  the  cylinder  remains 
at  rest  When  one  of  the  levers  H  is  moved  by  the  action  of  a 
finger  key,  so  as  to  displace  one  or  more  of  the  sliding  pins  «, 
these  latter  at  the  same  moment  disengage  the  pawl  a,  and  the 
cylinder  D  revolves  by  the  action  of  the  clockwork  until  the 
pawl  a  again  drops  into  gear.  The  pawl,  however,  is  kept  out 
of  gear  so  long  as  any  of  the  projecting  pins  s  are  passing  by  its 
inclined  \  rojection  f^  and  the  width  of  the  latter  is  sufficient  to 
allow  the  cylinder  to  revolve  for  an  additional  distance,  which 
corresponds  to  the  ordinary  space  between  the  characters.  It 
may  here  be  remarked  that  the  pushers  n,  after  acting  upon  the 
sliding  pins,  pass  beneath  the  line  of  the  pins  and  do  not  there- 
fore impede  the  motion  of  the  cylinder  D. 

The  pins,  after  passing  the  pawl  a,  are  carried  round  with  the 
cylinder  in  their  protrurled  position,  and  the  pointer  i  in  passing 
over  them,  causes  the  contacts  to  be  made  by  which  the  currents 
are  transmitted  to  the  line.  This  is  accomplished  in  the  follow- 
ing manner :  Upon  the  pointer  i,  near  its  axis,  is  mounted  the 
bell  crank  lever  r,  to  one  arm  of  which  is  jointed  a  rod  which 
extends  along  the  pointer  beyond  its  extremity,  while  to  the 
other  arm  is  jointed  a  similar  rod,  which  extends  axially  through 
a  hollow  part  of  the  spindle  m,  on  which  the  pointer  is  mounted. 
When  the  pointer  i  passes  over  a  projecting  pin  the  radial  rod 
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is  pushed  inward,  which  causes  the  axial  rod  to  be  pushed  out- 
ward, thus  actuating  the  contact  lever  C,  which  acts  like  an 
ordinary  key  and  transmits  the  signals  to  the  line. 

After  the  pins  s  s  have  performed  their  office  they  pass  under 
a  fixed  incline,  which  restores  them  to  their  normal  position. 

The  pointer  t,  together  with  the  cylinder  D,  makes  jerking 
rotations  independent  of  its  own  motion  in  the  opposite  direc- 
tion, the  speed  of  the  pointer  being  regulated  by  the  fan  V« 
According  to  the  greater  or  less  rapidity  with  which  the  opera- 
tor presses  down  the  successive  keys  T  T,  either  the  jerking 
movement  of  the  cylinder  or  the  contrary  movement  of  the 
pointer  will  prevail ;  that  is  to  say,  in  the  former  case  the  pointer 
will  be  carried  further  round,  awaj''  from  the  stop  A,  while  in 
the  latter  case  it  will  approach  the  stop,  moving  in  the  opposite 
direction,  or  in  other  words,  the  store  of  prepared  letters  between 
the  stop  A  and  the  pointer  i  will  be  either  diminished  or  aug- 
mented. The  entire  rotation  of  the  pointer  is  somewhat  less 
than  one  revolution,  and  as  soon  as  the  pointer  reaches  the  limit 
of  the  movement  which  is  allowed  for  storing  the  letters  which 
are  to  be  telegraphed  automatically,  a  bell  is  struck,  which  indi- 
cates to  the  operator  that  the  speed  of  fingering  the  keys  should 
be  lessened.  As  soon  a^  the  operator  stops  working  the  keys 
no  more  pins  are  pushed  out,  the  pawl  a  drops  into  the  ratchet 
teeth  and  stops  the  movement  of  the  cylinder,  while  tlie  pointer 
I,  which  may  at  the  time  be  some  distance  behind,  will  still  con- 
tinue to  revolve  until  it  comes  in  contact  with  the  stop  A. 

This  apparatus  has  been  employed  on  the  line  between  Berlin 
and  Breslau,  in  Germany,  and  is  said  to  have  given  very  satis- 
factory results,  its  speed  of  transmission  being  somewhat  greater 
than  that  of  the  Hughes  apparatus. 

SIEMENS'S  AUTOMATIC  CHAIN   TRANSMITTER 

This  apparatus  somewhat  resembles  that  last  described,  except 
that  it  is  designed  to  produce  Steinheil's  writing,  consisting  of 
groups  of  dots  arranged  in  two  lines,  instead  of  Morse's.  The 
sliding  pins,  instead  of  being  disposed  on  the  periphery  of  a  cyl- 
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inder,  are  carried  by  an  endless  chain.  The  displacing  of  the 
pins  is  effected  in  much  the  same  manner  as  that  last  described 
There  are,  however,  two  contact  levers,  one  of  which  is  operated 
by  the  pins  which  are  made  to  pmject  to  the  right,  and  the 
other  by  those  which  project  to  the  left  One  contact  lever 
sends  positive  and  the  other  negative  currents  to  the  line.  For 
the  rest  the  apparatus  is  very  nearly  ihe  same  as  the  cylinder 
transmitter. 

SIEMENS'S   AUTOMATIC  TYPK-PRINTIKG  TELEGRAPH. 

This  apparatus  was  invented  in  1878,  and  so  far  as  external 
appearance  is  concerned,  is  very  similar  to  the  cylinder  trans- 
mitter illustrated  in  fig.  437.  The  internal  mechanism  will  be 
understood  by  reference  to  fig.  439.  The  message  to  be  sent  is 
composed  in  the  usual  manner  by  depressing  the  keys  in  proper 
succession  upon  the  key-board.  By  means  of  two  groups  of 
levers  Hj  and  Hg,  the  sliding  pins  s  s  are  displaced  in  one  di- 
rection or  the  other  upon  the  periphery  of  the  cylinder  D.  The 
displaced  pins  operate  upon  two  contact  levers  C^  and  Cg, 
exactly  as  in  the  apparatus  illustrated  in  fig.  438,  and  as  the 
same  letters  of  reference  are  used  the  detailed  description  need 
not  be  repeated.  The  contact  levers  C^  and  Cg  transmit  posi- 
tive and  negative  currents  of  equal  length  into  the  line,  by 
means  of  which  the  type-wheel  at  the  receiving  station  is  con- 
trolled ;  that  is  to  say,  the  letter  which  is  to  be  transmitted  is 
brought  into  position  to  be  printed.  To  accomplish  this  the 
type- wheel  is  provided  with  a  double  escapement ;  the  escape- 
ment, set  in  motion  by  currents  of  one  polarity,  advances  the 
type- wheel  by  leaps  of  four  letters  at  a  time,  while  that  set  in 
motion  by  cun-ents  of  the  other  polarity  advances  it  but  a  single 
letter.  The  key-board  does  not  contain  the  numerals,  which 
latter  are  expressed  by  letters,  preceded  and  followed  by  a  special 
.sign,  and  the  inventor  thus  succeeded  in  reducing  the  number  of 
pulsations  required  to  bring  the  type-wheel  to  any  given  letter 
to  a  maximum  of  eight  The  twenty  seventh  division  of  the 
type-wheel  is  blank,  because  twenty-seven  steps  cannot  be  made 
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Fig,  439. 

by  less  than  nine  pulsations,  six  leaps  of  four  letters  and  three  of 
one  letter  each.  Consequently  thirty-one  divisions  of  the  type- 
wheel  are  available  for  producing  twenty-nine  letters  and  signs, 
the  thirtieth  division  being  reserved  for  the  special  sign  for  in* 
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dicating  numerals,  and  the  thirty-first  for  the  space  between  the 
words.  The  type-wheel  returns  to  the  zero  point  after  the  print- 
ing of  each  letter.  The  speed  of  this  printer  is  very  consider- 
able, as  when  the  letters  are  arranged  in  proper  succession  but 
three  or  four  pulsations  on  an  average  are  required  for  each  let- 
ter, and  the  action  of  the  printing  mechanism  and  the  return  of 
the  type- wheel  to  zero  follows  almost  instantaneously. 

It  will  be  seen  that  this  printer  possesses  the  peculiarity  that 
the  operator  may  finger  the  keys  with  great  irregularity  provided 
it  is  done  in  proper  succession,  and  that  the  letters  are  stored  up, 
as  it  were,  in  the  transmitter,  and  sent  off  with  regularity  and 
precision  by  the  action  of  the  mechanism. 

PHELPS'S   AUTOMATIC  TYPE   PRINTING  TELEGRAPH. 

A  modification  of  the  electro-motor  type  printer,  described  in 
Chapter  XXXIV,  has  been  made  by  Mr.  Phelps,  in  which  the 
somewhat  complex  transmitting  mechanism  is  replaced  by  a 
circuit-closer  actuated  automatically  by  a  perforated  strip  of 
paper.  The  circuit  is  not  closed  directly  through  the  perfora- 
tions, but  by  means  of  a  device  arranged  upon  somewhat  the 
same  principle  as  the  Wheatstone  automatic  transmitter.  It  will 
easily  be  understood,  from  the  description  which  has  already 
been  given  of  the  printing  mechanism,  that  it  is  only  necessary 
that  tLe  distances  between  the  successive  perforations  should 
correspond  with  mathematical  accuracy  to  the  distances  apart 
upon  the  type-wheel  of  the  successive  lettera  which  they  repre- 
sent, and  that  the  strip  should  be  carried  along  synchronously 
with  the  type-wheel  of  the  receiving  instrument,  to  insure  the 
proper  reception  and  printing  of  the  message. 

In  order  to  prepare  the  paper  strip  for  automatic  transmission 
Mr.  Phelps  has  invented  a  perforating  machine  operated  by  a 
key-board  precisely  like  that  of  the  electro-motor  instrument 
By  depressing  the  proper  keys  in  succession,  the  respective  single 
perforations  which  represent  the  various  characters  are  made 
in  the  paper  band  at  the  precise  distances  apart  required. 
Another  valuable  feature  of  this  perforator  consists  in  the  addi- 
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tion  of  a  type-wheel  by  means  of  which  each  letter  of  the  des- 
patch is  printed  above  the  perforation  representing  it,  and  by 
the  same  movement  of  the  mechanism.  The  perforator  may  be 
readily  operated  at  a  moderate  rate  of  speed  by  an  unskilled 
person,  and  hence  it  is  possible  for  correspondents  who  desire  to 
do  so,  to  prepare  their  own  messages  by  means  of  one  of  these 
machines,  and  it  would  also  be  possible  for  a  telegraph  company 
to  ti-ansmit  these  prepared  messages  at  a  very  low  rate.  A 
skilled  operator  can  work  Mr.  Phelps's  perforator  at  the  rate  of 
fifty  or  sixty  words  per  minute  with  ease. 

C.  H.  G.  Olsen,  a  Norwegian  mechanician,  has  quite  recently 
adapted  a  similar  automatic  arrangement  to  the  Hughes  instru- 
ment, which  was  exhibited  in  1875  at  the  telegraphic  conference 
in  St  Petersburg. 

jaite's  system  of  telegraphy. 

The  telegraphic  system  invented  by  G.  Jaite  of  Berlin,  in 
1868,  may,  perhaps,  be  properly  included  among  the  descriptions 
of  automatic  telegraphs,  although  the  automatic  feature  is  in  a 
great  measure  subsidiary  to  the  main  purpose  of  the  invention, 
which  is  to  provide  a  means  of  working  at  a  high  speed  to  any 
distance  however  great  This  is  accomplished  by  the  use  of 
what  may  be  termed  a  mechanical  repeater,  which  re- transmits  the 
signals  by  means  of  mechanism  set  in  action  by  a  sensitive 
electro-magnet 

Jaite's  apparatus  does  not  record  the  dots  and  dashes  of  th 
Morse  alphabet,  but  resembles  Steinheil's,  inasmuch  as  the  writ 
ing  consists  solely  of  dots  grouped  in  two  lines.  The  two  lines 
of  dots  are  produced  by  positive  and  negative  currents  of  equal 
duration,  which  are  transmitted  by  means  of  two  Morse  keys  Tj 
and  T^  (see  fig.  440,  which  is  a  perspective  view  of  the  complete 
apparatus).  The  arrangement  of  the  keys  with  respect  to  the 
battery  and  the  line  and  earth  wires  is  shown  in  fig.  441,  in 
which  k  and  k^  are  the  key  axes,  n  and  n^  the  front  contacts, 
and  0  and  Oj  the  rear  contacts.  B  is  the  main  battery.  When 
the  left  hand  key  is  depressed  a  positive  or  copper  current  is 
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sent  to  line,  while  the  right  hand  key  in  like  manner  sends  a 
zinc  or  negative  current 

The  receiving  apparatus  consists  of  two  electro-magnets  E^ 
E,  (fig.  440)  whose  cores  are  normally  polarized  by  permanent 


rzz 


J  I 


-=-^ 


rx 


'I— "i 


Fig.  441. 

magnets,  exactly  as  in  the  Hughes  apparatus  (page  625). 
When,  therefore,  no  current  is  passing,  the  armatiires  of  both 
electro-magnets  are  attracted  by  their  poles.  If  by  means  of  the 
key  Tj  a  positive  current,  or  by  the  key  T,  a  negative  pulsa- 
tion or  dot  is  sent  over  the  line,  then  one  or  the  other  armature 
is  released  and  dies  off  by  the  action  of  a  spring,  as  in  the 


Fig.  442. 

Hughes  instrument,  and  striking  one  of  the  detent  levers  Uj 
Ug  causes  the  corresponding  axis  carrying  a  cam  x^  or  Xg  to 
make  a  revolution.  This  is  effected  by  coupling  the  front  por- 
tion of  the  axis,  which  is  normally  stationary,  to  the  rear  portion, 
which  is  kept  in  constant  revolution  by  the  clockwork  K  driven 
by  a  weight  or  spring. 
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The  record  is  made  by  circular  perforations  in  the  paper  strip, 
which  represent  dots,  and  are  not  only  more  legible  than  any 
other  mode  of  marking,  but  the  strip  may  be  used  without 
further  preparation  for  automatic  transmission  over  another  cir- 
cuit The  perforating  mechanism  is  clearly  shown  in  fig.  442. 
The  revolution  of  the  cam  a,  in  the  direction  of  the  arrow  lifts 
the  arm  v,  and  depresses  the  arm  A,  of  the  punch  lever.  The 
paper  strip  is  fed  through  between  the  plates/  and  d  and  the 
junch  is  driven  through  it  by  the  depression  of  A,,  while  the 
spiral  spring  underneath  returns  the  latter  to  its  position  again 
when  the  pressure  is  withdrawn.  Upon  the  completion  of  a 
single  revolution  the  cam  x,  is  caught  by  the  detent  lever  U,, 
which  in  the  meantime  has  returned  to  a  state  of  rest  A 
revolving  circuit  closer  or  commutator  on  the  same  axis  with  the 
cam  x,  serves  to  retransmit  the  pulsation  into  the  next  circuit 
without  shortening  it,  as  the  ordinary  repeater  does,  and  this 
operation  may  be  repeated  indefinitely  upon  any  number  of 
circuits. 

It  would  require  too  much  space  to  refer  in  detail  to  the  great 
number  of  other  methods  of  automatic  telegraphy  of  more  or 
less  value  which  have  been  suggested  from  time  to  time.  It 
may,  however,  be  mentioned  that  Mr.  C.  Westbrook,  of  Penn- 
sylvania, in  1867  constructed  an  automatic  transmitter  in  which 
the  embossed  characters  produced  by  the  Morse  register  upon  a 
strip  of  paper  were  used  instead  of  perforations  to  operate  the 
circuit  closing  mechanism,  and  which  gave  very  satisfactory 
results  on  an  exi)erimental  trial 
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AUTOGRAPHIC  OR  COPYING  TELKGRAPHa 

The  autographic  telegraph  has  never  been  practically  employed 
to  any  considerable  extent  in  the  transmission  of  messages.  The 
reason  of  this  is  partly  because  the  rate  of  transmission  has 
^nerally,  if  not  always,  been  too  slow  to  enable  them  to  be 
profitably  employed  for  the  transmission  of  ordinary  communi- 
<^tions,  and  partly  because  the  occasions  which  require  the  pro- 
duction of  an  autographic  copy  of  a  message  are  compara- 
ratively  infrequent  From  the  fact  that  no  skilled  labor  is 
necessarily  required  for  the  transmission  of  despatches  upon 
this  plan,  the  original  copy  being  prepared  by  the  sender  of 
the  message,  and  the  received  copy  being  in  condition  for 
immediate  delivery  as  it  comes  from  the  instrument^  many 
have  regarded  the  autographic  process  as  one  destined  in 
future  to  furnish  a  less  expensive  mode  of  telegraphing  than 
any  hitherto  in  use.  Much  remaina  to  be  done,  however, 
before  the  realization  of  these  expectations  can  be  regarded 
as  in  any  degree  probable,  although  some  of  the  methods 
already  invented  exhibit  a  high  degree  of  ingenuity,  and 
under  favorable  conditions  have  produced  very  excellent  re- 
sults. 

bakewell's  copying  telegraph. 

In  1850  a  copying  telegraph  was  brought  out  by  Mr.  F.  C, 
Bakewell,  of  London,  by  which  despatches  were  transmitted 
in  the  actual  handwriting  of  the  sender.  The  apparatus  is 
represented  in  fig.  448.  c  is  a  metallic  cylinder  which  revolves 
at  a  rapid  and  uniform  rate  by  means  of  a  system  of  clock- 
work M.  A  toothed  wheel  upon  one  end  of  the  cylinder  gears 
into  a  pinion  upon  an  axis  which  is  parallel  to  that  of  the 
cylinder,  and  has  a  fine  screw  thread  cut  upon   it  for  its  en- 
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tire  length.  The  nut  q  is  capable  of  moving  laterally  upon  the 
screw  thread,  and  carries  an  arm  to  which  is  attached  a  metallic 
style  or  tracer  r,  the  end  of  which  rests  upon  the  surface  of 
the  cylinder  c  It  will  readily  be  understood  from  the  arrange- 
ment of  the  mechanism  that  when  the  cylinder  revolves  the 
tracer  will  be  carried  along  laterally  by  the  thread  of  the  screw, 
and  will,  therefore,  describe  a  continuous  spiral  line  upon  the 
surface  of  the  cylinder.  Both  the  stations  in  correspondence 
are  provided  with  the  same  apparatus.  At  the  sending  station 
the  message  is  written  upon  a  sheet  of  tin  foil,  or  paper  hav- 


Fig,4AZ, 

ing  a  metallic  conducting  surface,  with  a  pen  dipped  in  a  non- 
conducting ink  or  varnish — for  example,  a  solution  of  resin  in 
alcohol.  The  letters  thus  written  form  upon  the  conducting 
surface  a  number  of  non-conducting  lines,  which  suffice  to  m- 
terrupt  the  electric  contact,  although  the  deposit  of  resinous 
matter  is  so  slight  as  not  to  be  perceptible  to  the  touch.  At  the 
receiving  station  a  sheet  of  paper  of  the  same  size  is  used,  this 
being  chemically  prepared  in  the  same  manner  as  the  paper 
used  for  Bain's  method.     The  arrangement  of  the  connections. 
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is  shown  in  fig.  444.  The  line  wire  L  forms  a  connection 
between  the  respective  cylinders  c  and  c',  througli  the  frame 
of  the  clockwork  M  Mj.  R  R^  are  the  keys,  and  B  B^  the 
main  batteries ;  the  remaining  connections  will  be  readily  un- 
derstood, from  the  diagi-ani. 


The  message  on  tin  foil  is  fixed  round  the  cylinder  c,  at  the 
transmitting  instrument,  which  instrument  is  a  counterpart,  in 
its  mechanical  arrangements,  of  the  receiving  one,  and  either 
of  them  may  be  used  to  transmit  or  receive  messages.  The 
metal  style  r  which  is  in  connection  with  tlie  batterj'^,  presses 
on  the  tin  foil,  and  is  carried  along  by  an  endless  screw  as  the 
-cylinder  revolves,  exactly  in  the  same  manner  as  the  iron  wire 
that  draws  lines  on  the  paper  on  the  receiving  instrument, 
which  is  arranged  on  the  electro-chemical  plan  of  Bain.  The 
varnish  writing  when  interposed  between  the  style  and  the 
tin  foil,  interrupts  the  electric  current;  consequently,  at  eveiy 
part  where  the  electric  current  is  interrupted  by  the  varnish 
at  one  instrument,  the  style  ceases  to  make  marks  upon 
the  paper  at  the  other  station.  Both  cylinders  are  so  reg- 
ulated that  they  rotate  exactly  together;  therefore,  the  suc- 
cessive  breaks   of   the    electric   current  by  the  varnish  letters 
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cause  corresponding  gaps  to  be  made  in  the  lines  on  the 
paper ;  and  the  succession  of  these  lines,  with  their  successive 
gaps  where  the  letters  occur,  produces  on  the  paper  of  the 
receiving  instrument  the  exact  forms  of  the  letters.  The 
letters  appear  of  a  white  or  pale  color  on  a  ground  of  blue 
lines,  there  being  about  nine  or  ten  lines  drawn  by  the  wire 
to  make  one  line  of  writing. 

Bakewell  used  an  electro-magnetic  governor  to  attain  synchro- 
nism in  the  movements  of  the  two  apparatus,  without  which  it 
would  certainly  have  been  impossible  to  have  obtained  any 
satisfactory  results. 

CROS'S  COPYING  TELEGRAPH. 

M.  Charles  Cros,  of  Paris,  has  invented  a  chemical  copying 
telegraph,  which  difiers  in  construction  from  that  of  Bakewell 
in  the  style  travelling  round  the  cylinder,  instead  of  the  latter 
turning  underneath  the-  style,  and  in  the  adjustment  of  the 
synchronism  six  times  during  every  revolution.  The  apparatus 
consists  of  a  clockwork  driven  by  a  heavy  weight,  and  giving  a 
horizontal  motion  to  the  cylinder  and  a  rotary  motion  to  an  axis 
carrying  the  style.  The  style  is  fixed  to  the  end  of  an  elbow 
piece,  and  travels  round  the  cylinder,  always  in  the  same  plane; 
but  as  the  cylinder,  when  the  apparatus  is  in  motion,  is  moved 
sideways,  the  style  describes  upon  its  surface  a  long  line  in  the 
form  of  a  close  helix.  The  styles  of  the  two  apparatus  do 
not  move  regularly,  but  are  arrested  and  released  six  times  in 
every  revolution,  for  the  purpose  of  regulating  the  synchronism. 
When  one  apparatus  goes  faster  than  the  other,  its  style  is 
arrested  by  the  armature  of  an  electro-magnet,  until  the  slower 
one  has  come  up  with  it  and  closed  the  circuit  which  releases 
them  together. 

CASELLl'S  PANTELEGRAPH. 

As  early  as  1856  Abbd  Caselli  made  his  first  experiments  with 
his  electro-chemical  copying  telegraph,  at  Florence,  Italy,  and 
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the  following  yeax  a  working  model  was  constructed  for  him  by 
Froment,  of  Paris.  For  several  years  Caselli  devoted  himself  to 
the  improvement  and  perfection  of  his  invention,  and  in  1865  it 
was  introduced  iuto  practical  service  both  in  France  and  Kussia, 
Caselli's  apparatus  is  really  an  improved  form  of  Bakewells  in- 
vention. It  consists  substantially  of  three  parts — the  recording 
or  writing  apparatus,  the  mechanism  for  regulating  the  synchro- 
nism and  the  system  of  auxiliary  batteries  for  charging  and  dis- 
charging the  lina 

A  front  elevation  of  Caselli's  apparatus  is  shown  in  fig.  445, 
two  exactly -similar  instruments  being  employed  at  the  two  cor- 
responding stations.  A  pendulum  L,  about  six  feet  in  length,  is 
suspended  from  the  top  of  an  iron  frame  P  Q.  The  boh  M  of 
the  pendulum  is  of  iron,  loaded  with  lead,  and  weighs  about 
16  lbs.  The  latter  swings  between  two  electro-magnets,  E  and 
E',  which  become  alternately  magnetic  by  the  action  of  a 
local  battery  0  B,  whose  circuit  is  closed  through  them  alternately 
by  the  action  of  the  second  pendulum  U.  The  alternate  action 
of  the  electro-magnets  E  E'  serves  to  keep  the  pendulum  L  in 
motion,  and  through  this  the  remainder  of  the  mechanism.  At  the 
right  side  of  the  frame  are  two  curved  metallic  tablets  XX',  one  of 
which  is  shown  in  fig.  445  ;  upon  this  is  placed  the  original 
message  which  is  to  be  transmitted  at  the  sending  station,  or  the 
prepared  paper  at  the  receiving  station.  Each  instrument  having 
two  of  these  tablets  it  is  possible  to  transmit  and  receive  a  mes- 
sage at  the  same  time.  As  the  two  tablets  X  and  X'  are  exactly 
alike,  it  will  only  be  necessary  to  refer  to  one  of  them  in  this 
description.  Above  the  tablet  X  a  frame  p  qis  mounted  upon 
a  vertical  lever  A  B  (fig.  446),  which  turns  upon  its  centre  on  a 
horizontal  axis.  The  connecting  rod  Z  is  jointed  to  tlie  lower 
end  B  of  the  lever,  and  to  the  pendulum  rod  L.  Thus  the 
swinging  of  the  pendulum  rod  causes  the  frame  p  qto  move  to 
and  fro  over  the  convex  surface  of  the  tablet  X.  The  adjustable 
counterpoise  K  K'  serves  to  balance  the  weiglit  of  the  irnmep  q 
upon  the  centre  of  motion  of  the  lever  A  B,  which  is  coincident 
with  the  axis  of  the  cylinder  of  which  X  is  a  segment. 
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The  frame  p  q  carries  a  shaft  provided  with  two  screw  threads 
V  v',  each  of  which  is  clasped  by  a  nut  to  which  is  attached  a 
clamp  a.  At  each  complete  revolution  of  the  shaft  the  clamps 
are  caused  to  move  laterally  the  distance  of  one  turn  of  the  screw 
thread. 

The  revolution  of  the  screw  is  effected  by  an  escape  wheel  0 
(figs.  446  and  447)  of  twelve  teeth.  A  fork  E  (fig.  447)  is  pivoted 
to  the  lever  A  B,  and  carries  two  pallets,  r  r\  which  alternately 
act  upon  the  escape  wheel.  The  fork  is  pushed  back  and  forth 
at  the  end  of  each  stroke  by  means  of  the  tappets  h  h\  which 
^ternately  strike  against  the  set-screws  m  n.     Hence,  at  each 


I'Hg.  446. 

oscillation  of  the  lever  A  B  towards  m  or  r/,  the  ratchet  wheel  0 
and  the  screws  v  v'  turn  through  one  twenty-fourth  of  a  complete 
revolution,  and  consequently  the  clamp  a  is  moved  laterally  one 
eighth  of  a  milHmetre. 

If  a  style  be  fixed  in  the  clamp  a  (fig.  446)  so  as  to  press  by 
its  elasticity  against  the  surface  of  a  sheet  of  paper  laid  upon  the 
tablet  X  and  leave  a  mark  upon  it,  it  is  evident  that  by  the  oscil- 
lation of  the  frame  ;>  q,  arid  the  lateral  motion  at  right  angles, 
caused  by  the  screw  v  v\  the  whole  surface  of  the  sheet  Would 
be  covered  with  parallel  ruled  lines  one  eighth  of  a  millimetre 
apart     The  apparatus,  however,  is  so  arranged  that  the  style 


Digiti 


ized  by  Google 


748 


AUTOGRAPHIC  OR  COPYING  TELEGRAPHS. 


is  lifted  from  the  paper  while  passing  in  one  direction  over  the 
tablet  X,  and  in  like  manner  upon  the  other  tablet  while  pass- 
ing in  the  opposite  direction.  The  mechanism  by  which  this 
movement  is  effected  is  shown  in  figs.  447  and  448. 

Two  metallic  bars  C  and  c  are  arranged  parallel  with  the 
screw  V,  and  are  of  the  same  length  of  the  latter.  Their  position 
is  shown  in  the  detached  cross  section,  fig.  448.  The  bar  C  is 
fixed  and  is  loosely  surrounded  by  a  quadrangular  piece  which 
is  connected  by  a  joint  with  the  nut  a'.     The  other  bar  c,  on  the 


Fig,  U1.  Fig,  448. 

contrary,  terminates  in  pivots,  one  of  which  carries  an  arm  f 
(fig.  430).  The  clamp  or  wire  holder  a  is  attached  to  the  bar  c, 
as  shown  in  fig.  448.  When  at  the  end  of  the  stroke  the  tappet 
h  strikes  the  stop  m,  and,  acting  upon  the  arm  /,  lifts  the  style 
from  the  paper  by  slightly  turning  the  bar  c  upon  its  pivots.  The 
arm  I  in  like  manner  acts  to  drop  the  style  upon  the  paper  on 
the  tetum  movement. 

The  synchronism  of  the  corresponding  instruments  is  main- 
tained by  means  of  a  pendulum,  as  follows :  The  current  which 
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actuates  the  electro-magnets  E  E'  is  derived  from  the  local  bat- 
tery 0  B  of  considerable  power.  From  the  positive  pole  of  this 
battery  the  current  proceeds,  as  shown  by  the  fine  dotted  line  in 
fig.  445,  to  a  commutator  controlled  by  a  clockwork  and  pendu- 
lum U,  which  latter  is  exactly  one  fourth  the  length  of  the  pen- 
dulum L,  and  therefore  vibrates"  twice  as  rapidly.  When  the 
pendulum  U  is  in  a  position  of  rest,  the  contact  arm  i  rests 
against  the  stop  g^  and  the  local  circuit  is  continuous  through  the 
wire  b  to  the  contact  plate  F,  which  forms  part  of  a  double  com- 
mutator, set  up  on  both  legs  of  the  frame  and  represented  on  a 


large  scale  in  fig.  449.  From  this  point  the  local  current  pro- 
ceeds alternately  to  the  electro-magnets  E  and  E',  according  to 
the  position  in  which  the  commutators  are  placed  by  the  vibra- 
tions of  the  pendulum  rod  L.  In  order  to  effect  this  a  sliding 
roller  V  is  fixed  upon  the  pendulum  rod,  which,  at  each  half 
oscillation,  alternately  strikes  against  the  two  pivoted  arms  k  and 
V,  Each  of  the  latter  rests  against  a  spring,  the  two  springs 
being  attached  respectively  to  the  contact  plates  F  and  N,  but 
when  in  a  state  of  rest  they  are  slightly  separated  from  the  lower 
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<5ontact  plates  H  and  0.  When  the  pendulum  swings  to  and 
fro  the  roller  V  strikes  against  the  arms  k  and  k'  alternately,  and 
by  depressing  the  springs,  connects  F  with  H  or  N  with  O,  as 
the  case  may  be.  When  the  pendulum  is  in  an  intermediate 
position,  touching  neither  k  nor  k\  the  local  circuit  is,  of  course, 
open  at  F  and  K  When,  however,  the  pendulum  has  nearly 
completed  its  swing,  for  instance,  towards  the  left,  and  contact 
is  made  between  F  and  H,  the  electro-magnet  E'  is  charged  and 
attracts  the  pendlum  bob  M.  The  same  action  takes  place 
alternately  upon  the  opposite  side,  and  these  impulses  are  suffi- 
cient to  keep  the  pendulum  in  motion  and  to  supply  the  slight 
power  needed  to  carry  the  moving  parts  of  the  machine  connected 
with  it 

In  order  to  release  the  pendulum  bob  M  at  the  completion  of 
its  swing,  the  local  circuit  is  broken  at  the  proper  moment  by 
the  pendulum  U  (fig.  445)  by  means  of  a  projecting  arm,  which 
touches  the  knob  i  and  lifts  the  spring  from  the  contact  points/. 
The  same  operation  is  repeated  upon  the  opposite  side,  and  thus 
the  motion  of  the  pendulum  is  kept  up  indefinitely  or  until  ar- 
rested by  means,  hereafter  to  be  described. 

It  will  now  be  easy  to  understand  how  the  synchronism  of  the 
large  pendulum  at  the  sending  and  receiving  station  is  controlled 
by  the  movements  of  the  small  pendulum  U,  which  is,  of  course, 
in  this  apparatus  a  matter  of  the  utmost  importance.  The  knob 
t  (fig.  445)  may  be  adjusted  nearer  to  or  farther  from  the  arm  on 
the  pendulum  U  by  means  of  a  delicate  micrometer  screw.  In 
the  former  case  the  range  of  oscillation  of  the  large  pendulum 
L  decreases,  and  in  the  latter  case  it  increases. 

The  reader  will  now  be  able  to  understand  the  manner  in 
which  messages  are  transmitted  and  received  by  Caselli's  appa- 
ratus. At  the  sending  station  the  message,  or  any  drawing  or 
diagram  which  it  is  desired  to  transmit,  is  written  in  bold  lines 
with  ordinary  ink  upon  silver  paper,  so  called,  which  is  prepared 
expressly  for  the  purpose  by  coating  the  surface  with  tin.  This 
is  fastened  by  clips  upon  the  surface  of  the  tablet  X,  and  through 
the  clips  the  metallic  surface  is  in  connection  with  the  negative 
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pole  of  a  main  battery  and  with  the  earth,  while  the  positive 
pole  of  the  battery  is  attached  to  the  clamp  a  and  to  the  line. 
In  fig.  450  a  2  is  the  metallic  surface  of  the  paper,  L  B  the  line 
battery,  L  the  line,  and  E  the  earth.  When  the  pendulum  at 
the  sending  station  is  set  in  motion,  the  clamp  and  the  style 
attached  thereto  commence  to  traverse  the  entire  surface  of  the 
metallic  paper.  As  long  as  the  style  is  in  contact  with  the 
metallic  surface  the  main  battery  is  shunted  through  wires  1,  2 
and  8,  but  whenever  this  contact  is  broken  by  the  style  passing 
over  the  insulating  writing,  its  current  passes  through  1  to  the 
line  and  through  the  clamp  a  at  the  receiving  station  and  finally 
to  earth.  The  clamp  holds  an  iron  wire  style  which  traverses  a 
sheet  of  paper  laid  on  the  tablet  X,  the  paper  being  chemically 


Fig.  460. 

prepared  according  to  Bain's  method.  As  the  pendulums  at  the* 
receiving  and  sending  stations  swing  in  exact  time  with  each 
other,  it  is  manifest  that  when  the  style  at  the  sending  station 
passes  over  a  line  of  the  non-conducting  writing,  a  correspond- 
ing blue  line  will  be  drawn  upon  the  chemical  paper  at  the  re- 
ceiving station.  After  half  an  oscillation  of  the  pendulum  has 
been  completed  the  styles  are  moved  laterally  one  eighth  of  a 
millimetre,  but  as  the  clamp  and  style  are  lifted  from  the  paper 
during  the  last  half  oscillation  of  the  pendulum,  this  portion  of 
time  occupied  in  its  motion  is  lost,  but  may  nevertheless  be 
utilized  for  sending  another  message  in  the  opposite  direction  by 
means  of  the  duplicate  portion  of  the  apparatus.     After  a  com* 
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plete  oscillation  the  styles  at  both  stations  will  have  moved  latei. 
ally  one  eighth  of  a  millimetra  During  the  first  half  of  the 
second  oscillation  there  will  appear  upon  the  paper  at  the  receiv- 
ing station  a  second  series  of  blue  lines  exactly  parallel  to  the 
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Fig.  451. 

lirst,  and  about  one  eighth  of  a  millimetre  distant  from  them. 
In  this  way  the  two  instruments  continue  to  operate  nntil  the 
style  at  the  sending  station  has  gone  over  the  whole  surface  of 
the  metallic  paper,  and  that  at  the  receiving  station  has  pixxluced 
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in  parallel  ruled  lines  a  copy  of  the  despatch  written  upon 
the  metallic  paper.  A  fac-simile  of  such  a  despatch  as  received 
by  Caselli's  apparatus  is  shown  in  fig.  451  of  the  actual  size.  In 
fig.  449  the  several  parts  of  the  apparatus  are  represented  in 
position  for  transmitting.  A  current  arriving  by  line  wire  1 
proceeds  by  way  of  S  and  G  to  the  clamp  which  carries  the  style, 
thence  through  the  chemical  paper  to  the  tablet  X  and  to  earth. 
If,  on  the  contrary,  a  message  is  to  be  sent,  the  switch  a;  is  turned 
on  2.  The  current  from  the  battery  at  the  sending  station  then 
proceeds  through  J  to  z  and  over  the  switch  to  y,  which  latter  is 
connected  with  U  by  a  wire  not  shown  in  the  figura  From  U 
the  current  passes  by  h'  to  the  contact  S.  Here  it  finds  two 
routes,  as  already  shown  in  fig.  450,  one  direct  to  line  and  the 
other  the  shunt  route  through  the  transmitting  tablet 

1  he  effects  of  inductive  action  in  prolonging  the  signals  upon 
Unes  of  considerable  length,  and  where  the  current  is  broken  and 
<;losed  with  rapidity,  has  been  referred  to  in  connection  with  the 
subject  of  autouiatic  telegraphs  in  a  preceding  chapter.  This 
difficulty  becomes,  a  very  serious  one  in  an  autographic  telegraph, 
as  the  edges  of  the  letters  become,  as  it  were,  blurred  and  illegi- 
ble. The  marks  are  not  of  uniform  color  or  thickness,  but  are 
broadest  in  the-  middle  and  tapered  off  at  the  ends.  The  method 
-adopted  by  Caselli  to  overcome  this  difficulty  will  be  understood 
by  reference  to  fig.  452.  A  represents  the  sending  and  B  the 
receiving  station.  X  is  the  transmitting  and  X'  the  receiving 
tablet  P  is  the  main  battery  at  the  sending  station,  connected  as 
before  explained,  while  'p  and  p'  are  two  auxiliary  batteries  of 
three  cells  each,  placed  in  the  main  circuit  at  each  stati&n,  the 
poles  of  the  latter  being  reverse  to  those  of  the  main  battery  P. 
The  opposing  current  set  up  by  the  batteries  j?  and  j?'  is  not  suffi- 
cient to  materially  weaken  that  of  the  main  battery  P,  but  the 
instant  that  the  latter  is  cut  off  from  the  line  by  the  closing  of 
the  shunt  circuit  through  X,  the  discharging  current  is  met  and 
destroyed  by  the  current  of  the  battery  'p\  and  thus  the  ends  of 
the  lines  upon  the  chemical  paper  are  cut  off  sharply  and  dis- 
tinctly.   At  the  same  time  the  constant  auxiliary  battery  'p  keeps 
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the  line  A  B  constantly  charged,  and  thus,  at  each  closing  of  the 
battery  P,  tends  to  diminish  the  dui*ation  of  the  variable  electric 
condition.  By  this  device  the  successive  pulsations  from  the 
battery  P  are  made  to  succeed  each  other  with  great  rapidity  ; 
even  as  many  as  300  per  second  have  been  sent  without  render- 
ing the  writing  indistinct  Caselli  also  found  that  the  leakages 
which  occurred  by  reason  of  defective  insulation  between  p  and 
p'  had  a  favorable  effect  upon  the  speed  of  transmission.  Acting 
upon  this  suggestion,  when  working  on  very  dry  days  the 
line  between  Paris  and  Marseilles,  a  distance  of  900  kilometres 
(559  miles),  he  made  a  connection  between  the  line  and  the 
earth  at  Dijon,  an  intermediate  station,  in  which  he  inserted  a 


Mg.  452. 

rheostat  of  very  high  resistance.  On  shorter  lines  the  auxiliarjr 
batteries  are  not  required ;  for  example,  on  the  Paris-Lyons  cir- 
cuit the  insertion  of  an  adjustable  leak  is  found  to  be  sufficient 
An  artificial  resistance  or  spark  coil  is  usually  placed  in  the  bat- 
tery circuit  at  the  sending  station,  to  diminish  the  spark  that 
would  otherwise  occur  at  the  opening  and  closing  of  the  shunt 
circuit  upon  the  transmitting  tablet 

In  order  to  exchange  signals  for  various  necessary  purposes,  a 
Morse  apparatus  is  combined  with  the  Caselli  appai-atus  and 
thrown  into  circuit  momentarily  at  the  end  of  each  stroke  of  the 
large  pendulum,  which  renders  a  slight  addition  necessary  to  the 
commutators.      In  fig.  445  M  is  an  ink  writer  and  T  a  key. 
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The  contact  springs  N  and  F,  as  we  have  already  seen,  control 
the  working  of  the  pendulum,  while  D  and  r,  S  and  r'  serve  to 
put  the  Morse  apparatus  in  circuit  at  the  end  of  each  half  oscil- 


Fig.  453. 


lation.  The  arrangement  of  the  connections  is  clearly  shown  in 
fig.  445  and  need  not  be  explained  in  detail.  The  switch  x  is 
turned  on  z  to  transmit  and  on  u  to  receive. 
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When  the  apparatus  is  not  in  use  the  lever  G  G'  is  raised  and 
interrupts  the  contact  between  g'  and  g.  breaking  the  circuit  of 
the  local  battery  O  B.  In  order  that  the  Morse  apparatus  may 
be  in  circuit  when  the  autographic  apparatus  is  not  in  use,  the 
pendulum  is  caught  by  the  stopping  pins  p  or  p'  when  the  lever 
G  G'  is  raised,  which  holds  it  at  one  end  or  the  other  of  its  stroke. 
In  this  position  the  Morse  apparatus  is  directly  in  connection 
with  the  line,  so  that  both  stations  may  exchange  communications 
by  its  means. 

In  the  apparatus  employed  in  France,  a  perspective  view  of 
w^hich  is  shown  in  fig.  453,  the  blue  lines  upon  the  chemical 
paper  have  a  length  of  HI  millimetres  (4.37  inches),  and  this 
distance  is  passed  over  in  about  one  second,  at  each  half  oscilla- 
tion of  the  pendulum.  The  lines  being  one  fourth  of  a  milli- 
metre apart,  it  follows  that  the  time  required  to  go  over  a  de- 
spatch of  the  smallest  size  (27  millimetres  wide)  is  1  minute  48 
seconds.  On  such  a  paper  a  message  of  25  or  30  words  may  be 
written,  and  perfectly  reproduced  at  a  distance  of  300  miles. 
Hence,  45^  despatches,  of  20  words  each,  may  be  sent  per  hour. 
By  making  use  of  finer  writing,  60  despatches  of  20  to  25  words 
have  been  exchanged  in  an  hour  been  Paris  and  Lyons,  but  this 
is  a  speed  difficult  to  obtain  under  average  conditions. 

It  has  been  proposed  to  transmit  Morse  characters  by  the  Cas- 
elli  apparatus,  and  it  is  easy  to  see  how  this  could  be  accom- 
plished, but  it  would  necessarily  be  inferior  to  the  automatic 
apparatus  described  in  the  preceding  chapter. 

Meyer's  autographic  telegrapil 
In  order  to  do  away  with  the  inconveniences  inseparable  from 
the  use  of  chemically  prepared  paper  in  autographic  telegraphy^ 
several  inventors  have  proposed  to  make  use  of  ordinary  paper, 
upon  which  the  marking  may  be  done  with  printing  ink.  A 
system  of  this  kind,  in  common  w^ith  Bakewell's  and  Caselli's, 
involves  the  princij)le  of  the  synchronous  movement  of  two 
similar  parts,  such  as  cylinders,  conducting  plates  or  styles  ;  but 
differs  from  these  in  respect  to  the  receiving  apparatus,  whicb 
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consists  of  a  writing  point  or  marking  wheel  controlled  by  an 
electro-magnet 

One  of  the  most  ingenious  and  effective  of  the  electro-magnetic 


Fig.  454. 


copjring  telegraphs  is  that  of  Meyer,  which  is  represented  in  fig. 
454.     At  each  station  the  synchronously  moving  iron  style  is  re- 
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placed  by  a  cylinder  B,  having  a  single  spiral  rib  forming  a 
screw  of  one  turn  projecting  from  its  circumference.  The 
cylinder  B  revolves  rapidly  by  the  action  of  the  clock  work  M. 
At  the  sending  station  this  screw  glides  over  a  sheet  of  tin  foil, 
upon  which  the  communication  is  written,  as  in  Caselli^s  arrange- 
ment At  the  receiving  station  an  ink-roller,  seen  at  the  left 
and  above  the  cylinder  B,  revolves  in  contact  with  the  edge 
of  the  screw  thread.  Just  beneath  the  cylinder  B  lies  a  band  of 
paper  taken  from  a  continuous  roll,  and  this,  together  with  the 
tin  foil  sheet  at  the  sending  station,  advances  a  small  fraction  of 
an  inch  at  each  revolution  of  the  cylinder. 

At  the  sending  station  the  screw  thread  upon  the  cylinder  B  is 
only  in  contact  with  one  point  upon  the  surface  of  the  metallic 
sheet ;  so  also  at  the  receiving*  station,  only  one  point  upon  the 
paper  band  can  be  in  a  position  to  be  brought  in  contact  with 
the  screw  thread  above  it ;  and  provided  the  movements  of  the 
parts  at  both  stations  are  perfectly  synchronous,  these  points  will 
always  correspond  upon  the  two  separate  instruments. 

At  the  transmitting  station  a  current  is  sent  to  the  line  as  often 
and  as  long  as  the  screw  comes  in  contact  with  the  non-conduct- 
ing writing  upon  the  tin  foil ;  this  is  accomplished  by  a  shunting 
arrangement  similar  to  that  of  Caselli,  consequently,  when  the 
screw  passes  over  the  conducting  metallic  surface,  the  current  is 
cut  off  from  the  Una 

At  the  receiving  station  tlie  current  passes  through  an  electro- 
magnet, whose  action  raises  a  platen  located  directly  under  the 
cylinder  B,  and  the  paj)er  pressing  the  latter  against  the  inked 
edge  of  the  screw  thread,  thereby  produces  an  impression. 
As  the  two  instruments  revolve  synchronously  the  whole  series 
of  marks  will  be  an  exact  reproduction  of  the  writing  upon  the 
copy.  The  synchronism  is  regulated  by  varying  the  position  of 
the  ball  K  upon  the  rod  E,  the  whole  arrangement  forming  a 
conical  pendulum,  which  is  found  to  be  pmctically  efficient 

LENOIR'S  AUTOGRAPHIC   TELEGRAPH. 

This  apparatus  bears  some  resemblance  to  Bakewell's  in  its 
form,  but  the  writing  is  performed  by  electro-magnetic  instead 
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of  electro-chemical  action.  Fig.  455  is  a  plan  of  the  connections 
at  the  sending  and  receiving  stations,  and  fig.  456  is  an  eleva- 
tion of  the  respective  instruments  in  which  the  connections  are 
also  shown.  In  fig.  456  A  and  a  represent  the  frame  enclosing 
the  clockwork,  which  turns  the  hard  rubber  cylinder  B  or  6  at 
the  sending  and  receiving  stations.  C  and  c  are  shafts  having  a 
screw  thread  cut  throughout  their  length,  upon  which  the  blocks 
D  and  d  are  moved  laterally  from  left  to  right  as  the  screws  re- 
volve. The  vertical  axes  F  or  /  are  connected  with  the  cylin- 
ders by  means  of  bevel  gear.     The  cylinders  make  15  revolutions 


L.-B 


Fig.  455. 

per  minute,  while  the  vertical  shaft  makes  150  in  the  same  time. 
The  original  copy  of  the  message  is  written  in  the  usual  manner, 
with  non-conducting  ink  upon  metallic  paper.  This  is  wrapped 
around  the  cylinder  B,  which  is  so  arranged  that  it  may  con- 
veniently be  taken  oflE  for  this  purpose.  While  the  cylinder  is 
revolving  the  metallic  paper  is  connected,  by  means  of  a  contact 
spring  which  presses  against  a  metallic  ring  on  the  end  of  the 
cylinder,  with  the  copper  pole  k  of  the  main  battery  L  B.  The 
point  or  style  E,  which  rests  upon  it,  completes  the  circuit  only 
when  it  touches  the  metallic  paper  in  places  free  from  writing. 
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At  the  receiving  station  the  entire  surface  of  the  cylinder  B 
is  covered  with  a  thin  coating  of  indigo  ink,  and  loosely  wrapped 
in  a  sheet  of  thin  tracing  paper.  The  movable  block  d  carries  an 
electro-magnet  c,  which  has  a  tracing  point  attached  to  its  arma- 
ture. When  the  armature  is  released  the  point  falls  against  the 
paper  by  its  own  weight,  and  by  its  pressure  causes  the  opposite 
side  of  the  paper  to  take  up  ink  from  the  cylinder,  but  when  the 
armature  is  attracted  the  tracing  point  is  removed  from  the 
paper.  At  the  sending  station  the  vertical  axis  F  carries  six 
armatures  radiating  at  equal  distances  apart  like  the  spokes  of  a 
wheel,  which,  as  they  revolve,  pass  successively  over  the  poles 
of  the  two  electro-magnets  H  H :  it  also  communicates  a 
rotary  motion  to  the  conical  pendulum  Gr  above  it,  which  serves 
to  regulate  the  synchronism.  The  shaft /at  the  receiving  station 
•carries  a  fly-wheel  i  in  place  of  the  radial  armatures  at  the 
sending  station,  and  also  a  conical  pendulum  g.  At  the  lower 
end  of  the  same  shaft  is  a  cylindrical  commutator,  having  six 
-conducting  segments  separated  by  insulating  pieces.  As  the 
-commutator  revolves,  the  axis/  is  alternately  put  in  connection 
through  the  contact  springs  m^  andm^  with  the  zinc  and  copper 
poles  of  the  main  battery  LB',  'i'he  axis /is  permanently  con- 
nected with  the  electro-magnet  e. 

The  synchronous  movement  of  the  clockwork  at  the  two 
stations  is  controlled  by  the  action  of  a  relay  R,  the  armature  of 
which  is  adjusted  by  means  of  its  retracting  spring,  so  that  it  re- 
quires the  combined  current  of  the  main  batteries  at  both  ends 
of  the  line  to  move  it 

By  reference  to  the  connections,  as  shown  in  figs.  455  and 
456,  it  will  be  seen  that  the  position  of  the  apparatus  is  such 
that  the  spring  m^  is  insulated,  while  spring  m^  is  in  electrical 
connection  with  L  andy]  If  we  suppose  the  tracing  point  P]  to 
rest  on  that  portion  of  the  metiiUic  paper  not  covered  with  insu- 
lating ink,  the  main  battery  L  B  will  transmit  its  cun-ent  to  the 
line,  passing  through  the  relay  R  (but  not  affecting  it),  and 
thence  through  the  magnet  e  at  the  receiving  station,  causing  it 
to  lift  the  style  from  the  paper,  and  finally  passes  to  the  earth 
by  the  way  of  L  and  spring  m*. 
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If  now  the  clockwork  at  both  stations  be  set  in  motion,  the 
tracing  point  E  will  pass  over  the  non-conducting  lines  of  writing, 
breaking  the  circuit  for  a  greater  or  less  length  of  time,  and 
allowing  the  style  to  fall  back  against  the  paper  for  a  cor- 
responding period  of  time.  While  this  is  going  on,  however, 
the  main  battery  L  B',  at  the  receiving  station,  is  brought 
into  periodical  action  by  the  commutator  L  on  the  vertical 
shaft  yj  and  thus  its  current  is  thrown  upon  the  line,  in  addi- 
tion to  that  of  the  battery  LB,  six  times  during  each  revo- 
utibn  of  the  vertical  shaft/  Each  of  these  pulsations  will 
operate  the  relay  R,  closing  the  circuit  of  the  local  battery 
O  B,  and  thus,  by  means  of  the  electro-magnets  H  H  acting 
upon  the  radial  armature  J,  will  exert  an  accelerating  or  re- 
tarding influence  upon  the  shaft  F.  As  this  correction  is 
applied  six  times  during  each  revolution,  the  movement  of 
the  machinery  at  the  sending  station  is  brought  into  perfect 
accord  with  that  at  the  receiving  station  without  difficulty. 

When  the  tracing  point  E  has  traversed  the  whole  surface 
of  the  copy  upon  the  cylinder  B  at  the  sending  station,  and 
the  style  has  in  like  manner  traversed  the  paper  at  the  re- 
ceiving station,  the  tracing  paper  is  removed  from  the  cylinder, 
and  the  writing  transferred  to  an  ordinary  sheet  of  paper  by 
means  of  a  press. 

Lenoir's  apparatus  is  very  ingenious  in  principle,  and  is  much 
more  simple  than  Caselli's,  while  its  speed  of  transmission  is 
considerably  greater.  In  consequence,  however,  of  the  method 
of  operating  with  two  different  strengths  of  current,  the  syn- 
chronism is  maintained  with  great  difficulty  upon  a  Une  having 
any  escapes  or  faults  which  give  rise  to  fluctuations  in  the 
strength  of  the  working  current 

sawyer's  autographic  telegraph. 

Mr.  W.  E.  Sawyer,  of  Washington,  D.  C,  has  recently  in- 
vented an  autographic  system  possessing  several  novel  fea- 
tures. In  this  method  the  original  messages  are  written  on 
ordinary  writing  paper,  with  common  ink,  containing  a  little 
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glycerine,  to  prevent  its  drying  too  rapidly.  The  writing 
is  then  dusted  with  powdered  shellac,  and  laid,  face  down- 
wards, upon  a  thin  plate  of  clean  zinc.  The  plate  and  paper 
are  next  passed  between  heated  rollers,  by  which  process  a 
reversed  copy  of  the  writing  is  transferred  to  the  zinc  plate 
in  non-conducting  lines,  the  whole  process  occupying  but 
three  or  four  seconds.  The  metallic  plate  is  finally  bent  round 
a  cylinder,  similar  to  that  of  Lenoir's  apparatus,  while  at  the 
receiving  station  a  sheet  of  chemical  paper  is  wrapped  round  a 
similar  cylinder.  Each  cylinder  is  driven  by  a  small  electro- 
motor provided  with  a  heavy  fly-wheel.  The  synchronism  is 
adjusted  at  one  point  during  each  revolution  of  the  cylinders ; 
this  is  effected  by  the  transmission  of  a  pulsation  of  reverse 
polarity,  which  retards  the  movement  of  either  cylinder  in  case 
it  tends  to  run  faster  than  the  other.  The  original  copy  being 
reversed  upon  the  zinc  plate,  it  is,  of  course,  necessary  to  run 
the  receiving  instrument  in  the  opposite  direction,  in  order  to 
bring  out  the  fac-stmile  as  it  should  be.  By  a  peculiar  arrange- 
ment of  the  line  batteries,  which  it  is  difficult  to  explain  without 
a  diagram,  Mr.  Sawyer  has  succeeded  in  overcoming  much  of 
the  difficulty  heretofore  experienced  in  autographic  systems, 
owing  to  the  effects  of  electro-static  induction  upon  long  lines. 
It  is  obvious  that  the  above  described  process  of  transfer- 
ring the  original  messages  from  ordinary  paper  to  a  metallic 
plate  for  transmission,  is  a  vast  improvement  over  the  method 
of  Caselli  and  his  successors,  who,  as  we  have  seen,  make  use  of 
metallic  paper.  The  plate  itself  is  not  only  a  far  better  con- 
ductor, but  the  lines  of  insulating  writing  are  much  harder  and 
sharper,  and  the  transmission  more  exact  and  perfect  than  when 
the  metallic  paper  is  used. 

BONELLl'S  TYPO-TELEGRAPH. 

This  system,  invented  by  the  Chevalier  Bonelli,  of  Italy, 
resembles  somewhat  both  the  automatic  and  autographic  systems 
which  have  been  described.  The  message  to  be  transmitted  is 
first  set  up  in  type  arranged  in  a  single  line,  with  the  necessary 
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punctuation  points  and  spaces.  The  type  are  then  made  to  pass 
underneath  a  comb  having  five  metallic  teeth,  as  shown  at  M  in 
fig.  457.  Bach  of  these  teeth  is  insulated  from  the  others,  and 
is  connected  with  a  separate  line  wire.  At  the  receiving  station 
the  line  wires  L  are  connected  with  five  metallic  styles  N,  which 
also  form  a  comb,  and  these  rest  on  a  strip  of  chemically 
prepared  paper.  The  line  of  type  and  the  chemical  paper  are 
made  to  pass  under  the  respective  combs,  at  a  uniform  rate,  by 
means  of  suitable  clockwork.  The  principle  of  operation  being 
the  same  as  in  Bain's  telegraph,  heretofore  described,  it  will 
readily  be  seen  that  each  letter  passed  over  at  the  sending  station 
will  be  reproduced  at  the  receiving  station  by  five  rows  of 
colored  dashes,  which,  taken  collectively,  represent  in  succession 
the  individual  letters  which  appear  as  shown  in  fig.  457.     The 


ms:w 


Fig.  457. 

accuracy  of  the  synchronism  is  in  this  apparatus  a  matter  of 
comparatively  little  importance.  If  the  receiving  instrument 
runs  slower  or  faster  than  the  sending  instrument  the  letters  will 
be  compressed  or  extended,  but  their  characteristic  form  will 
remain  unaltered. 

Instead  of  iron  Bonelli  found  it  preferable  to  employ  platina 
for  the  material  of  his  marking  styles.  The  paper  is  prepared 
with  a  solution  of  nitrate  of  manganese,  which,  under  the  action 
of  the  current,  produces  nitric  acid,  and  leaves  a  brown  mark. 
Unfortunately  this  solution  is  much  less  sensitive  than  the 
prussiate  of  potash,  and  necessitates  a  more  powerful  current 

The  arrangement  of  circuits  preferred  by  Bonelli  is  shown  in 
fig.  458,  which  represents  a  single  one  of  the  five  wires  em- 


Digiti 


ized  by  Google 


BONELLI'S  TYPO-TELEGRAPH. 


765 


ployed.  I  is  the  sending  and  TI  the  receiving  station.  M  is  the 
platinum  tracing  point  or  circuit-closer  which  traverses  the  type 
A  B.  At  the  receiving  station  N  is  the  marking  point  and  C  D 
the  chemical  paper.  The  main  batteries  P  and  P'  at  the  respec- 
tive terminals  of  the  line,  are  placed  with  like  poles  to  the  line 
(zinc  in  both  cases).  The  copper  pole  of  P  at  the  sending 
station  is  to  the  earth,  while  at  the  receiving  station  the  copper 
pole  of  P'  is  connected  to  the  marking  point  N.  The  chemical 
paper  C  D  rests  on  a  metallic  plate  in  direct  connection  with  the 
earth.  The  main  battery  at  the  sending  station  is  divided  into 
two  unequal  sections  P  and  p,  either  section  of  which  may  be 
used  at  pleasure,  being  thrown  in  or  out  of  circuit  by  a  switch. 
This  battery  is  shunted  by  the  circuit-closer  M  whenever  contact 


I.     P 


L.    n. 
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Fig.  458. 

is  made  with  the  type  A  B,  and  this  permits  the  current  of  the 
battery  P'  to  traverse  the  line  and  make  a  mark  on  the  chemical 
paper. 

On  a  well  insulated  line  the  opposing  batteries  may  be  of 
equal  strength  ;  indeed,  it  is  advantageous  to  make  the  battery 
P'  at  the  receiving  station  somewhat  the  stronger,  tliougli  not 
sufficiently  so  to  mark  the  paper.  If,  on  the  contrary,  the  line 
is  subject  to  considerable  escape  and  leakage,  then  the  battery 
V  -\-  p  should  be  increased,  in  order  to  compensate  for  the  weak- 
ened current  produced  thereby. 

The  apparatus  itself  consists  of  a  car  A  B  (fig.  459),  run- 
ning back  and  forth  on  the  rails  H  H'  and  K  K',  which  form  a 
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track.  The  car  passes  under  two  combs  M  and  N,  M  being  the 
sending  and  N  the  receiving  comb.  On  the  upper  surface  of 
the  car  is  a  metallic  frame  D,  which  holds  the  types,  and  another 
one  C,  which  supports  the  chemical  paper.     These  pass  success- 


ive. 459. 

ively  under  the  combs  M  and  N,  so  that  the  transmission  of  one 
message  is  always  followed  immediately  by  the  reception  of 
another.  At  the  other  station  the  arrangement  is  reversed,  the 
types  being  placed  in  the  rear  and  the  chemical  paper  in  front 


Fig.  460. 

The  combs  M  and  N  are  fixed  upon  hinges  a  6,  and  are  raised 
and  lowered  by  the  car,  as  it  traverses  the  track,  by  means  of 
suitable  projections  c  d  upon  its  sides  (figs.  459  and  460).  A 
third  comb  P  serves  as  a  commutator,  and  is  made  to  connect 
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the  five  line  wires  with  the  earth  by  dipping  into  a  vessel  of 
mercury  Q,  when  a  message  is  to  be  received. 

The  car  is  moved  by  clockwork,  through  the  intervention  of  a 
cord  V.  When  at  rest  it  is  in  contact  with  a  buffer  Z,  at  both 
stations,  in  which  position  it  is  retained  by  means  of  a  detent, 
this  being  so  arranged  as  to  be  released  by  the  action  of  an  electro- 
magnet. The  magnets  at  both  stations  are  connected  with  one 
of  the  line  wires  through  the  buffer  Z ;  hence,  when  the  first 
current  is  sent  they  become  magnetic,  releasing  the  car  and  clock- 
work by  means  of  the  detent  Both  cars  start  at  the  same  time 
and  complete  their  journey  in  15  to  20  seconds,  during  which 
time  two  despatches  of  25  to  80  words  each  are  exchanged.  The 
car  is  then  replaced  in  its  former  position,  supplied  with  a  fresh 
message  in  type  and  another  sheet  of  chemical  paper,  and  the 
-operation  is  repeated. 

Owing  to  the  great  number  of  wires  required,  this  telegraph, 
-although  a  very  ingenious  one,  has  never  proved  to  be  of  any 
commercial  valua  An  American  inventor  has  devised  a  method 
of  perforating  the  Eoman  letters  in  a  strip  of  paper  by  means  of 
a  key-board  perforator,  which  is  an  improvement  upon  Bonelli^s 
type  method,  but  still  remains  open  to  the  same  objections  in  a 
practical  point  of  view. 
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SIMULTANEOUS  TRANSMISSION   IN   OPPOSITE  DIRECJTIONa 

The  various  methods  which  have  been  devised  of  simulta- 
neously transmitting  two  or  more  communications  in  the  same  or 
opposite  directions  over  a  single  wire,  including  the  duplex, 
quadruplex  and  other  similar  combinations,  may  be  appropri- 
ately classed  under  the  general  head  of  multiple  telegraphs. 
The  possibility  of  making  use  of  a  single  wire  for  the  simulta- 
neous transmission  of  two  or  more  communications  seems  to- 
have  first  suggested  itself  to  Moses  G.  Farmer,  of  Boston,  about 
the  year  1852.  He  proposed  to  employ  two  rapidly  revolving 
synchronous  commutators,  one  at  each  end  of  the  line,  which 
would  serve  to  bring  the  latter  successively  and  simultaneously 
into  connection  with  two  or  more  short  branches  at  each  terminus, 
in  each  of  which  ordinary  telegraphic  apparatus  might  be  inserted. 
Thus  the  current  in  the  corresponding  branches  at  either  station, 
though  apparently  continuous,  would  actually  be  composed  of 
rapidly  recurring  synchronous  pulsations.  From  the  difficulty 
of  maintaining  s}Tichronism  between  the  corresponding  instru- 
ments and  other  causes,  nothing  of  practical  value  resulted  from 
the  invention,  though  successful  experiments  were  made  on  a 
small  scale  on  one  of  the  municipal  lines  of  Boston  in  1852. 
The  same  idea,  however,  has  more  recently  been  carried  out  by 
Meyer,  who  exhibited  at  Vienna,  in  1873,  an  apparatus  upon 
this  principle  capable  of  transmitting  four  simultaneous  commu- 
nications, which  will  be  described  hereafter. 

The  methods  of  multiple  transmission  which  within  the  past 
few  years  have  proved  to  be  of  so  much  value  in  practical  tele- 
graphy, are  based  upon  an  entirely  different  principle  from  the 
above,  which  may  be  properly  considered  an  outgrowth  of  the 
invention  of  Dr.  Wilhelm  Gintl,  Director  of  the  Austrian  State 
Telegraphs  in  1853 — an  invention  which  directed  the  labors  of 
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both  European  and  American  inventors  into  a  new  and  fruit- 
fui  field. 

The  different  methods  or  processes  of  multiple  transmission 
may  be  conveniently  classified  as  follows : 

1.  The  simultaneous  ^nsmission  of  two  communications  in 
opposite  directions, 

2.  The  simultaneous  transmission  of  two  conmiunications  in 
the  same  direction, 

3.  The  simultaneous  transmission  of  four  communications^ 
two  in  each  direction. 

The  simplest  of  these  processes  and  the  earliest  to  be  success- 
fully employed  in  practice,  is  that  first  mentioned,  viz.,  simul- 
taneous transmission  in  opposite  directions.  The  conditions  to 
be  fulfilled  in  practically  carrying  out  this  method  of  telegraphy 
are — first,  that  the  receiving  instrument  at  the  home  station  shall 
remain  entirely  unaffected  by  the  movements  of  the  transmitting 
key  at  that  station,  while  at  the  same  time  it  shall  remain  free 
to  respond  to  the  currents  transmitted  by  the  key  at  the  distant 
station  ;  and  second,  that  the  in-coming  currents  from  the  distant 
station  shall  always  be  provided  with  an  uninterrupted  passage 
to  the  earth,  through  the  apparatus  of  the  home  station 

gintl's  method. 
As  previously  stated,  the  first  effort  in  the  direction  of  a  prac- 
tical solution  of  the  problem  in  question  was  made-  by  Dr.  Gintl, 
whose  experiments  were  performed  on  the  line  between  Prague 
and  Vienna  in  July,  1853.  In  Gintl's  method  the  first  condition 
was  fulfilled  by  the  use  of  a  differential  relay — that  is,  a  relay 
whose  helices  are  composed  of  two  distinct  wires,  one  of  which 
is  traversed  by  the  main  line  current,  and  the  other  by  that  of  a 
local  or  equating  battery.  These  coils,  wound  in  opposite  direc- 
tions upon  the  cores,  when  connected  in  their  proper  circuits, 
exert  equal  and  opposite  magnetic  effects  upon  the  relay,  so  that 
when  the  key  is  depressed,  although  the  entire  current  of  the 
main  battery  passes  through  one  wire  of  the  relay,  it  still 
remains  perfectly  unaffected.     In  order  to  close  the  circuit  of 


Digiti 


ized  by  Google 


770       SIMULTANEOUS  TRANSMISSION   IN   OPPOSITE  DIREOTIONS. 

the  main  and  equating  battery  at  the  same  instant  a  double  key 
is  used,  consisting  of  two  separate  levers  insulated  from  each 
other,  connected  together  by  an  insulating  cross-piece,  and 
having  in  front  a  common  knob.  Pig.  461  is  a  plan  of 
Gintl's  arrangement ;  ab  c  and  a'  6'  cVepresent  the  double  key. 
The  equating  circuit  I  II,  represented  by  dotted  lines,  passes 
through  one  wire  of  the  relay  (usually  the  outer  and  thicker). 
It  includes  a  local  battery,  and  is  opened  and  closed  by  the  key 
at  a  b.  The  front  contact  of  the  other  side  of  the  key  is  con- 
nected to  the  positive  pole  of  the  main  battery  L  B,  the  negative 


Fig.  461. 

pole  being  to  earth.  The  middle  contact  or  key  axis  V  is  con- 
nected to  the  other  coil  of  the  relay  by  the  wire  1,  and  thence  to 
the  line  wire  at  2.  The  rear  contact  c'  of  the  key  is  connected 
directly  to  the  earth. 

By  inspecting  the  connections  it  will  be  seen  that  when  the 
double  key  at  station  A  is  depressed,  the  current  of  the  main 
battery  at  that  station  is  sent  to  line  through  one  wire  of  the 
relay,  while  at  the  same  instant  the  circuit  of  the  equating  battery 
passes  in  the  opposite  direction  through  the  other  wire  of  the 
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relay.  If,  therefore,  the  strength  of  the  equating  current  has 
been  properly  adjusted,  the  effect  of  the  current  transmitted  to 
line  will  be  entirely  neutralized,  as  far  as  its  action  upon  the 
home  relay  is  concerned. 

If,  now,  while  the  key  at  station  A  is  transmitting  a  current 
to  the  line,  that  of  station  B  is  also  depressed,  ibe  main  bat- 
tery at  B  is  put  to  line  with  its  poles  reverse  to  that  of  the 
battery  at  A,  and  the  current  of  the  main  line  disappears. 
Thus  the  equilibrium  previously  established  by  the  equating 
battery  is  destroyed,  and  the  relay  at  A  will  give  a  signal 
corresponding  to  the  time,  the  key  at  B  remains  depressed. 
During  the  whole  time  that  the  key  is  kept  down  at  A  the 
relay  at  B  will  respond,  whether  the  key  at  B  is  depressed  or 
not,  because,  as  we  have  seen,  the  effect  of  B's  own  current 
upon  his  relay  is  neutralized  by  his  equating  battery.  If, 
therefore,  both  stations  work  their  apparatus  at  the  same 
moment,  the  respective  relays  will  respond  properly  thereto. 

There  is,  however,  one  position  of  the  apparatus  in  which 
the  signals  transmitted  from  one  station  are  not  perfectly  re- 
ceived at  the  other.  This  is  when,  during  the  manipulation 
at  either  station,  the  lever  of  the  key  is  removed  from  the 
back  contact  c  c'  until  it  touches  the  front  contact  a  a',  or 
vice  versa.  In  these  cases  the  main  circuit  is  momentarily 
interrupted  at  J,  interfering  with  the  signal  which  should  be 
given  by  the  relay  at  the  same  statioh.  Thus,  the  second  of 
the  two  conditions  referred  to  is  imperfectlv  fulfilled  by  this 
apparatus.  In  practice  it  was  also  found  to  be  a  great  and 
insuperable  difficulty  to  maintain  the  balance  between  the 
main  and  equating  circuits  for  any  length  of  tima 

frischen's  method. 
An  important  improvement  upon  Gintl's  method  was  in- 
vented early  in  1854,  by  Carl  Frischen,  an  inspector  of  tele- 
graphs in  Hanover,  and  which  is  in  a  great  measure  free 
from  the  objections  which  proved  fatal  to  the  practical  success 
of   its  predecessor.      As   Frischen's  invention   is   the  basis  of 
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some  of  the  most  successful  methods  of  duplex  telegraphy 
now  in  use,  its  construction  and  the  principles  of  its  opera- 
tion will  be  explained  in  detail.  Pig.  462  is  a  diagram  showing 
the  arrangement  at  one  of  the  terminal  stations,  the  other,  of 
course,  being  a  duplicate  of  it.  R  is  the  receiving  relay  provided 
with  two  separate  coils,  so  arranged  that  when  equal  currents 
pass  through  them  they  will  exert  an  equal  and  opposite  mag- 
netic eflEect  upon  the  cores,  and  thereby  neutralize  each  others 
One  pole  of  the  main  battery  B  is  connected  to  the  earth,  and 
the  other  to  the  front  contact  1  of  the  key  K.  The  back  contact 
8  of  the  key  is  connected  directly  to  the  earth,  while  to  the  lever 


Fig.  462. 

2  is  attached  a  wire  which  divides  at  c,  one  branch  going  through 
the  right  hand  coil  of  the  relay  to  the  line  L,  and  the  other 
through  the  left  hand  or  opposing  coil,  and  thence  to  the  earth. 
It  is  obvious  that  by  making  the  resistance  in  the  two  branches 
which  diverge  from  the  point  c  exactly  equal,  a  current  can  be 
sent  to  the  line  by  the  depression  of  the  key  K  without  affecting 
tlie  relay  R  This  may  be  accomplished  by  inserting  a  rheostat 
at  X,  in  the  left  hand  circuit,  which  for  convenience  may  be 
termed  the  artificial  line.  Fig.  463  is  a  complete  plan  of  the 
arrangement  at  both  stations,  which  are  distinguished  by  the 
lettei-s  A  and  B.     The  main  batteries  L  B  at  each  station  are 
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placed  with  their  +  poles  to  the  line  and  —  poles  to  the  earth. 
B  and  Bf  are  the  receiving  relays,  each  wound  with  two  separate 
coils,  as  before  explaioed.  The  rheostat,  W  or  W,  in  the  arti- 
ficial line  at  each  station,  must  be  so  adjusted  as  to  make  its 
resistance  exactly  equal  to  that  of  the  line  A  B  added  to  that  of 
one  wire  of  the  relay  at  the  distant  station. 

If  now  the  key  at  station  A  is  depressed,  the  current  from  the 
main  battery  L  B  will  divide  at  the  point  8,  one  portion  going 
by  way  of  4  and  6  to  the  line,  passing  through  one  coil  of  the 
relay,  thence  from  the  line  through  one  coil  of  the  relay  at  the 
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Fig.  463. 

distant  station  B,  by  way  of  VI  and  IV,  thence  by  III  and  if 
to  the  key  lever  at  b\  back  contact  c'  and  wire  XI  to  the  earth, 
the  other  portion  going  from  8,  in  an  opposite  direction,  through 
the  home  relay  by  way  of  7,  8,  rheostat  W  and  wires  9,  10  to 
the  earth.  These  two  branches  of  the  current  will  be  equal 
to  each  other,  as  before  explained,  and  will  produce  no  effect 
upon  the  relay  at  A  for  that  reason.  The  relay  at  B,  on  the 
other  hand,  will  be  affected  by  the  current  coming  from  A, 
and  will  respond  to  the  movement  of  the  key  at  the  latter 
fitatioiL 
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If  now  the  key  at  B  be  also  depressed,  one  half  of  the 
battery  current  tends  to  go  to  the  line,  but  as  it  meets  the 
current  from  A  of  opposing  polarity,  the  current  in  the  main 
line  is  neutralized  or  becomes  null  The  current  in  the  arti- 
ficial line  at  each  station  being  no  longer  opposed  by  the 
line  current,  will  operate  the  respective  relays,  and  the  signals 
given  will  correspond  to  the  length  of  time  the  key  is  de- 
pressed at  the  opposite  station.  Thus  it  will  be  seen  that 
each  station  receives  its  signal  through  the  action  of  the  dis* 
tant  battery  only. 

In  the  arrangement  described  a  third  position  occurs  when 
one  of  the  sending  keys,  for  instance,  at  B,  is  in  the  act  of 
changing  from  the  rear  contact  d  to  its  front  contact  a\  and  vke 
verm^  in  which  case  the  current  from  A  is  interrupted  at  J',  and 
is,  therefore,  forced  to  pass  through  the  second  coil  of  the  relay, 
but  this  time  in  the  same  direction,  and  thence  through  the 
rheostat  W  to  the  earth.  I'he  current  arriving  at  B  is  weakened 
one  half  in  consequence  of  the  additional  resistance  encountered 
at  W,  but  this  is  compensated  for  by  its  passing  through  both 
coils  of  the  relay  at  B,  in  the  same  direction,  and  its  total  effect 
upon  the  relay,  therefore,  is  not  lessened.  The  difficulty  in  this 
connection  arises  from  the  fact  that  when  the  current  at  the 
receiving  station  is  thus  momentarily  made  to  traverse  both  coils 
of  the  relay,  together  with  the  rheostat,  it  necessarily  causes  an 
unequal  division  of  the  current  between  the  two  opposing  relay 
coils  at  the  sending  station,  as  the  resistance  of  the  main  line 
becomes  about  double  that  of  the  artificial  line,  and  thus  the 
sender's  relay  is  affected.  As  this  always  occurs  either  at  the 
beginning  or  the  end  of  a  signal,  no  actual  inconvenience  is 
experienced,  except  possibly  when  the  transmission  is  unusually 
rapid.  A  peculiarity  of  this,  in  common  with  many  other 
methods  of  simultaneous  double  transmission  in  opposite  direc- 
tions, consists  in  the  fact  that  it  may  be  operated  with  equal 
facility  when  the  main  batteries  are  arranged  with  agreeing; 
instead  of  opposing  poles. 

In  the  autumn  of  1854  Siemens  and  Halske,  of  r>erlin,  inde- 
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pendently  invented  a  method  precisely  the  same  as  that  of 
Frischen,  with  the  exception  of  the  relay,  which  was  constructed 
in  the  manner  represented  by  fig.  279,  page  506,  one  coil  being 
placed  in  the  main  and  the  other  in  the  artificial  line.  Finding 
that  they  had  been  substantially  anticipated  by  Frischen  they 
purchased  his  invention,  and  afterwards  introduced  the  method 
into  experimental  use  on  some  of  the  German  telegraphs  Frisch- 
en's invention  was  patented  in  England  by  R.  S.  Newall,  and  was 
worked  experimentally  there  in  1854  and  '55.     It  was  only  in 
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Fig,  464. 


Holland  that  the  system  at  this  time  succeeded  in  maintaining  a 
permanent  foothold,  it  having  been  used  in  that  country  for 
many  years  on  the  line  between  Amsterdam  and  Rotterdam,  and 
on  this  comparatively  short  route,  and  at  a  moderate  speed  of 
transmission,  was  found  to  answer  an  excellent  purpose. 

Early  in  1855  the  Frischen-Siemens-Halske  apparatus  was  put 
in  operation  between  Vienna  and  Munich,  a  distance  of  345 
miles,  and  also  between  Vienna  and  Trieste,  338  miles.  In 
August  of  the  same  year  Dr.  J.  B.  Stark,  of  Vienna,  published 
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a  report  on  the  working  of  tlie  system,  in  which  he  stated  that 
it  had  been  in  daily  use  for  several  months  on  both  these  circuits 
with  entire  success ;  and,  also,  that  by  means  of  a  repeater  fitted 
up  at  Vienna,  Munich  and  Trieste  were  enabled  to  correspond 
directly.  Fig.  464  shows  the  apparatus,  as  arranged  by  Stark, 
so  as  to  be  available  either  for  double  or  single  working.  It 
differs  from  the  arrangements  previously  described  merely  in  the 
addition  of  a  peg  switch  or  commutator  U  and  a  galvanometer 
G.    Ordinarily  the  pegs  are  placed  in  2  and  3 ;  but  if  it  is  desired 
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Fig.  465. 

to  work  the  apparatus  as  an  ordinary  open  circuit,  or  "  single, "^ 
as  it  is  technically  termed,  the  pegs  are  placed  in  1  and  3.  The 
change  can  thus  be  made  instantly  from  one  system  of  working 
to  the  other.  He  also  devised  the  ingenious  arrangement  shown 
in  fig.  465,  by  means  of  which,  when  the  switch  U  is  turned  on 
C,  the  received  message  is  automatically  repeated  back  over  the 
same  line  to  the  station  from  which  it  was  sent,  the  register  lever 
acting  as  a  key.  By  changing  the  switch  to  S  the  apparatus  is 
ready  for  simultaneous  double  correspondence  upon  the  usual 
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plan.  At  Vienna  the  two  lines  leading  respectively  to  Munich 
and  Trieste  were  provided  with  a  Swiss  commutator,  so  that  by 
merely  changing  the  pegs  they  might  be  worked  by  either  of 
the  plans  described,  or  be  arrangea  to  simultaneously  repeat 
from  one  line  to  the  other  in  both  directions.  Stark  also  devised 
a  modification  of  Frischen's  method,  which  consisted  in  using 
an  ordinaiy  relay  in  the  main  circuit,  and  for  the  artificial  line, 
employing  a  small  number  of  convolutions  of  wire  wound  on  the 
outside  of  the  relay  coils,  giving  but  little  resistance.  By  this 
arrangement  the  current  going  to  the  main  line  would  be  some- 
what diminished  on  account  of  the  low  resistance  of  the  branch 
or  artificial  line,  but  this  is  more  than  made  up  by  the  much 
greater  number  of  convolutions  through  which  it  passes.  In  this 
latter  improvement,  however,  he  had  been  anticipated  by  Prof. 
R  Edlund,  of  Stockholm,  who  published  in  June,  1855,  a  de- 
scription of  a  method  which  he  had  employed  between  Stock- 
holm and  Upsala,  in  August,  1854,  and  which  had  been  invented 
by  him  without  knowledge  of  Frischen's  method,  to  which  it 
bears  considerable  resemblance.  Edlund's  relays  were  con- 
structed with  two  opposing  coils  of  unequal  resistance  ;  the  coil 
included  in  the  main  line  having  5,000  convolutions,  while  that 
of  the  artificial  line  could  be  varied  between  700  and  1,170  con- 
volutions— the  balancing  of  the  action  upon  the  relay  being 
eflEected  by  increasing  or  decreasing  the  number  ot  convolutions 
in  the  circuit  of  the  artificial  line,  instead  of  employing  a  rheostat 
The  advantage  claimed  by  Edlund  consists  in  the  fact  that  in 
the  third  or  intermediate  position  of  the  key  referred  to  on  page 
774,  the  arriving  current  meets  but  little  resistance  in  its  path  to 
the  earth.  According  to  his  measurement  the  variation  of  the 
main  line  current  is  only  in  the  proportion  of  1  to  1.14  instead 
of  1  to  2,  as  in  Frischen's  method,  while  a  better  result  is  ob- 
tained, owing  to  the  greater  number  of  convolutions  of  the  relay 
included  in  the  main  circuit 

GINTLS  CHEMICAL   METHOD. 

In  consequence  of  the  unsatisfactory  practical  results  obtained 
from  the  apparatus  described  on  page  769,  Gintl  had  recourse  to 
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the  electro-chemical  process  of  recording,  by  which  he  succeeded 
in  obtaining  much  better  results.  At  an  exhibition  before  many 
of  the  leading  telegraphic  officials  in  October,  1854,  Gintl's  new 
method  operated  very  satisfactorily  between  Vienna  and  Linz. 
Fig.  466,  which  is  taken  from  a  paper  published  by  Gintl  in 
1855,  represents  the  invention  in  its  improved  form,  as  arranged 
at  one  of  the  terminal  stations.  E  is  the  main  battery  with  its 
positive  pole  to  the  line  and  negative  to  the  earth.  The  wire  a 
connects  the  battery  with  the  front  contact  of  the  key,  while  the 
wire  c  connects  the  back  contact  with  the  eartL  The  wire  b  is 
attached  to  the  axis  of  the  key,  and  goes  to  the  electro-chemical 
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Fig.  466. 

register  R  and  thence  to  the  line  L.  A  compensating  battery  e 
is  arranged  with  its  poles  in  opposition  to  those  of  the  main  bat- 
tery E,  and  is  closed  at  a'  V  simultaneously  with  the  closing  of 
the  battery  E  at  a  6  when  the  key  is  depressed.  The  battery 
.e  tends  to  send  an  opposing  current  through  the  chemical  paper, 
and  by  means  of  the  rheostat  X  this  is  adjusted  so  that  it  is  just 
strong  enough  to  neutralize  the  action  of  the  main,  current  Thus, 
if  E  and  e  represent  the  electro-motive  forces  of  the  two  batteries, 
X  the  resistance  of  the  rheostat,  and  L  that  of  the  line,  includ- 
ing the  apparatus  at  the  distant  station,  then 

E:  e:  :  L:X; 
in  which  case  the  current  passing  through  R  will  be  null,  the 
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receiving  instrument  being  in  the  same  condition  as  the  bridge 
wire  of  a  Wheatstone  balance.  Any  current,  however  slight, 
from  the  distant  station,  would  destroy  the  equilibrium,  and 
cause  a  mark  to  be  made  upon  the  chemical  paper.  By  a  sub- 
sequent improvement,  made  known  in  June,  1855,  Gintl  suc- 
ceeded in  avoiding  the  still  existing  difficulty  of  the  breaking  of 
the  circuit  of  the  in-coming  current  by  the  key  in  passing  from  the 
front  to  the  rear  contact,  and  vice  versa^  and  at  the  same  time 
dispensing  with  the  auxiliary  compensating  battery.  This 
arrangement  will  be  understood  by  reference  to  fig.  467.  When 
the  instrument  is  in  use  the  wires  a  and  b  are  connected  by 
means  of  a  peg  inserted  at  rf,  and  thus  when  the  key  is  at  rest 
the  battery  is  on  short  circuit  by  the  way  oi  adb  and  c     The 
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fig,  46*7. 

moment  the  key  is  depressed  this  circuit  is  broken  at  c,  while  at 
the  same  time  die  branch  circuit  is  closed  at  a'  b\  The  rheostat 
X  is  so  adjusted  that  its  resistance  is  less  than  that  of  the  chemical 
paper.  Consequently,  the  out-going  current  goes  from  b  to  the 
binding  screw  of  the  register,  where  it  divides,  one  portion  going 
through  the  chemical  paper  to  line,  and  the  remainder  by  way 
of  y  a!  and  X  to  line.  The  resistance  of  X  is  diminished  until 
the  portion  of  the  current  going  through  R  is  not  sufficient  to 
mark  the  paper,  except  when  aided  by  a  current  from  the  re- 
mote station.  It  is  evident  that  the  latter  has  at  all  times  an 
uninterrupted  path  to  the  earth,  whatever  may  be  the  position 
of  the  key. 
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nystrom's  method. 

In  the  latter  part  of  1855  a  method  involving  the  same  general 
principle  as  that  of  Gintl,  but  in  a  much  more  practical  form^ 
was  invented  by  C.  A.  Nystrom,  of  Oereboro,  Sweden,  an 
account  of  which  was  published  in  January,  1856.  Nystrom's 
principal  improvement  consisted  in  an  attachment  by  which  the 
connection  of  the  main  line  with  the  earth  remained  unbroken, 
irrespective  of  the  position  of  the  key.  Fig.  468  represents  this 
arrangement  The  supplementary  contact  lever  ab  c^  turning 
upon  an  axis  at  i,  is  normally  kept  in  contact  with  its  anvil  at  c 
by  means  of  a  spring.  When  the  key  K  is  depressed,  the 
circuit  of  the  main  battery  E  is  closed  between  K  and  a  before 
the  previously  existing  earth  contact  at  c  is  interrupted,  conse- 
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Fig.  4G8. 

quently  the  in-coming  currents  from  the  line,  after  passing 
through  the  receiving  instrument  E,  have  an  uninterrupted  path 
to  the  earth  from  the  point  &,  either  through  c  or  K,  whatever 
may  be  the  position  of  the  key.  This  was  a  most  valuable  im- 
provement, and  under  the  name  of  the  continuity -preserving 
transmitter,  is  in  extensive  use  at  the  present  day. 

The  effect  of  the  out-going  current  upon  the  home  receiving 
instrument  was  neutralized  by  the  use  of  Gintl's  arrangement  of 
an  opposing  auxiliary  battery  e  and  rheostat  X,  brought  into 
action  by  insulated  contact  points  a'  c'  attached  to  the  key,  the 
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principle  of  which  arrangement  has  been  already  explained  in 
connection  with  iig.  466. 

preece's  method. 

A  method  of  simultaneous  transmission  in  opposite  directions 
was  invented  by  W.  H.  Preece,  of  Southampton,  England,  in 
1855,  and  was  tried  in  1856  between  Liverpool  and  Manchester, 
but  apparently  with  indifferent  success.  It  was,  however,  re- 
vived in  1872,  and  was  worked  on  several  English  lines  with 
much  better  results.  The  diagram,  fig.  469,  will  serve  to  illus- 
trate the  principle  of  Mr.  Preece's  method.  Its  characteristic 
feature  consists  in  the  balance  upon  the  relay  of  the  home 

B 


L 

W 

Fig.  469. 

station  being  effected,  not  by  two  branch  currents  from  the  same 
battery,  as  in  Frischen  s  plan,  but  by  the  entii'e  current  in  one 
direction  and  a  branch  of  the  entire  current  coming  from  the 
other  direction.  If  we  suppose  the  relay  E  of  fig.  469  to  be 
wound  with  two  separate  and  equal  wires,  and  the  branch  line 
c  W  a  to  be  disconnected,  then  any  current  sent  to  line  by  the 
depression  of  the  key  T,  or  any  in-coming  current  from  the  line 
L  passing  to  the  earth  through  the  back  contact  3  of  the  key, 
would  have  no  effect  upon  the  armature  of  the  relay.  If  now 
the  branch  c  W  a  be  connected,  having  a  resistance  equal  to 
that  of  the  line  L  beyond  the  point  c,  and  the  key  T  be  de- 
pressed, the  entire  current  of  the  battery  B  would  pass  through 


Digiti 


ized  by  Google 


782       SIMULTANEOUS  TRANSMISSION  IN  OPPOSITE  DIRECTIONS. 

the  left  hand  coil  of  the  relay,  while  only  one  half  of  it  would 
pass  from  the  point  c  to  line  through  the  opposing  coil,  the  re- 
mainder going  to  earth  by  way  of  c  W  and  a.  On  the  contrary, 
an  in-coming  current  would  also  divide  at  c  in  the  inverse  pro- 
portion of  the  resistances  cN  a  and  cW  a,  and  the  portion  pass- 
ing  by  way  of  Y  would  nearly  counteract  the  eflEect  of  the  un- 
divided current  in  the  other  coil.  Consequently,  the  problem  is 
to  weaken  as  much  as  possible  the  eflFect  of  the  undivided  cur- 
rent in  the  left  hand  coil  of  the  relay  at  the  sending  station,  to- 
gether with  that  of  the  arriving  current  in  the  same  coil,  which 
tends  to  prevent  the  relay  from  giving  signals  by  counteracting 
the  effect  of  the  other  coil.  In  practice  Mr.  Preece  effects  this 
result  by  the  use  of  a  Siemens  polarized  relay,  the  wire  aW  c 
being  connected  at  a  point  c,  between  the  two  coUs,  which  are 
so  wound  as  to  oppose  each  other  when  a  current  is  sent  through 
them  consecutively  in  the  ordinary  manner.  With  this  arrange- 
ment it  is  only  necessary  to  remove  the  adjustable  pole-piece  of 
the  left  hand  coil  to  a  greater  distance  from  the  armature  than 
the  right  hand  one  to  effect  a  balance,  so  that  the  relay  will  re- 
spond to  in-coming  currents,  but  will  not  be  effected  by  out- 
going currents. 

SIEMENS  AND  HALSKE's  METHOD  WITH  TWO   RELAYS. 

The  English  patent  of  Siemens  and  Halske,  taken  out  in 
1864,  described  a  method  of  simultaneous  transmission  which 
consists  in  a  slight  modification  of  the  ordinary  connections  used 
in  working  the  open  circuit  Morse  system.  The  main  battery 
at  each  station  is  inserted  between  the  front  contact  of  the  key 
and  the  earth.  Two  receiving  relays  are  required  at  each  ter- 
minus, one  being  placed  between  the  line  and  the  key  axis  and 
the  other  between  the  rear  contact  and  the  earth,  and  a  record- 
ing instrument  is  connected  with  a  local  battery  and  both  relays, 
so  that  the  action  of  either  one  or  both  together  will  operate  it 
The  armature  of  the  first  relay  is  adjusted  so  that  it  can  only  be 
moved  by  the  combined  current  of  both  main  batteries,  that  of 
the  second  relay    so  that  the  unaided  current  of  the  distant 
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battery  is  sufficient  to  accomplish  the  same  result  When  there- 
fore the  key  is  at  rest,  the  in-coming  current  passes  through  its 
rear  contact  and  both  relays ;  the  relay  of  low  adjustment  re- 
sponds while  the  other  is  unaflEected.  If  now  the  key  be  de- 
pressed, the  circuit  is  transferred  from  the  branch  containing 
this  relay  to  the  branch  containing  the  main  battery,  and  the 
combined  current  of  both  batteries  passes  through  the  relay  of 
high  adjustment  This  method  is  of  no  practical  value,  for  the 
reason  that  a  break  must  necessarily  occur  in  the  local  or  reg- 
ister circuit  every  time  the  latter  is  transferred  from  the  arma- 
ture of  one  relay  to  that  of  the  other,  to  say  nothing  of  the 
circumstance  that  the  main  circuit  is  completely  interrupted 
while  the  key  is  passing  from  its  front  to  its  rear  contact,  or  vice 
versa — ^a  defect  which  this  apparatus  possesses  in  common  with 
the  earliest  plan  of  Gintl. 

ZUR  nedden's  method. 

Early  in  1855  Dr.  Zur  Nedden  published  a  description  of  a 
method  which  is  virtually  an  improvement  upon  the  one  above 
described,  and  was  not  improbably  suggested  by  it  Fig.  470 
is  a  diagram  of  Zur  Nedden's  apparatus.  The  relay  K^  is 
wound  with  finer  wire  than  the  relay  R,  so  that  it  has  about 
twice  the  number  of  convolutions  in  its  helices.  The  register 
or  sounder  S  is  so  connected  as  to  be  operated  by  the  local 
battery  e  upon  the  closing  of  either  or  both  of  the  relays  R  and 
Rj.  To  shorten  as  far  as  possible  the  break  of  continuity 
which  occurs  whenever  the  key  passes  from  its  rear  to  its  front 
contact,  or  vice  versa,  which  was  a  fatal  defect  in  Siemens  and 
Halske  s  arrangement,  as  above  noted,  Zur  Nedden  constructed 
the  key  as  follows:  A  metallic  thimble  a  is  inserted  in  the 
base  board  of  the  key  and  projects  a  little  below  its  under  sur- 
face, A  flat  spring  b  is  also  secured  to  the  under  side  of  the 
base,  and  by  virtue  of  its  own  elasticity  presses  against  the 
thimble  a  when  the  key  is  at  rest,  forming  an  electrical  connec- 
tion therewith.  The  contact  screw  c,  directly  underneatli  the 
free  end  of  the  spring  6,  is  mounted  upon  an  insulated  bracket, 
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and  should  be  so  adjusted  as  to  be  almost  in  contact  with  the 
spring.  Whenever  the  key  K  is  depressed,  an  adjustable  pin, 
which  is  inserted  in  the  key  lever,  passes  through  the  hollow 
thimble  and  strikes  the  spring  b,  which  is  instantly  pushed  away 
from  a  and  into  contact  with  c,  and  this  is  done  so  quickly  that 
the  break  in  the  continuity  is  scarcely  perceptibla  Otherwise 
the  arrangement  is  the  same  as  that  of  the  common  three  point 
key — a  corresponding  to  the  rear  contact,  b  to  the  axis,  and  c  to 
the  front  contact 

The  operation  is  as  follows :  When  the  key  K  is  depressed, 
the  current  of  the  main  battery  E  flows  to  line  at  L,  by  way  of 


Fig.  470. 

S,  c,  3  and  4,  passing  through  the  relay  R  of  few  convolutions, 
which  does  not  respond  to  the  current  of  a  single  battery. 
When  the  key  is  at  rest  the  in-coming  currents  pass  by  way  of 
wire  1  through  the  more  sensitive  relay  R^,  thence  to  the  earth 
at  G,  by  way  of  2  and  h  The  relay  R^  responds  and  operates 
the  sounder  S.  If  while  the  distant  key  is  still  closed  the  home 
key  be  also  depressed,  the  route  of  the  in-coming  current  is  trans- 
ferred from  the  branch  1  and  relay  R^  to  the  branch  4  and  relay 
R,  but  as  the  combined  current  of  the  main  batteries  at  both 
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stations  now  passes  through  the  relay  R  it  will  respond,  and  will 
continue  the  signal  upon  the  sounder  S  which  was  commenced 
by  the  other  relay. 

Although  this  method  is  a  decided  advance  upon  its  pre- 
decessor, yet  it  is  open  to  the  same  objection  in  one  respect, 
inasmuch  as  any  signal  commenced  by  one  relay  and  completed 
by  the  other  would  be  interrupted  at  the  moment  the  main  cir- 
cuit was  transferred  from  one  to  the  other.  In  all  cases  a  per- 
ceptible time  would  elapse  after  the  local  circuit  was  broken 
by  one  relay  and  before  it  was  closed  by  the  other. 

farmer's  method. 

In  1868  Moses  G.  Farmer,  of  Salem,  Massachusetts,  patented 
a  method  of  simultaneous  transmission,  in  which  he  substantially 
Adopted  GKntl's  arrangement  for  neutralizing  the  eflEect  of  the 
out-going  current  upon  the  relay  of  the  home  station,  in  connec- 
tion with  the  form  of  relay  used  by  Siemens  and  Halske,  which 
is  represented  in  fig.  279,  page  506.  The  batteries  and  instruments 
were  so  arranged  as  to  be  operated  by  a  reversal  of  the  main 
line  current  The  diagram,  fig.  471,  illustrates  the  principle  of 
Farmer's  method.  The  key  K,  when  depressed,  simultaneously 
lifts  three  separate  contact  levers,  \  k^  and  A,.  The  contact 
levers  k^  and  k^  are  so  connected  with  the  main  battery  B,  line 
wire  L  and  earth  E,  that  the  depression  of  the  key  has  the  effect 
of  interchanging  tlie  poles  of  the  main  battery  with  respect  to  the 
line  and  earth  wires,  or  in  other  words,  of  reversing  the  current 
upon  the  line,  precisely  as  in  case  of  the  key  illustrated  in  fig. 
"270,  page  500.  It  will  be  observed  that  this  reversal  is  effected 
without  at  any  time  interrupting  the  continuity  of  the  main 
-circuit  The  relay  R  is  constructed  with  two  separate  coils,  r^ 
and  rg,  the  former  being  included  in  the  main  circuit,  between 
the  key  and  the  earth,  and  the  latter  in  the  circuit  of  a  local  or 
equating  battery  6,  which  is  so  arranged  as  to  be  closed  by  the 
•contact  lever  A,  whenever  the  key  is  depressed,  at  the  same  in- 
stant that  the  battery  is  reversed  upon  the  main  line.  The  cores 
of  the  two  coils  of  the  relay  are  provided  with  beveled  pole 
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pieces,  which  are  so  arranged  that  they  act  as  armatures  to  each 
Other.  The  core  of  r^  is  fixed,  while  that  of  r,  turns  upon  its 
axis,  the  arm  r  which  opens  and  closes  the  local  circuit  of  the 
register  or  sounder  (not  shown)  being  rigidly  attached  thereto. 
When  the  poles  of  the  two  magnets  r^  and  r ,  attract  each  other 
the  arm  r  is  pressed  against  the  stop  p  and  the  local  circuit  is 
closed,  but  when  the  attraction  ceases,  or  is  succeeded  by  a  re- 
pulsive action,  the  spiral  spring  acts,  drawing  down  the  arm  r 
and  opening  the  local  circuit  The  action  of  the  apparatus  is  as 
follows :  The  main  batteries  B  at  the  two  terminal  stations  are 


Fig.  471. 

preferably  arranged  with  their  negative  poles  to  the  line,  as 
shown  in  fig.  471.  In  the  normal  position  of  the  apparatus  these 
neutralize  each  other,  and  there  is  no  current  upon  the  line.  The 
equating  circuit  is  open  at  A,  and  there  is  no  attraction  between 
the  poles  of  the  magnets  r^  and  r^  of  the  relay  R  If  now  the 
key  K  is  depressed,  the  battery  B  at  the  home  station  is  re- 
versed ;  its  polarity  then  coincides  with  that  of  the  battery  at  the 
distant  station,  and  the  combined  current  of  both  batteries 
traverses  the  line,  producing  a  corresponding  magnetic  effect  in 
the  coil  rj  ;  at  the  same  instant  the  equating  circuit  is  closed  at 
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k  and  the  current  of  the  equating  battery  b  traverses  the  other 
coil  rj,  giving  it  an  equal  and  opposite  magnetic  polarity,  in  con- 
sequence of  which  the  home  relay  is  unaflEected  by  the  depression 
of  the  key  at  the  same  station.  When  the  key  at  the  remote 
station  is  depressed  and  the  home  key  is  not,  the  relay  responds^ 
because  the  equating  current  is  absent  in  the  coil  r^.  If  the 
home  key  be  depressed,  the  depression  of  the  distant  key  causes 
the  main  batteries  to  oppose  each  other,  in  which  case  the  signal 
at  each  station  is  given  by  the  action  of  its  own  equating  battery. 
By  an  obvious  modification  of  this  plan  the  equating  circuit 
might  be  taken  from  the  main  battery  B,  dispensing  with  the 
special  battery. 

In  Farmer^s  arrangement,  as  in  Nystrom's,  the  continuity 
of  the  main  circuit  is  never  interrupted,  and  in  addition  to 
this  the  resistance  of  the  circuit  remains  the  same,  whatever 
may  be  the  position  of  the  key. 

A  second  patent  was  taken  out  in  1859,  by  the  same  inventor^ 
for  another  method  of  simultaneous  transmission  in  opposite 
directions,  which  is  in  effect  an  improvement  upon  that  of  Zur 
Nedden  (fig.  470).  Instead  of  two  relays  of  an  unequal  number 
of  convolutions.  Farmer  employed  a  single  relay  with  two 
separate  coils  arranged  in  the  same  way,  thus  avoiding  the  in- 
terruption arising  from  the  transfer  of  the  local  circuit  from  one 
relay  to  the  other.  He  also  made  use  of  a  continuity  preserving 
key,  but  in  other  respects  the  principle  of  the  apparatus  is  the 
same  as  that  of  Zur  Nedden. 

Fig.  472  is  a  diagram  of  the  connections  representing  a  terminal 
station  A  and  an  intermediate  station  C,  of  which  there  may 
be  any  required  number.  It  is  only  necessary  to  describe 
the  arrangement  at  the  terminal  station  A,  as  the  intermediate 
station  differs  therefrom  but  slightly  in  a  particular  which  will 
hereafter  be  referred  to.  The  relay  is  provided  with  two  coils, 
r  and  r^,  which  are  so  wound  as  to  assist  instead  of  opposing 
each  other,  as  in  Frischen's  plan.  The  coil  r^  contains  about 
twice  as  many  convolutions  of  wire  as  the  coil  r,  or  it  may 
be  otherwise  arranged ;  jthe   object   being  that  with   a   given 
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current  the  coil  r^  shall  exert  twice  the  magnetic  effect  upon 
the  relay  that  the  coil  r  does.  The  line  wire  which  enters 
the  Station  is  divided  into  two  branches  at  i,  one  branch 
going  directly  to  the  earth  by  way  of  2  and  1,  passing  through 
the  coil  r^,  and  the  other  by  way  of  K,  8,  and  4,  passing 
through  the  coil  r.  For  transferring  the  in-coming  current 
from  one  of  these  branches  to  the  other  Farmer  employed  a 
continuity -preserving  key  K  k  upon  the  same  principle  as  that 
used  by  Nystrom  in  1855.  When  the  apparatus  is  in  a  posi- 
tion of  rest,  as  shown  in  the  figure,  the  route  of  the  in-com- 
ing current  is  by  way  of  2  r^  and  1  to  the  earth  at  E.  If 
the  key  K  is  depressed,  the    circuit   of   the  main   battery  is 


Fig.  472. 

closed  by  the  contact  of  its  rear  end  with  the  supplementary 
contact  lever  h^  which  is  at  the  same  time  lifted  from  the 
point  2.  The  out-going  current  now  passes  through  the  coil  r 
of  the  relay  at  the  home  station,  and  through  the  coil  r^  at  the 
distant  station.  As  the  coil  r^  produces  twice  as  great  a  mag- 
netic effect  upon  the  relay  R  as  the  coil  r,  it  is  easy  to  so 
adjust  the  respective  relays  that  the  distant  one  shall  attract  its 
armature,  while  that  at  the  home  station  remains  unaffected. 
When  both  keys  are  depressed  the  circuit  is  through  the  coil  r  at 
each  station,  but  the  effect  upon  each  relay  is  doubled,  because 
the  line  is  traversed  by  the  combined  current  of  two  batteriea 
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In  order  to  render  it  certain  that  the  receiving  instrument  at 
the  home  station  should  remain  unaffected  by  the  out-going  cur- 
rent, Farmer  made  use  of  the  same  device  which  had  been  em- 
ployed by  Gintl  in  1855,  and  which  was  described  in  connection 
with  fig.  467,  viz.,  an  adjustable  rheostat  X  placed  in  a  branch 
circuit  or  shunt  passing  around  the  receiving  instrument,  by  which 
means  so  much  of  the  out-going  current  can  be  made  to  pass 
through  the  shunt  that  the  remaining  portion  will  not  be  suffi- 
cient to  produce  any  effect  upon  the  receiving  instrument  In 
this  patent  Farmer  also  described  a  method  of  repeating  from 
one  circuit  to  another  in  simultaneous  transmission.  This,  how- 
ever, as  we  have  seen,  had  been  accomplished  by  Stark  on  the 
Munich,  Vienna  and  Trieste  line  as  early  as  1855,  and  by  a 
method  substantially  identical 

The  simple  and  ingenious  method  of  inserting  any  required 
number  -of  intermediate  stations,  which  was  devised  by  Farmer 
in  connection  with  this  invention,  deserves  notice.  Such  an  in- 
termediate  station  is  represented  at  C  in  fig.  472.  The  only 
variation  from  the  ordinary  arrangement  of  a  terminal  station 
consists  in  connecting  the  line  wire  running  in  one  direction  in 
the  place  of  the  earth  wire.  When  the  key  is  depressed  at  the 
intermediate  station  the  relays  of  both  terminal  stations  respond, 
as  the  battery  traverses  the  entire  line.  This  arrangement  is,  of 
course,  equally  applicable  to  Frischen's  or  any  other  substan- 
tially similar  method  of  simidtaneous  transmission.  In  a  sub- 
sequent patent  the  same  inventor  described  a  simpler  arrange- 
ment, in  which  a  relay  having  but  a  single  coil  is  employed,  and 
the  action  of  the  home  battery  upon  it  is  prevented  by  means  of 
an  adjustable  shunt,  which  carries  a  considerable  portion  of  the 
out-going  current  by  another  route. 

The  different  inventions  of  Farmer  were  experimentally 
worked  on  the  line  between  Boston  and  Portland,  and  else- 
where, in  1858  and  1859.  They  never  came  into  extended 
practical  use — ^not  so  much  perhaps  from  lack  of  intrinsic  value 
as  from  other  causes,  such  as  the  comparatively  inferior  condi- 
tion of  the  lines  at  that  early  date,  and  the  fact  that  the  require- 
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ments  of  the  service  were  then  so  moderate  as  to  be  satisfactorily 
met  by  the  use  of  the  ordinary  modes  of  transmission. 

frischen's  method  with  polarized  relays. 

In  January,  1863,  Frischen  published  a  description  of  a 
modification  of  his  invention  of  1854,  in  which  he  employed 
Siemens's  polaiized  relays,  wound  with  two  equal  and  opposing 
coils,  in  combination  with  a  positive  and  a  negative  main  battery 
at  each  station,  one  being  connected  with  the  front  and  the  other 
with  the  back  contact  of  the  key.  When  the  key  is  depressed 
the  polarity  of  the  outgoing  current  is  reversed,  as  in  Farmer's 
method.  The  connections  are  in  all  other  respects  the  same  as 
in  Frischen's  arrangement  of  1854,  and  the  operation  differs  so 
littie  from  the  latter  that  further  description  is  not  necessary. 

maron's  method. 

In  1863,  Maron,  a  Prussian  telegraphic  inspector,  published  a 
description  of  a  method  invented  by  him,  in  which  the  receiving 
instrument  was  placed  in  a  neutral  position  in  respect  to  the  out- 
going currents.  This,  as  we  have,  seen,  had  already  been  accom- 
plished by  Gintl,  as  described  in  connection  with  fig.  466,  and 
also  by  Nystrom,  as  shown  in  fig.  468 ;  but  Maron  succeeded  in 
efiecting  the  same  thing  in  another  and  better  way,  without  the 
equating  or  compensating  battery.  In  his  latest  arrangement 
Gintl  had  attempted  to  do  this,  but  in  an  imperfect  manner. 
By  Maron's  method,  on  the  other  hand,  a  perfect  balance  may 
be  maintained  in  the  wire  containing  the  receiving  instrument, 
and  this  renders  it  unnecessary  to  use  any  special  form  of  instru- 
ment, the  system  of  telegraphy  employed  being  a  matter  of 
entire  indifference.  Fig.  473  represents  Maron's  arrangement 
of  circuits.  The  main  battery  B  has  its  respective  poles  con- 
nected to  the  axis  2,  and  ip  the  rear  contact  3  of  the  key,  so  that 
when  the  key  is  in  a  position  of  rest  the  battery  is  on  short  cir- 
cuit, but  when  it  is  depressed  the  current  goes  to  the  line.  The 
artificial  resistances  a,  b  and  X  form  three  sides  of  a  Wheat- 
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Stone  balance,  and  .the  line  L,  together  with  the  earth,  constitute 
the  fourth  side.  The  receiving  instrument  R  is  placed  in  the 
bridge  wire  5,  6.  It  is  obvious,  therefore,  that  if  the  resistances 
are  adjusted  in  the  following  proportion,  viz : 

a  :  &  :  :  L  :  X, 

neglecting  the  resistance  of  the  earth,  which  is  usually  too  small 
to  affect  the  result,  the  bridge  wire  5,  6,  will  be  neutral  with 
respect  to  any  current  entering  the  system  at  the  point  4  Con- 
sequently the  out-going  currents,  which  pass  into  the  line  when- 
ever the  key  K  is  depressed,  will  produce  no  effect  whatever 

^5 I. 

a^ 


o    v|l|l|l|l|l|k! 


B 


Fig.  473. 


^ 


upon  the  instrument  in  the  bridge  wire.  On  the  other  hand, 
the  in-coming  current  over  the  line  L  will  divide  at  5,  part  going 
through  the  wire  5,  6,  relay  R  and  rheostat  X,  and  the  re- 
mainder by  the  way  of  a,  4  and  3  to  the  earth.  For  the  con- 
venience of  the  operator  when  balancing  the  resistance  X  against 
that  of  the  line,  Maron  proposed  to  place  a  galvanometer  g  in 
the  bridge  wire,  which  could  be  short  circuited  by  a  peg  when 
not  in  use-  By  the  withdrawal  of  another  peg  at  d  the  main 
battery  could  be  disconnected  when  the  apparatus  was  not  in 
use.  Maron  found  by  calculation  that  the  most  favorable  results 
wore  obtained  by  making  the  resistance  X  equal  to  one  half  that 
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of  the  line,  and  consequently  b  equal  to  one  half  of  a.  He  also 
suggested  the  employment  of  a  continuity-preserving  key  in  con- 
nection with  the  apparatus,  upon  substantially  the  same  prin- 
ciple as  that  of  Nystrom. 

Stearns's  method  with  differential  relay. 

At  the  period  when  Mr.  Joseph  B.  Steams,  of  Boston,  com- 
menced his  experiments  in  simultaneous  transmission,  which 
was  in  1868,  very  little  was  known  in  America  respecting  the 
previous  labors  of  European  electricians  in  the  same  direction. 
The  methods  of  Gintl,  Frischen  and  Siemens-Halske  may  be 
said  to  comprise  all  that  were  at  that  time  familiar,  even  by 
name,  to  American  electricians.  Mr.  Stearns,  therefore,  natu- 
rally turned  his  attention  to  the  improvement  of  the  last  named 
method,  as  the  one  which  had,  up  to  that  time,  given  the  best 
results  in  practice.  Mr.  Stearns's  apparatus  was  put  in  opera- 
tion on  two  or  three  circuits  in  1868,  but  was,  however,  very 
sparingly  employed  until  1872.  During  this  year  important  im- 
provements were  added,  which  led  to  its  immediate  adoption 
upon  many  of  the  most  important  lines  in  the  United  States 
under  the  name  of  the  duplex  telegraph,  which  had  been  applied 
to  it  by  Mr.  Stearns.  The  general  principle  of  Stearns's  appara- 
tus does  not  differ  materially  from  that  of  Frischen,  and  will 
be  readily  understood  "by  reference  to  fig.  474.  The  key  is  re- 
placed by  a  transmitter  T,  which  is  controlled  by  a  key  K,  a 
local  battery  Z,  and  an  electro-magnet  t  The  principal  object 
in  introducing  this  modification  was  to  adapt  it  to  the  use  of 
the  American  operator,  who  is  accustomed  to  hearing  the  ac- 
companiment of  his  own  sounder  when  transmitting,  but  there 
are  some  incidental  advantages,  among  which  may  be  mentioned 
the  fact  that  the  movement  of  the  transmitter  from  the  front  to 
the  rear  contact,  or  the  reverse,  is  much  quicker  when  operated 
by  an  electro-magnet  than  when  operated  by  hand.  Experience 
also  shows  that  the  operator  can  transmit  more  rapidly  and  with 
less  fatigue  when  the  apparatus  is  thus  arranged.  The  trans- 
mitter acts  upon  exactly  the  same  principle  as  Nystrom's  key. 
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the  contact  of  the  battery  with  the  line  being  made  before  the 
contact  between  the  latter  and  the  earth  is  interrupted.  The 
action  of  the  apparatus  is  so  similar  to  that  of  Frischen  as  to  re- 
quire but  a  brief  description.  The  resistance  X  in  the  artificial 
line  is  made  equal  to  that  of  the  main  lina  When  the  key  K 
is  depressed  the  circuit  of  local  battery  I  is  closed,  the  electro- 
magnet t  attracts  its  armature,  operating  the  transmitter  T,  which 
first  makes  contact  at  a,  and  almost  at  the  same  instant  lifts  the 
contact-lever,  which  is  pivoted  at  6,  and  breaks  contact  at  c 
The  current  from  battery  B  now  goes  by  way  of  the  transmitter 
T,  and  thence  through  a  and  b  to  the  point  d,  where  it  divides 

L 


Fig.  474. 

into  two  equal  portions,  one  going  through  the  right  hand  coil 
of  the  diflEerential  relay  R  to  the  line  L,  and  thence  to  the  earth 
at  the  distant  station,  and  the  other  by  way  of  the  left  hand  coil 
of  the  relay  through  the  rheostat  X,  and  thence  directly  to  the 
earth.  As  these  two  branches  or  divisions  of  the  current  are 
equal  and  opposite  in  their  effects  upon  the  relay  R,  it  will  not 
respond.  The  in  coming  currents  from  the  distant  station,  on 
the  contrary,  pass  only  through  the  right  hand  coil  of  the  relay 
B,  and  then-e  find  their  way  from  d  to  the  earth  by  way  of  6,  c 
and  X,  or  else  by  6,  a,  T,  B  and  y,  the  route  depending  upon  the 
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position  of  the  transmitter.  The  resistance  y  is  termed  the 
spark  coil,  and  is  only  required  when  a  battery  of  small  internal 
resistance  is  used,  in  which  case  the  spark  caused  by  the  mo- 
mentary short  circuiting  of  the  battery  at  a  c  would  otherwise 
cause  some  embarrassment  The  resistance  x  is  made  equal  to 
the  resistance  of  the  battery  (added  to  that  of  the  spark  coil  in 
case  the  latter  is  used),  and  thus  the  in-coming  current  always 
meets  with  exactly  the  same  resistance,  irrespective  of  the  route 
by  which  it  passes  from  the  point  d  to  the  earth  at  E. 

In  Chapter  XXIV,  which  treats  of  the  phenomena  of  charge 
and  discharge  in  land  lines,  it  has  been  stated  that  when  a  bat- 
tery is  connected  to  a  long  line  for  a  moment,  and  the  line  is 
then  detached  from  the  battery  and  instantly  connected  to  the 
earth  through  a  galvanometer,  that  a  return  charge  passes  from 
the  line  to  the    earth,   which    suddenly    deflects  the  needle. 
While   referring   to   that    chapter  for  a  full   explanation    of 
the  causes  wliich  produce  this  eflEect,  it  may  be  stated  that  the 
conditions  of  simultaneous  transmission  in  opposite  directions 
are  such  as  to  render  it  necessary  to  arrange  the  connections  in 
a  manner  which  produces  precisely  the  same  effect  upon  the 
relay.     For  example,  in  fig.  474,  we  have  seen  that  the  outgoing 
current,  so  long  as  the  key  is  depressed,  passes  to  the  line 
through  the  relay  R  without  affecting  the  latter.     When  the 
key  is  raised  the  battery  contact  is  broken  at  a,  while  at  the 
same  instant  the  line  is   conuected   to    the  earth  at  c     The 
result  of  this  is,  that  upon  a  line  of  say  fifty  or  more  miles  in 
length,  a  return  discharge  occurs  at  the  termination  of  each 
transmitted  signal,  which  passes  through  the  right  hand  coil  only 
of  the  home  relay,  and  produces  a  false  signal,  which  tends  to 
create  confusion  in  the  reception  of  signals  coming  in  the  oppo. 
site  direction.     This  difficulty  increases  rapidly  when  the  length 
of  the  circuit  is  increased,  so  that  in  a  line  of  400  miles  or  more 
the  received  signals  become  utterly  unintelligible.     It  was  this 
serious  practical  difficulty,  far  more  than  any  other,  which  stood 
in  the  way  of  the  general  introduction  of  simultaneous  trans- 
mission for  many  years.     In  fact,  it  was  not  until  1872  that  any 
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effective 'means  of  surmounting  it  was  discovered.  Early  in 
that  year  Mr.  Stearns,  while  experimenting  upon  a  line  between 
New  York  and  BuflEalo,  applied  a  condenser  composed  of  alter- 
nate sheets  of  tin  foil  and  paraffine  paper,  which  he  connected  to 
the  artificial  line  on  each  side  of  the  rheostat  X,  as  shown  at  C, 
in  fig.  474,  which  at  once  and  eflfectually  disposed  of  the  diffi- 
culty in  question  and  rendered  duplex  telegraphy  a  practical 
and  efficient  system  for  every  day  work.  The  principle  upon 
which  the  condenser  acts  is  merely  that  of  causing  a  discharge  to 
pass  through  the  left  hand  coil  at  the  same  moment  the  return 
discharge  from  the  line  passes  through  the  right  hand  coil,  and 
thus  balancing  or  neutralizing  the  effect  of  the  induction  cur- 
rents or  discharges  upon  the  home  relay. 

STEARNS'S  DIFFERENTIAL  DUPLEX,  AS  OPERATED  BY  THE  WEST- 
ERN  UNION  TELEGRAPH  COMPANY. 

In  adapting  the  duplex  method  to  the  practical  requirements 
of  the  telegraphic  service,  it  has  been  found  necessary  to  make 
some  modifications  in  the  apparatus  in  order  to  render  it  more 
convenient  in  respect  to  its  manipulation  and  adjustment 

1*  ig.  475  is  an  elevation  of  the  transmitter,  or,  as  it  is  some- 
times called,  the  sending  sounder.  The  local  circuit  and  key 
are  connected  to  the  electro-magnet  L  M  by  means  of  the  bind- 
ing screws  L  L.  The  wire  leading  to  the  earth  is  attached  to 
the  binding  screw  1,  which  is  in  electrical  connection  through  a 
standard  with  the  lever  D  of  the  transmitter.  The  line  wire  is 
attached  at  2,  and  is  connected  by  a  wire  with  the  flat  spring  B, 
which  is  mounted  with  an  insulating  support  C  upon  the  lever 
D.  The  main  battery  wire  is  attached  to  the  screw  3,  and  is 
thus  connected  with  the  contact  screw  A.  When  the  transmit- 
ter is  in  the  position  shown  in  the  figure  its  local  magnet  is 
active,  the  key  being  supposed  to  be  depressed  in  order  to  send 
a  current  to  line.  The  spring  B,  representing  the  line,  is  in 
<*ontact  with  the  screw  A,  representing  the  main  battery.  Now, 
if  the  key  is  released,  the  left  hand  end  of  the  lever  D  is 
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depressed,  and  the  end  of  spring  B  is  brought  in  contact  with 
the  bracket  on  the  extremity  of  lever  D,  and  is  at  the  same 
instant  removed  from  A.  Thus  the  line  is  transferred  from  the 
battery  to  the  earth  or  vice  versa  without  interrupting  the  circuit 
The  diagram  opposite  (fig,  476)  represents  the  arrangement 
at  a  terminal  office.  The  continuous  lines  represent  the  main 
wires,  and  the  dotted  lines  the  local  wires.  K  K'  are  keys  in  a 
local  circuit  which  operates  the  transmitter  T.  L  L'  are  local 
batteries.  M  is  a  main  battery,  G  ground.  S,  common  Morse 
soimder.     RA,  rheostat.      C,  condenser.     R,  duplex  relay ;  U  ^' 


Fig.  476. 

are  binding  posts  connected  with  the  adjustable  resistance  coils; 
r,  r'  are  the  terminals  of  small  resistance  coils  used  for  maintain- 
ing an  equal  resistance  when  line  is  to  earth  through  battery,  or 
to  earth  direct.  The  connections  of  the  wires  with  the  various 
parts  will  be  readily  traced.  The  plugs  in  the  resistance  coils 
must  be  removed  until  the  resistance  of  the  coils  equals  the 
resistance  of  the  line.  When  they  are  equal  the  armature  of 
the  relay  will  not  be  affected  by  the  working  of  the  transmitting 
sounder.  The  object  of  the  condenser  is  to  receive  a  charge 
from  the  main  battery  equal  to  that  entering  the  line,  which 
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charge  being  returned  through  the  relay  coil  connected  with  the 
rheostat,  at  the  same  time  that  the  line  returns  its  charge  through 
the  other  coil,  neutralizes  its  effect  upon  the  armature. 

The  small  resistance  coils  represented  in  fig.  476  as  being 
enclosed  in  the  box  containing  rheostat  Rh  at  r  and  /,  are  gen- 
erally enclosed  in  separate  boxes. 

Fig.  477  illustrates  the  method  devised  for  regulating  the  con- 
<Jenser  charge  by  means  of  a  rheostat. 

Strips  of  brass  are  placed  upon  the  top  of  the  rheostat  for  the 
purpose  of  affording  a  means  of  adjusting  or  regulating  the 


TO    EARTH 


Fig.  477. 

effect  of  the  condenser  charge  upon  the  relay,  when  the  conden- 
ser has  an  electro-static  capacity  greater  than  that  of  the  line 
wire. 

For  convenience  of  explanation,  let  us  suppose  the  rheostat  com- 
posed of  a  number  of  equal  resistances,  say  1,000  ohms  each  (fig. 
478),  and  the  static  capacity  of  the  line  be  four  micro-farads,  and 
that  of  the  condenser  to  be  eight  micro-farads.  If  the  conden- 
ser wire  be  connected,  as  is  usual,  at  a,  or  between  the  relay  and 
the  rheostat,  it  will  receive  a  high  charge  from  the  battery,  and 
when  the  battery  is  removed  will  return  the  whole,  or  nearly  the 
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whole  of  the  charge  through  the  relay  to  the  earth,  and  the 
charge  being  greater  than  that  njtumed  from  the  line,  will  over- 
balance the  latter  and  produce  a  movement  of  the  armatura  If 
the  condenser  wire  be  connected  at  any  other  point — as,  for 
example,  between  the  coils  ft  and  c — ^it  will  not  receive  bo  high  a 
charge  from  the  battery  as  it  would  if  connected  at  a,  and  this 
smaller  charge  upon  returning  will  divide,  a  portion  only  of  it 
passing  in  the  direction  of  the  arrow  g  through  the  coil  6  and  the 
relay  to  the  earth ;  the  other  portion  of  the  charge  passing 
through  the  coils  c  and  d  in  the  direction  of  the  arrow  h  to  the » 
earth.  Again,  if  the  condenser  wire  be  connected  at  e,  or 
between  the  rheostat  and  the  earth,  it  will  receive  no  charge  at 
all  from  the  battery,  and,  of  course,  can  return  none. 


""  TO    EARTH 
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Fig.  478. 

Thus  it  will  be  seen,  that  by  connecting  the  condenser  at  dif- 
ferent points  between  the  coils  of  the  rheostat,  any  required  por- 
tion of  the  charge  can  be  sent  through  the  relay. 

The  rheostat  is  arranged  substantially  as  shown  in  fig.  477. 

The  strip  S  furnishes  a  means  of  connecting  the  condenser 
between  any  two  coils  of  the  rheostat,  and  thus  regulating  the 
quantity  of  charge  which  shall  flow  from  the  condenser  through 
the  relay  with  sufficient  exactness. 

In  making  up  the  resistance  necessary  to  balance  the  line  in 
any  case,  as  many  as  possible  of  the  low  numbers  should  be 
used,  so  that  these  low  resistances,  or  any  of  them,  may  be  inter- 
posed between  the  relay  and  the  point  where  the  condenser  is 
connected. 
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Stearns's  bridge  duplex,  as  arranged  by  the  western 
union  telegraph  company. 

This  apparatus  is  arranged  upon  the  same  general  plan  as  that 
of  Maron  (fig.  478),  in  combination  with  a  transmitter  like  that 
represented  in  fig.  475,  and  a  suitably  arranged  condenser. 

Fig.  479  will  serve  to  show  the  principle  upon  which  this  in- 
vention is  based.  H,  A,  B,  etc.,  represents  the  apparatus  at  one 
end  of  a  line ;  and  H',  A',  B',  etc.,  the  apparatus  at  the  other 
end.  In  this  diagram  the  line  L  constitutes  one  side  of  the 
balance,  the  resistance  coil,  or  rheostat  R,  the  opposite  side,  while 
the  other  two  sides  are  formed  by  two  branch  circuits,  A  and  R 
The  receiving  instrument  is  placed  in  the  bridge  between  F  and 
G.  The  two  branch  circuits  unite  at  H,  and  are  connected  by  a 
wire  to  the  lever  I  of  key  K.  When  the  knob  of  the  key  is  de- 
pressed a  current  is  sent  along  the  wire  to  H,  and  there  branches, 
a  portion  passing  through  the  resistance  coils  A  to  line  L,  and  a 
portion  through  resistance  coils  B  and  R  to  the  earth. 

Now,  if  the  resistance  of  the  branch  A  bears  the  same  propor- 
tion to  that  of  L  that  the  resistance  of  B  bears  to  R,  then  no  cur- 
rent will  pass  through  the  relay.  For  example,  suppose  the  re- 
sistance of  A  to  be  1,000  ohms,  L  4,000,  B  500,  and  R  2,000, 
then  no  current  would  pass  through  the  relay  at  the  transmitting 
station,  because  the  resistances  in  the  opposite  circuits  on  each 
side  of  the  bridge  are  in  the  same  ratio  to  each  other— that  of  two 
to  one — and,  consequently,  the  receiving  instrument  will  be  unaf- 
fected by  the  signals  transmitted  from  the  home  station.  When, 
however,  a  current  from  the  distant  station  is  sent  to  line,  a 
portion  of  it  passes  through  the  receiving  instrument  in  the 
bridge,  for,  at  the  point  F,  it  finds  two  paths  to  pursue,  one 
through  the  resistance  A  to  the  lever  Z,  and  small  resistance  v  or 
w  and  battery  to  the  earth,  and  the  other  through  the  relay  and 
coils  B  and  R  to  earth. 

When  two  or  more  paths  are  open  to  the  passage  of  a  current^ 
it  will  divide  itself  between  them  in  proportion  to  their  several 
conductivities. 
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If  the  resistance  of  the  relay  is  500  ohms,  the  total  resistance 

500X2000 

of  the  branch,  of  which  it  forms  a  part,  will  be  600  H 

500  +  2000 
=  900,  and  the  resistance  of  the  branch  F  A  being  1000,  the  joint 

900X1000    900,000 

resistances  of  the  two  branches  at  F  would  be = 

900  +  1000  1,900 
478  ohms,  which,  added  to  the  resistance  of  the  line,  4,000  ohms, 
would  make  the  resistance  of  the  circuit  4,473  ohms.  Now,  if 
the  electro-motiva  force  is  50,000  units,  the  strength  of  current  at 
F  would  be  11.18  units,  and  this  current  would  be  divided  be- 
tween the  two  branches  in  proportion  to  their  conductivities 
(conductivity  being  the  reciprocal  of  resistance).  Thus  the  con- 
ductivity of  the  branch  F  A  would  be  .0010  and  that  of  the  F 
G  R  .0011,  and  hence  47.62  per  cent  of  the  received  current,  or 
5.32  units,  would  flow  through  the  branch  A  to  the  ground,  and 
52.38  per  cent,  or  5.86  units,  would  flow  through  the  relay  to 
the  ground.  Of  course  the  amount  of  current  flowing  through 
the  relay  can  be  increased  or  decreased  by  modifying  the  resist- 
ances in  B  and  R. 

Key  K  is  so  arranged  that  the  line  is  always  connected  to  the 
ground,  either  through  the  back  contact  direct,  or  through  the 
front  contact  and  battery,  v  and  w  are  small  resistances,  placed 
in  the  circuits  to  prevent  the  battery  from  being  put  even  mo- 
mentarily on  short  circuit,  and  also  for  the  purpose  of  maintain- 
ing a  uniform  resistance  in  the  circuit  when  the  line  is  connected 
to  earth  direct,  or  through  the  battery.  C  is  a  condenser,  for 
compensating  the  static  charge  from  the  line,  and  is  attached  by 
a  wire  to  a  brass  plate  C  P,  on  the  rheostat  R,  which  is  pro- 
vided with  holes  for  plugs,  for  connecting  it  with  the  resistance 
coil  plates,  whereby  the  condenser  charge  can  be  sent  through 
any  portion  of  the  resistance  coils,  as  desired. 

Figs.  475  and  480  are  illustrations  of  the  apparatus  in  use  by 
the  Western  Union  Company  in  the  bridge  duplex. 

Fig.  480  shows  the  adjustable  resistances,  condenser  plate 
and  binding  screws  for  connecting  the  apparatus.     The  outer 
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circular  ring  corresponds  to  the  point  H  in  fig.  479,  and  is  at- 
tached to  binding  screw  T,  which  is  connected  by  wire  with 
binding  screw  2  in  fig.  475,  corresponding  with  the  lever  I  in  fig. 
479.  The  discs  in  the  outer  circle  are  connected  with  resistance 
coils  of  40  ohms  each,  terminating  with  resistances  of  400  and 
600  ohms,  respectively,  and  corresponding  with  rheostats  A  and 
B  in  fig.  479.  The  discs  in  the  inner  circle  are  attached  to  re- 
sistance coils  of  1,000,  2,000  and  4,000  ohms  each,  correspond- 
ing with  rheostat  R  in  fig.  479,  and  aie  connected  with  binding 
screw  E,  which  is  attached  to  an  earth  wira  The  large  disc  in 
the  centre  is  attached  to  binding  screw  C,  which  is  connected 
with  the  condenser. 

The  line  wire,  and  one  side  of  the  relay,  is  connected  with 
binding  screw  L,  and  the  other  side  of  the  relay  with  binding 
screw  R  By  inserting  a  plug  at  different  points  in  the  series  of 
holes  between  the  outer  circle  of  discs  and  the  circular  ring,  the 
two  sides  of  the  bridge,  corresponding  with  A  and  B,  fig.  479; 
can  be  varied  at  pleasure ;  and  by  inserting  plugs  in  the  holes 
between  the  inner  circle  of  discs,  the  third  side  of  the  bridge, 
corresponding  with  rheostat  R,  in  fig.  479,  can  be  lengthened  or 
shortened,  as  desired.  By  inserting  a  plug  between  the  inner 
circle  of  discs  and  the  condenser  plate,  any  portion  of  the  charge 
can  be  sent  to  line  that  is  desired. 

When  the  duplex  is  employed  in  working  a  cable  of  consider- 
able static  capacity,  it  is  desirable  to  modify  the  above  condenser 
arrangement  somewhat,  because  the  latter  discharges  so  much 
quicker  than  the  former,  and  it  is  necessary  to  make  the  dis- 
charges of  the  condensers  and  cables  equal  in  duration  as  well 
as  in  quantity.  If  a  cable  returns,  for  example,  a  certain  charge, 
say  10  m./.y  a  condenser  having  a  capacity  of  10  m./  will  not 
produce  a  balance  /or  the  reason  that  tlie  condenser  discharges 
so  much  more  quickly  than  tlie  cable.  To  make  the  discharges 
equal  in  duration  as  well  as  amount,  resistance  should  be  intro- 
duced between  the  condenser  and  the  branch  circuit. 

The  following  arrangement  has  been  found  to  work  well  upon 
a  cable  of  18  m,/.    A  resistance  of  160  ohms  is  inserted  between 
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the  first  series  of  condensers  and  the  fourth  side  of  the  bridge, 
at  the  right  of  point  G,  fig.  479,  and  a  resistance  of  60  ohms  is 
inserted  between  the  first  and  second  series  of  condensers.  The 
first  series  of  condensers  returns  its  charge  to  the  relay  through 
the  resistance  of  160  ohms,  and  the  second  group  of  condensers 
returns  its  charge  through  the  60  ohm  coil,  and  also  the  160 


,  Fig.  480. 

ohm  coiL  The  charge  of  the  second  group  is  retarded  slightly 
more  than  that  of  the  first  group.  The  160  ohm  coil  was  wound 
with  one  copper  wire,  but  had  no  iron  core,  and  it  was  found  to" 
retard  the  charge  as  much  as  250  ohms  rheostat  resistance.  A 
coil  with  an  iron  core  would  retard  the  charge  much  more,  be- 
cause the  char^i^e  current  would  have  more  work  to  do  at  that 
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jpoint,  and  a  part  of  it  would  be  converted  into  magnetism  for  a 
while,  and  afterward  reconverted  into  electricity  and  continue 
the  current  at  the  last  when  it  is  needed.  With  the  above  com- 
bination the  static  balance  is  absolutely  perfect,  not  the  slightest 
quiver  of  the  armature  being  observable  when  the  circuit  is 
opened  and  closed.  Duiing  rainy  weather,  when  a  part  of  the 
•circuit  is  composed  of  a  land  line,  it  is  necessary  to  remove  a 
part  of  the  condensers,  but  not  the  retardation  coils. 

The  bridge  duplex  possesses  many  points  of  superiority  over 
the  differential,  and  is  inferior  in  only  one ;  but  that  one  is  of 
such  a  nature  as  practically  to  exclude  it  from  use  on  long  cir- 
cuits. Its  defect  is  that,  with  equal  battery  power,  its  magnetic 
strength  is  lass  than  that  of  the  differential.  In  order  to  deter- 
mine the  difference  between  the  two  systems  in  this  respect,  let 
us  assume  two  lines  of  6,000  ohms  each,  equipped,  one  with  the 
♦differential  and  the  other  with  the  bridge,  and  at  each  end  of 
•each  a  battery  of  80  cells  Grove,  having  an  internal  resistance 
of  40  ohms  and  an  electro-motive  force  of  say  150  volts.  Also, 
suppose  the  resistance  of  the  bridge  relay  and  of  each  of  the  two 
wires  of  the  differential  to  be  500  ohms,  and  of  the  spark  coils 
100  and  140  ohms  each.  Under  these  conditions  the  resistance 
of  the  combined  circuits  working  from  each  battery  will  be  (in- 
<5luding  the  internal  resistance  of  the  batteries)  in  the  differential 
8,542  ohms,  and  in  the  bridge  2,054  ohms,  provided  the  latter 
is  arranged  with  resistances  of  1,500,  500,  and  2,000  ohms  <hi 
three  of  the  sides. 

The  currents  from  the  batteries  will  be,  on  the  differential 
.0428,  and  on  the  bridge  .0780  farad.  From  the  battery  each 
<;urrent  divides,  passing  over  two  separate  circuits.  The  strength 
of  current  being  in  inverse  pi-oportion  to  the  resistance  in  each 
of  the  two  circuits  from  either  battery,  that  passing  to  line  on 
the  differential  will  be  .0212,  and  on  the  bridge  .0188  farad. 
The  lines  being  perfectly  insulated,  these  figures  will  also  re- 
present the  quantity  of  current  arriving  from  the  distant  station. 

The  strength  of  the  electro-magnet  of  the  receiving  instru- 
ment, other  things  being  equal,  is  directly  proportional  to  the 
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number  of  turns  of  wire  in  the  helices ;  and  in  any  electro- 
magnet of  given  dimensions  the  number  of  turns  is  in  propor- 
tion to  the  square  root  of  the  resistance  of  the  wire  composing 
the  helices.  The  bridge  and  differential  relays  at  present  in 
use  are  generally  of  the  same  dimensions ;  and  for  purposes  of 
comparison,  at  least,  they  should  be  so.  Assuming  the  resist- 
ance of  each  half  of  the  differential  relay  to  be  500  ohms,  it  is 
evident  that,  in  estimating  the  proportion  between  the  number 
of  turns  of  wire  in  the  differential  and  bridge  relays,  the  former 
should  be  regarded  as  a  single  relay  of  1,000  ohms.  The  whole 
number  of  turns  in  the  differential  relay  will  therefore  bear 
the  same  proportion  to  the  number  in  the   bridge   relay  (the 

resistance  of  which  is  500  ohms),  as  y  1.000  to  y  500.     Now 

|/l.000  =  81.62,  and  ^500  =  22.26.  The  whole  number  of 
turns  of  wire  in  the  differential  will  therefore  be  to  the  number 
in  the  bridge  as  8162  to  2236.  But  the  received  current  passes 
through  only  one  half  of  the  differential  relay ;  therefore,  in  esti- 
mating the  comparative  effect  of  the  current  upon  it,  it  must  be 
regarded  as  having  but  half  that  number  of  turns,  that  is  1581. 
If,  therefore,  the  whole  of  the  received  current  could  be  made 
to  pass  through  the  bridge  relay,  as  it  does  through  one  half  of 
the  differencial,  and  these  currents  were  of  equal  strength  in 
each  case,  the  bridge  relay  would  give  the  greater  magnetic 
effect  in  the  proportion  of  2286  to  1581.  The  latter  of  these 
conditions,  however,  cannot  be  fulfilled,  and  in  the  case  under 
consideration  neither  is.  With  the  bridge  arranged  as  described, 
the  proportion  of  arriving  current  passing  through  the  relay  will 
be  very  nearly  exactly  |-  of  the  whole.  This  arriving  current, 
as  above  shown,  is  .0188  farad,  |^  of  which  is  .0114.  To  obtain 
the  proportionate  strength  of  the  two  relays  we  have  only  to 
multiply  the  number  of  turns  of  wire  in  the  helices  of  each  by 
the  quantity  of  current  passing  through  each.  Thus  we  have 
for  the  differential  1581  X  -0212  =  33.51,  and  for  the  bridge 
2286  X-0114  =  25.49;  or,  in  other  words,  the  magnetic  strength 
of  the  bridge  relay  will  be  a  little  more  than  76  per  cent,  of  that 
of  the  differential  in  the  case  under  consideration. 
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The  apparent  advantages  possessed  by  the  bridge  over  the 
differential  system  are : 

1.  It  is  less  liable  to  injury  by  lightning. 

2.  It  requires  less  condenser  capacity. 

8.  The  capacity  of  the  condenser,  or  rather  its  neutralizing 
effect  upon  the  relay,  can  be  more  conveniently  made  adjustable 
to  the  varjring  condition^  of  the  Una 

4.  The  resistances  are  more  easily  and  quickly  adjusted  by 
the  operator. 

These  advantages  make  the  bridge  preferable  to  the  differential 
on  short  lines  of  low  resistance,  where  the  comparative  lack  of 
power  is  not  a  material  disadvantage,  and  especially  where  bat- 
teries with  low  internal  resistances  are  used. 

THE  DUPLEX  TELEGRAPH  AS  OPERATED  BY  THE   POST-OFPIOE 
TELEGRAPHS  IN  GREAT  BRITAIN. 

The  method  suggested  by  Frischen  in  1868,  in  which  he  pro- 
posed to  employ  differential  polarized  receiving  instruments,  and 
arrange  the  keys  so  as  to  send  reversals,  has  been  adapted  to 
Stearnss  apparatus  in  Great  Britain,  with  the  most  excellent 
practical  results.  Fig.  481  illustrates  the  arrangement  of  the 
apparatus  so  clearly  that  scarcely  any  explanation  is  needed 
The  key  is  provided  with  a  switch  so  that  the  battery  may  be 
disconnected  when  not  required  for  working.  A  differential 
galvanometer  is  employed  for  convenience  in  balancing  the  re- 
sistances with  accuracy.  The  rheostat  coils  are  arranged  in  a 
circle,  and  contact  is  made  by  means  of  two  arms  resembling  the 
hands  of  a  watch,  one  of  which  is  connected  to  the  higher  and 
the  other  to  the  lower  resistances.  A  series  of  retardation  coils 
is  connected  with  the  condenser,  so  that  its  return  discharge  may 
be  graduated  to  correspond  with  that  from  the  lina  The  polarized 
relay  is  of  Siemens's  pattern,  with  differential  helices. 

STEARNS'S  AND  SMITH'S  ELECTRO-MECHANICAL  METHOD. 

In  1872  Mr.  Steams  obtained  a  patent  for  a  method  of  simid- 
taneous  transsmision,  which  consists  in  combining  with  the  re- 
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ceiving  magnet  a  device  controlled  by  the  transmitter,  whichy 
by  mechanical  means,  prevents  the  home  instrument  from  re- 
sponding to  the  signals  transmitted  from  the  home  station,  but 
does  not  prevent  it  from  responding  to  the  signals  of  the  distant 
station.  This  method  was  afterwards  independently  re-invented 
by  Mr.  G.  Smith,  whose  apparatus,  although  upon  precisely  the 
same  principle  as  that  of  Stearns,  is  arranged  in  a  more  con- 
venient manner,  and  has  been  found  to  operate  admirably  in 
practical  service.  The  details  of  Smith's  arrangement  will  be 
imderstood  by  reference  to  fig.  482. 

M  is  the  receiving  relay,  which  operates  the  sounder  S  in  the 


fig.  482. 

usual  manner  by  means  of  the  local  battery  I  The  armature 
lever  A  of  the  relay  turns  on  an  arbor  at  a,  and  plays  between 
the  front  and  back  contact  stops  b  and  c,  D  is  a  contact  lever 
having  its  fulcrum  at  c?.  When  the  transmitter  T  is  in  its  posi- 
tion of  rest  its  projecting  arm  t  is  in  such  a  position  that  the  arm 
D  is  drawn  against  it  by  the  tension  of  the  adjustable  spiral 
spring  ^,  as  shown  in  the  drawing,  and  is,  therefore,  in  electrical 
contact  therewith  ;  but  when  the  armature  of  the  transmitter  is 
depressed,  the  arm  i  is  withdrawn,  and  the  lever  D  falls  back, 
by  the  tension  of  its  spring  5,  against  the  projecting  stop  ai  of 
the  relay  armature  A. 

The  connections  are  arranged  as  follows : 
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•  One  pole  of  the  main  battery  E  is  connected  to  the  fulcrum  a 
of  the  relay  armature  A,  and  the  other  pole  to  earth  at  G.  The 
fulcrum  of  the  transmitter  T  is  also  connected  to  earth,  a  spark 
coil  r  being  inserted,  equal  in  resistance  to  the  battery,  in  the 
usual  manner.  The  line  L  goes  first  to  the  helices  of  the  relay 
M  and  thence  to  the  fulcrum  d  of  the  contact  lever  D.  The 
transmitter  T  may  be  worked  directly  by  hand  in  the  same 
manner  as  an  ordinary  key,  but  it  is  preferable  to  arrange  it  in 
the  ordinary  way  with  a'  local  magnet  m  and  key  K,  as  in  the 
figure. 

It  being  understood  that  the  diagram  represents  the  normal 
position  of  the  apparatus  when  not  in  use,  the  principle  of  its 
operation  will  be  very  easily  understood.  The  armature  spring 
s^  is  adjusted  to  correspond  to  the  in-coming  or  received  currents 
from  the  battery  of  the  distant  station.  When  the  home  station 
has  its  key  K  open,  as  represented  in  the  figure,  the  relay  and 
sounder  respond  to  the  writing  of  the  distant  operator,  the  same 
as  a  plain  relay ;  the  currents  entering  at  L  pass  through  the 
relay  M,  and  thence  find  their  way  to  the  ground  by  way  of  the 
contact  lever  D,  transmitter  T,  and  spark  coil  r.  The  upper 
spring  8  is  so  adjusted  that  when  acting  in  conjunction  with  the 
spring  Sj  their  combined  pull  will  hold  the  armature  lever  A  in 
its  back  stop  c  with  sufficient  force  to  withstand  the  attraction 
produced  in  the  relay  magnet  M  by  the  action  of  the  main  bat- 
tery E,  either  at  the  home  or  the  distant  station  alone,  but  the 
•combined  effect  of  the  two  batteries,  when  both  of  them  are  in 
•circuit  at  the  same  time,  will  be  sufficient  to  overcome  the  com- 
bined tension  of  the  springs  without  difficulty.  This  being  the 
case,  it  will  be  seen  that  when  the  armature  of  the  transmitter 
T  at  the  home  station  is  depressed,  that  the  arm  t  is  drawn  back, 
when  the  spring  s  pulls  the  contact  lever  D  against  the  stoji  a^ 
of  the  armature  lever  A,  which  connects  the  main  battery  E  to 
the  line  through  the  home  relay  M,  but  at  the  same  time  the 
combined  tension  of  the  two  springs  s  and  5j  is  exerted  to  pre- 
vent its  armature  from  responding  If,  however,  the  distant  key 
is  depressed,  and  the  Vattery  of  the  distant  station  also  placed  in 
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circuit,  the  tension  of  both  springs  is  overcome,  the  armature  A 
responds  to  the  increased  attraction  of  the  magnet  M  and  closes 
its  local  circuit  at  b,  thus  rccording  the  signal  from  the  distant 
statioa 

In  working  this  apparatus  it  is  of  course  necessary  that  the 
main  batteries  should  be  placed  with  unlike  poles  towards  each 
other,  as  in  the  ordinary  closed  circuit  system. 

This  apparatus  may  be  worked  at  an  intermediate  station  as 
well  as  at  a  terminal  one,  the  only  change  being  to  replace  the 
ground  wire  by  the  remaining  line  wire,  as  shown  by  the  dotted 
line  Lj. 

The  apparatus,  when  set  up  in  this  way,  may  be  provided 
with  an  ordinary  Morse  \.ey  with  circuit  closer  k  placed  in  the 
line  circuit  This  having  been  done,  the  whole  arrangement  can 
be  "  singled  up "  or  converted  into  an  ordinary  closed  circuit 
Morse  system  at  a  moment's  notice  by  the  following  procedure : 
Each  terminal  station  closes  the  key  K  and  slackens  the  adjust- 
ment of  the  spring  &  Each  way  station  slackens  the  spring  $ 
in  the  same  manner,  but  leaves  the  key  K  open.  By  means  of 
the  key  k  any  station,  way  or  terminal,  may  correspond  with 
any  other,  precisely  as  in  ordinary  working. 

When  arranged  for  duplex  working,  any  station,  whether  way 
or  terminal,  may  call  any  other  station  and  work  duplex  with 
them  whenever  the  line  is  not  in  use  elsewhere. 

This  apparatus  has  been  tested  in  practical  service,  both  for 
through  and  intermediate  business,  upon  circuits  of  various 
lengths,  up  to  450  miles  of  No.  6  gauge  wire,  and  has  proved 
entirely  successful.  It  may  also  be  used  at  intermediate  or  way 
stations  in  connection  with  the  Steams  differential  duplex. 

VAES'S  METHOD. 

In  1872  Mr.  J.  F.  Vaes,  of  Eotterdam,  published  a  descrip- 
tion of  a  method  of  simultaneous  transmission,  which  he  had 
•experimentally  tried  in  the  latter  part  of  1868  upon  a  line  of 
180  miles  in  length,  with  satisfactory  results  both  as  regards  the 
Morse  and  the  Hughes  system.     By  an  inspection  of  fig.  488, 
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which  illustrates  the  piinciple  of  Vaes's  method,  it  will  be  seen 
that,  SO  far  as  it  goes,  it  is  identical  with  that  of  Stearns,  consist- 
ing of  Frischen's.differential  receiving  instrument  combined  with 
Nystrom's  key,  and  having  a  rheostat  inserted  between  the  point 
5  and  the  earth,  to  compensate  for  the  internal  resistance  of  the 
battery.  In  adapting  his  method  to  the  Hughes  printing  tele- 
graph, Vaes  makes  use  of  two  instruments  in  each  office,  one  for 
sending  and  the  other  for  receiving.  The  electro-magnet  of  the 
former  is  wound  with  a  single  wire,  while  that  of  the  latter  is 
provided  with  two  wires.  These  are  connected  in  such  a  way 
that  the  out-going  current  passes  through  both  wires  of  the  send- 


Hg.  483. 

ing  instrument,  while  the  in-coming  current 
wire  only  of  the  receiving  instrument 


passes  through  one 


WINTERS   MKTHODS. 


The  following  methods  of  simultaneous  transmission  were 
patented  in  Great  Britain  by  George  K.  Winter,  an  English 
telegraphic  engineer  residing  in  India :  Mr.  Winter  makes  use 
of  opposing  batteries,  and  thus  the  battery  power  required  is 
little  more  than  that  required  for  single  working,  while  the  ad- 
justment of  compensating  changes  in  the  insulation  of  the  line  is 
simplified.     At  each  end  of  the  line  the  battery  is  permanently 
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connected  with  the  same  pole  to  earth  in  each  casa  The  receiv- 
ing instrument  is  inserted  between  the  battery  and  the  hne  at 
at  each  end  At  a  point  in  the  coil  of  the  instrument,  much 
nearer  to  the  battery  end  than  the  line  end,  the  wire  is  connected 
with  one  terminal  of  a  key,  the  other  terminal  being  connected 
with  earth.  The  effect  of  depressing  the  lever  of  the  key  is  to 
connect  together  these  two  terminals.  A  resistance  coil  may,  if 
necessary,  be  inserted  between  the  battery  and  the  instrument. 

Fig.  484  shows  the  general  arrangement  A  and  B  repre- 
sent the  two  terminal  stations ;  I  is  the  line  between  them.  At 
each  station  t  is  the  receiving  instrument,  k  key,  b  battery, 
e  the  earth  connection  and  r  a  resistance  coil.  Suppose  one-tenth 
of  the  wire  of  the  instrument  i  is  between  k  and  r  and  nine- 


■S-lr 


Fig.  484. 

tenths  between  k  and  I;  let  the  resistance  r  be  nine- tenths  that 
of  the  line,  and  let  us  firat  suppose  the  insulation  of  the  line  to 
be  perfect  If  now  the  key  at  A  is  depressed  the  battery  b 
i3  on  short  circuit  through  the  resistance  and  one-tenth  of  the 
instrument  The  current  from  the  battery  at  B  flows  through 
the  whole  of  the  instrument  at  B,  the  whole  of  the  line  wire  and 
nine-tenths  of  the  instrument  at  A.  Its  action  upon  the  instru- 
ment at  A  is  antagonistic  to  that  of  the  battery  acting  locally  at 
that  station,  and  as  it  has  to  go  through  about  nine  times  the  re- 
sistance, it  has  only  about  one-ninth  of  the  strength  of  the  cur- 
rent of  the  battery  on  short  circuit  at  A,  but  as  it  has  nine  times 
as  many  convolutions  of  the  instrument  wire  to  pass  through, 
the  actions  are  just  balanced,  and  the  instrument  at  A  is  un- 
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affected.  At  B,  however,  it  is  evident  that  the  whole  of  the 
battery  acts  through  the  whole  of  the  coil  of  the  instrument,  and 
produces  a  signal  accordingly,  which  is  only  slightly  weakened 
by  the  insertion  of  the  resistance  r.  When  B  communicates 
with  A  matters  are  simply  reversed.  When  both  keys  are  de- 
pressed at  once,  the  battery  at  each  station  acts  locally,  and  the 
action  on  each  instrument  is  only  about  one-tenth  less  than  the 
action  of  the  whole  of  the  battery  when,  after  traversing  the  line, 
it  acts  upon  the  whole  of  the  coil  of  the  instrument  as  in  single 
sending. 

Now,  suppose  the  insulation  to  become  imperfect,  there  will 
be  a  slight  current  from  each  battery  running  through  the  instru- 
ment to  line,  and  tending  to  produce  a  signal     All  that  is  neces- 


Ftg.  486. 

sary  to  remedy  this  is  to  give  the  instrument  a  bias  against 
making  a  signal  equal  and  opposite  to  the  effect  produced  by 
the  leakage  current  With  most  instruments  this  is  done  by  the 
ordinary  adjustment  of  the  instrument  with  which  the  operators 
are  already  familiar. 

Another  but  less  effective  method  by  the  same  inventor 
is  shown  in  fig.  485.  In  this  arrangement,  the  key,  instead  of 
being  connected  to  a  point  in  the  wire  in  the  interior  of  the  in- 
strument coil,  is  joined  to  a  point  in  a  resistance  s  acting  as  a 
shunt  on  the  receiving  instrument,  much  nearer  to  the  battery 
end  of  the  shunt  than  the  line  end,  A  suitable  proportion 
between  the  resistance  s  and  the  instrument  coils  is  say  4  or  5 
to  1.  The  point  where  the  key  is  connected  may,  if  required, 
be  made  adjustable  by  means  of  a  sliding  contact 
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Both  the  above  arrangements  can  be  applied  to  intermediate 
instruments  very  simply,  by  making  the  point  where  the  key  is 
connected  nearer  to  the  middle  of  the  instrument  coil  in  the  first 
arrangement,  and  of  the  shunt  in  the  second  method.  The  in- 
termediate stations  can  then  communicate  with  each  other  or  the 
terminal  stations  in  duplex  and  without  batteries.  The  arrange- 
ments of  the  intermediate  stations  are  shown  in  the  figures. 

The  efiect  of  the  static  induction  of  the  line  in  the  opposed 
battery  system  is  as  follows:  When  both  keys  are  in  their 
normal  position  the  potential  of  the  whole  line  is  raised  or 
lowered  by  the  opposing  batteries  above  or  below  that  of  the 
earth,  and  the  line  will  in  consequence  hold  a  charge  which  will 
depend  for  its  quantity  upon  the  inductive  capacity  of  the  line. 
When  either  of  the  keys  is  depressed,  the  potential  of  the  circuit 
at  that  point  will  be  made  the  same  as  that  of  the  earth,  and  half 
the  charge  of  the  line  will  flow  out  through  the  line  coil  of  the 
instrument  In  the  second  of  the  two  systems  (see  fig.  485)  the 
effect  of  the  charge  and  discharge  will  be  lessened  by  part  being 
carried  off  by  the  shunt.  It  is  evident,  therefore,  that  at  each 
depression  of  the  key,  we  have  a  strong  instantaneous  current 
flowing  in  one  direction  through  the  line  coils  of  the  instrument, 
whereas  when  the  key  is  raised  there  is  another  instantaneous 
current  flowing  in  the  opposite  direction  through  the  whole  coiL 
The  effects  of  the  inductive  discharge,  when  not  compensated,  are, 
on  the  whole,  much  less  marked  in  this  than  in  the  open  circuit 
system. 

Mr.  Winter's  method  of  effecting  the  compensation  for  the  in- 
ductive discharge  is  by  winding  the  shunt  on  tbe  battery  side 
of  the  key  upon  an  iron  core,  as  shown  at  x  in  fig.  485. 

smith's  method. 

Mr.  Gerritt  Smith,  Assistant  Electrician  of  the  Western  Union 
Telegraph  Company,  has  invented  a  method  of  duplex  working 
which  differs  materially  from  any  of  the  systems  referred  to  here- 
tofore, and  which  has  proved  successful  in  its  practical  working? 

The  principle  on  which  the  operation  of  Mr.  Smith's  system 
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depends  will  be  best  understood  by  reference  to  the  familiar 
illustration  in  fig.  486.  Suppose  a  6  c  to  represent  a  tel^raph 
line,  attached  at  one  end  a  to  the  grounded  battery  E,  of  say 
100  cells,  while  the  other  end  c  is  connected  directly  to  the  earth. 
Let  the  resistance  of  the  line  be  4,000  ohms.  A  current  of 
moderate  and  uniform  strength  would  flow  through  the  line 
from  the  positive  pole  of  the  battery  at  E  to  the  earth  at  c.  If 
a  wire,  having  practically  no  resistance,  is  now  connected  from 
the  line  wire  at  a  to  the  ground,  as  indicated  by  the  dotted  lin^ 
«!,  a  very  powerful  current  will  flow  through  it  This  current 
is  equal  to  the  full  power  of  the  battery  E ;  in  other  words,  the 
battery  is  placed  on  short  circuit,  and  the  current  flowing  ovef* 
the  line  to  c  becomes  practically  nothing.  Now,  instead  of  the 
wire  a  J,  if  a  second  battery  of  100  cells  is  connected  between 


the  point  a  and  the  ground,  with  its  positive  pole  likewise  to  the 
line,  its  current  will  exactly  neutralize  that  of  the  battery  E  in 
the  short  circuit,  but  a  current  will  pass  over  the  line  from  a  to 
c  as  before. 

If  the  connection  b^  be  made  to  the  earth  from  the  middle 
of  the  line  at  h,  a  current  will  flow  from  that  point  to  the  eartk 
as  before;  but  it  will  be  much  weaker  than  in  the  former  in- 
stance, as  it  is  obliged  to  pass  through  2,000  ohms  of  line  resist- 
ance between  a  and  b.  This  current  may  be  neutralized  as  in  the 
former  case,  by  inserting  a  battery  in  the  wire  i^,  with  its  posi- 
tive pole  to  the  line,  but  in  this  case  the  current  being  weaker,  a 
smaller  number  of  cells,  say  fifty,  will  be  sufficient  to  oppose  it, 
and  when  this  is  done,  the  current  from  E  will  pass  to  c  as  bef ora 

It  will  be  readily  understood  that  it  is  not  at  all  essential  that 
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the  point  b  should  be  in  the  geographical  centre  of  the  line  to 
produce  the  above  effect  The  2,000  ohms  between  a  and  b  may 
consist  merely  of  a  resistance  coil,  while  the  2,000  ohms  between 
b  and  c  may  consist  of,  say  100  miles  of  line,  more  or  less.  Pre- 
cisely the  same  result  will  follow  as  in  the  first  instanca  The 
battery  of  50  cells  at  i^  will  balance  the  100  cells  at  E,  in  either 
case;  there  will  be  no  current  whatever  in  the  wire  i^,  and  a 
relay  inserted  in  it  would  remain  entirely  unaffected  if  the  circuit 
of  both  batteries  were  opened  and  closed  simultaneously.  A  cur- 
rent would,  however,  flow  from  i  to  c  whenever  the  two  batteries 
were  connected  to  the  system. 
Mr.  Smith   has  applied  this  principle  to  the  working  of  a 


in^r 


Fig.  487. 

duplex  in  the  following  manner :  The  transmitter  T  (see  fig.  487) 
is  worked  either  directly  by  the  finger  of  the  operator,  or  prefer- 
ably by  a  magnet,  local  battery  and  finger  key  K,  as  in  the 
Steams  duplex.  It  is  so  arranged  that  the  two  batteries  E  and 
Ej  are  both  placed  in  circuit  simultaneously  whenever  the  key 
is  depressed.  The  circuit  of  battery  E,  when  closed,  passes 
through  the  wire  1,  spring  s  of  the  transmitter  T,  wire  2,  and 
rheostat  R,  to  the  junction  of  wire  4  and  tlie  line,  where  it  meets 
the  opposing  current  from  battery  E^,  which  comes  througli 
wires  3  and  4,  including  one  wire  of  differential  relay  M.  The 
current  of  the  principal  battery  E  is  materially  weakened  by  the 
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resistance  of  the  rheostat  R,  so  that  a  much  smaller  battery  E, 
is  sufficient  to  oppose  its  tendency  to  find  its  way  back  to  the 
earth  through  the  wire  4  and  relay  M.  Ir,  therefore,  goes  ov^r 
the  line  to  the  distant  station,  and  operates  the  instrument  at  that 
point  Thus  we  have  the  first  condition  of  duplex  working  pro- 
vided for,  as  the  two  batteries  E  and  E^  exactly  neutralize  each 
others  effect  in  the  wires  3  and  4  and  relay  M. 

The  currents  received  from  the  distant  station  over  the  line 
divide  at  the  junction  of  the  wire  4,  one  portion  going  to  the 
earth  through  the  rheostat  R  and  wire  2,  and  the  other  portion 
through  the  wire  4  and  relay  M,  recording  the  signal.  It  will  be 
seen  that  so  far  as  the  strength  of  the  out-going  current  is  con- 
cerned, it  is  quite  immaterial  what  the  resistance  of  the  relay  M 
is,  and  this  may,  therefore,  be  made  of  whatever  resistance  will 
produce  the  most  favorable  effect  with  the  in-coming  current 

An  ordinary  relay  might  be  used  with  this  duplex,  but  in 
practice  it  has  been  found  preferable  to  substitute  a  differentially 
wound  relay.  The  extra  circuit  of  this  forms  a  part  of  the  wire 
6,  which  is  attached  to  the  battery  2,  and  to  one  side  of  a  con- 
denser C,  the  other  side  of  which  is  connected  to  the  earth.  By 
this  contrivance  the  return  current  or  static  charge  is  effectually 
compensated.  When  the  circuit  of  the  battery  E  is  closed  the 
condenser  C  takes  a  charge.  When  the  battery  is  removed  from 
the  circuit  the  line  and  the  condenser  discharge  themselves 
simultaneously,  but  the  two  charges  pass  off  in  opposite  direc- 
tions through  the  two  wires  of  the  differential  relay,  and  their 
effect  upon  its  cores  is  therefore  null. 

The  resistance  of  the  spark  coil  r  should  be  made  equal  to  that 
of  the  joint  resistance  of  the  batteries  E  and  Ej.  The  balance 
of  the  whole  system  is  obtained  by  varying  the  rheostat  B. 

Instead  of  a  transmitter  with  the  continuity-preserving  springs 
s  Sj,  an  arrangement  might  be  used  which  would  short  circuit 
both  batteries  when  the  key  is  up,  by  a  connection  which  would 
be  interrupted  when  the  latter  is  depressed,  so  as  to  allow  the 
current  to  flow  to  line. 

The  above  duplex  system  has  been  tested  on  a  number  of 
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different  lines  of  the  Western  Union  Company  with  the  most 
satisfactory  results.  The  resistances  of  the  lines  in  good  weather 
varies  from  5,000  to  6,800  ohms.  With  175  gravity  cells  in 
battery  E,  and  135  similar  cells  in  battery  E^,  the  resistance 
which  is  required  in  E  to  effect  a  balance  with  6,300  ohms  in  the 
line  is  about  1,711  ohms.  The  differential  relay  used  had  a  re- 
sistance of  about  300  ohms  on  each  side. 

HASKINS'S   METHOD. 

The  following  method  of  simultaneous  transmission  was  in- 
vented in  the  early  part  of  1874  by  Mr.  C.  H.  Haskins,  General 

J.. 


Fig.  488. 

Superintendent  of  the  lines  of  the  North  Western  Telegraph 
Company  at  Milwaukee,  Wis.  The  novelty  of  the  invention 
consists  principally  in  the  peculiar  manner  in  which  the  receiv- 
ing relay  is  constructed  and  operated,  and  we  will,  therefore, 
give  a  description  of  this  part  of  the  apparatus  before  explaining 
the  general  principle  of  operation. 

Fig.  488  is  an  end  view  of  the  relay,  the  connections  and  other 
parts  of  the  apparatus  being  shown  on  a  small  scale  and  in  out- 
line, for  convenience  of  explanation.  The  relay  consists  of  two 
spools  or  helices  A  A^,  which  are  placed  parallel  to  each  other 
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and  connected  together  at  the  point  2,  so  as  to  form  a  oontmu- 
ous  circuit  from  1  to  8,  precisely  in  the  same  manner  that  the 
helices  of  an  ordinary  relay  are  arranged.  Instead,  however,  of 
connecting  the  two  cores  together  by  means  of  a  yoke  piece  of 
back  armature,  so  as  to  form  a  single  electro-magnet,  as  is  usually 
done,  semicircular  pole  pieces  of  soft  iron,  C  and  Cj,  are  attached 
to  each  end  of  the  core  of  each  helix.  Therefore  each  core,  with 
its  pole  pieces  and  helix,  in  reality  constitutes  a  distinct  electro- 
magnet, having  four  poles,  the  two  poles  at  one  end  having 
always  a  magnetic  polarity  opposite  to  the  two  poles  at  the  other 
end,  whenever  a  current  is  passing. 

Between  the  two  helices  A  A^,  and  parallel  to  them,  is  a  shaft 
or  axis  c?,  carrying  at  each  end  a  permanently  magnetic  bar  n  5, 
which  may  be  termed  a  polarized  armature.  In  the  drawing,  n 
represents  the  north  pole  and  s  the  south  pole  of  one  armature, 
the  former  being  at  the  top  and  the  latter  at  the  bottom.  The 
position  of  the  armature  at  the  other  end  of  the  axis  is  exactly 
the  reverse  of  this,  the  south  pole  being  at  the  top  and  fhe 
north  at  the  bottom.  These  armatures  are  arranged  as  shown 
in  the  figure,  their  poles  being  situated  directly  between  the 
poles  C  Ci  of  the  electro-magnets  which  face  each  other.  A 
contact  arm  e,  rigidly  attached  to  the  axis  g?,  projects  upward  at 
a  point  midway  between  the  two  polarized  armatures,  and  is  pro- 
vided with  a  contact  point.  The  arm  r  plays  between  the  ad- 
justable stops/ and /i,  the  latter  being  insulated,  and  opens  and 
closes  the  local  circuit  of  the  receiving  sounder  in  the  same 
manner  as  an  ordinary  relay.  An  adjustable  spiral  spring  ^^ 
retains  the  armature  in  the  position  shown  in  the  figure,  the 
local  circuit  being  open  when  no  current  is  passing.  The  coil 
A  is  mounted  in  a  frame  a,  which  slides  in  a  bed  plate  6,  and  is 
capable  of  being  moved  by  means  of  the  screw  A  to  or  from  the 
other  coil  and  the  armature.  Thus  it  will  be  seen  that  the  ad- 
justments are  virtually  the  same  as  in  the  ordinary  relay. 

The  arrangement  df  the  connections  is  indicated  in  outline  in 
the  figure.  The  main  batteries  at  each  end  of  the  line  are  placed 
with  their  unlike  poles  towards  each  other,  precisely  as  in  the 
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usual  arrangement  for  a  Morse  circuit.  When  both  keys  are  at 
rest,  the  main  line  is  to  ground  at  each  end  through  both  helices 
A  Ai  of  the  relays,  and  also  through  the  resistance  r.  The  key 
merely  serves,  when  depressed,  to  connect  the  battery  to  the 
main  line  at  a  point  between  the  helices  of  the  relay. 

There  are  but  three  different  electrical  conditions  of  the  line 
possible  when  this  apparatus  is  working,  which  are  as  follows : 

1.  When  the  home  key  is  open  and  the  distant  key  closed.  It 
each  battery  consists  of  say  100  cells,  the  resistance  of  the  line 
1000  ohms,  rheostat  r  1200,  and  relay  helices  200  each ;  the 
strength  of  current  in  this  case  will  be  1000  -^(200  +  1000  + 
400  + 1200)  =  0.85.  This  current  will  go  to  earth  at  the  home 
station  through  both  helices  of  the  relays,  and  the  force  acting 
upon  the  armature  n  s  in  opposition  to  the  si  ring  .Sj  will  be  0.85 
X  2  =  0.70  when  the  distant  key  is  closed,  and  nothing  when  it 
Is  open. 

2.  When  the  home  key  is  closed  and  the  distant  key  open.  The 
current  from  the  home  battery  divides  at  the  point  2,  and  to 
avoid  complexity  we  will  assume  that  the  battery  has  no  internal 
resistance.  The  strength  of  the  current  going  to  line  will  be 
1000  -7-  (200  +  1000  +  400  +  1200)  =  0.85 ;  which  will  there- 
fore act  in  one  coil  A^  of  the  home  relay  in  opposition  to  the 
spring  5j  with  a  force  of  0.35.  The  other  branch  of  the  current 
going  through  the  rheostat  at  the  home  station  has  a  force  in  A 
of  1000 -T-  (200  +  1200)  =P  0.71,  which  is  double  that  of  the 
current  going  to  line,  and  acts  in  the  same  direction  with  spring 
s^.  Thus  the  armature  of  the  home  relay  is  held  still  with  a 
force  ot  0.36  whenever  a  current  is  sent  to  line. 

8.  When  the  home  and  distant  keys  are  both  closed.  In  this 
case  the  lin«  current,  in  consequence  of  both  batteries  being  on, 
becomes  2000  -f-  (200  -f  1000  +  200)  =  1.66 ;  which  acts  upon 
the  coil  A,  upon  the  line  side,  but  is  oppased  by  the  current  in 
A  on  the  rheostat  side  in  both  relaya  This,  as  in  the  former 
case,  amounts  to  0.71.  Therefore,  the  effective  force  acting  upon 
each  armature  in  opposition  to  the  spring,  to  give  a  signal,  will 
be  1.66  —  0.71  =0.85. 
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Thus,  in  tliis  arrangement  we  would  have,  under  the  condi- 
tions Stated,  an  efEective  force  acting  upon  the  armature  n  $^ 
varying  from  0.70  to  0.95.  It  will  at  once  be  seen  that  this 
margin  enables  the  operators  to  work  freely  over  escapes  and 
changes  of  resistance  in  the  lina  Thus,  in  the  case  -cited,  in 
order  to  disturb  the  balance  of  the  sender's  relay,  so  as  to  give 
him  back  his  own  signals,  the  resistance  of  the  line  must  be 
diminished  sufficiently  to  increase  the  strength  of  current  from 
0.85  to  0.71 — more  than  double — which  would  require  a  very 
heavy  leakaga  In  practice,  the  resistance  of  the  rheostat  r  is 
made  a  constant  quantity,  all  necessary  adjustments  being 
effected  precisely  as  in  an  ordinary  instrument,  and  with  no  more 
inconvenienca 

The  Steams  condenser  c  may  be  applied  when  necessary,  in 
the  manner  shown  in  the  figure,  for  the  purpose  of  neutralizing 
the  static  discharge. 

EDlSON'S  METHODS. 

A  method  of  simultaneous  transmission,  invented  by  T.  A. 
Edison  of  New  Jersey,  in  1878,  is  shown  in  fig.  489.  Its  pecu- 
liarity consists  in  the  fact  that  the  signals  are  transmitted  in  one 
direction  by  reversing  the  polarity  of  a  constant  current,  and  in 
the  opposite  direction  by  increasing  and  decreasing  the  strength 
of  the  same  current  The  relay  R  at  station  A  consists  of  two 
soft  iron  electro-magnets  r^  and  r,  which  act  upon  the  same 
armature  lever,  thereby  closing  the  local  circuit  of  the  sounder 
or  other  receiving  instrument  in  the  usual  manner.  The  trans- 
mitter T  is  operated  by  a  key  and  local  battery  as  in  Stearns's 
method,  and  is  so  arranged  that  when  the  key  is  in  a  position  of 
rest  the  negative  current  from  the  battery  Ej  passes  to  line 
through  the  electro-magnet  r^  of  the  home  relay  E,  but  if  the 
key  is  depressed  the  lever  T  of  the  transmitter  makes  contact 
between  the  battery  E  and  the  earth,  and  at  almost  the  same 
instant  interrupts  the  previously  existing  contact  between  E^  and 
the  earth;  thus  there  is  at  all  times  either  a  positive  current 
going  to  line  through  r^,  or  a  negative  cuirent  through  r,. 
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At  statioa  B  the  currents  pass  through  a  polarized  receiving  in- 
strument R|,  and  thence  through  a  rheostat  X  to  the  earth.  The 
tension  of  the  spring  of  relay  E  is  adjusted  so  that  the  current 
going  to  line  is  not  sufficient  to  overcome  it  except  when  the 
rheostat  X  is  cut  out  by  depressing  the  key  K  at  station  B.  Con- 
secjuently  A  sends  to  B  by  reversing  the  polarity  of  the  current 
without  changing  its  strength,  while  B  sends  to  A  by  changing 
the  strength  of  the  current  irrespective  of  its  polarity. 

The  polarized  relay  can  be  placed  at  a  number  of  stations  on 
the  line,  and  each  will  be  able  to  receive  the  signals  from  the 
stations  transmitting  the  positive  and  negative  currents.  A 
neutral  or  Morse  relay  may  also  be  placed  at  a  number  of  stations, 
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Fig,  489 

if  devices  are  applied  to  prevent  the  mutilation  of  the  signals  by 
change  in  the  polarity  of  its  iron  core. 

The  principle  embodied  in  this  invention,  as  we  shall  hereafter 
see,  has  been  successfully  employed  in  quadruplex  transmission 
by  the  introduction  of  suitable  modifications  in  the  arrangement 
of  the  apparatus. 

In  1874  Edison  invented  a  method  of  simultaneous  transmission 
by  induced  currents,  which  has  given  very  satisfactory  results 
in  experimental  trials.  The  arrangement  of  the  apparatus  differs 
from  Stearns's  in  that  a  compound  differential  induction  coil  I 
ij  t,  (fig.  490)  is  substituted  in  place  of  the  home  relay ;  the 
middle  or  secondary  coil  I  being  connected  to  a  polarized  re- 
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ceiving  instrument  R  The  out-going  currents  divide  between 
»j  and  z„  and  as  these-  oppose  each  other  in  their  action  upon 
the  iron  core,  no  induced  current  is  set  up  in  L  The  in-coming 
currents  pass  through  i\  alone,  and  thus  an  induced  current  is 
generated  in  T  at  the  beginnmg  and  end  of  every  signal  which 
operates  the  polarized  receiving  instrument  R  The  latter  may 
be  either  a  relay  or  an  ink- writer. 

It  would  require  too  much  space  to  refer  in  detail  to  the  great 
number  of  minor  modifications  which  have  been  made  in  the 
difierent  methods  of  simultaneoufli  transmission  in  opposite  direo- 


I\g.  490. 

tions,  both  by  European  and  American  inventors.  It  is  believed 
that  every  invention  of  the  kind  possessing  any  essential  novelty 
has  been  explained  with  suificient  clearness  to  give  the  reader  a 
correct  comprehension  of  the  subject,  both  in  general  and  in 
detail.  The  system,  in  some  form,  is  now  in  use  on  the  more 
important  land  lines  in  nearly  every  country  in  the  world,  and 
the  adaptation  of  it  to  submarine  lines  also  has  thus  far  been 
quite  successful.  In  the  United  States  the  duplex  has  since 
1874  been  largely  superseded  by  the  quadruplex  method,  which 
has  now  been  brought  to  great  perfection,  and  will  be  described 
at  length  in  a  succeeding  chapter. 
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CHAPTER  XXXIX. 

SIMULTANEOUS  TRANSMISSION  IN  THE   SAME  DIRECTION. 

The  success  of  the  ingenious  invention  of  Frischen,  in  1854, 
was  sufficient  to  give  an  entirely  new  direction  to  the  minds  of 
many  enterprising  European  electricians,  and  during  the  follow- 
ing year  the  problem  of  simultaneous  transmission  in  the  same 
direction,  which  naturally  suggested  itself  as  the  next  step  in 
the  progress  of  invention,  was  solved  with  more  or  less  success 
by  the  independent  labors  of  a  number  of  different  inventors. 

In  any  system  of  simultaneous  double  transmission  in  the 
same  direction,  two  keys  are  required  at  the  sending  station,  and 
at  least  Toar  different  electrical  conditions  of  the  line  must  be 
provided  for,  one  for  each  of  the  four  following  cases : 

1.  When  the  first  key  is  closed  and  the  second  key  open. 

2.  When  the  second  key  is  closed  and  the  first  key  open. 
8,  When  both  keys  are  closed. 

4.  When  both  keys  are  open. 

The  methods  of  Stark  and  Siemens,  though  differing  in  detail, 
were  arranged  upon  one  general  principle,  the  four  electrical 
conditions  of  the  line  being  as  follows : 

1.  A  positive  current  having  a  strength  of  1. 

2.  A  positive  current  having  a  stiength  of  2. 
8.  A  positive  current  having  a  strength  of  8. 
4.  No  current 

stark's  method. 

The  first  attempt  made  in  this  direction  was  by  Dr.  J.  B. 
Stark,  of  Vienna,  in  1855.  His  method  consists  of  sending  from 
the  transmitting  station,  by  two  keys,  two  currents  of  different 
strength,  which  on  arriving  at  the  receiving  station,  each  set  a 
relay  in  motion. 
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The  relays  are  arranged  in  such  a  way  that,  when  the  weaker 
currents  traverse  the  line,  only  one  of  them  responds ;  when  the 
stronger  current  traverses  the  line,  the  other  relay  alone  re- 
sponds ;  and  lastly,  when  both  currents  go  together,  both  the  re- 
lays respond  to  them. 

At  the  sending  station  Stark  arranged  two  keys  as  in  fig.  491 ; 
K  being  a  simple  Morse  key,  and  K'  a  similar  lever,  supplied  at 
the  back  with  an  insulated  earth  contact,  which  it  moves  against 
the  two  anvils  5  and  6.  The  usual  front  and  back  contacts  of 
the  keys  are  marked  in  the  figure  1  and  8  respectively,  and  the 
levers  2.  The  battery  is  divided  into  two  unequal  parts,  h  and 
c,  the  number  of  elements  represented  by  b  being  double  that  of 
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Fig.  491. 

c  The  battery  c  is  put  into  circuit  with  the  line  by  pressing 
down  the  key  K ;  ^,  by  the  key  K' ;  and  both  together  by  de- 
pressing both  keys  at  the  same  time. 

The  copper  pole  c  is,  therefore,  connected  to  the  contact  1  of 
K,  the  zinc  pole  of  same  to  5  of  K'.  Copper  pole  of  b  is  con- 
nected with  1,  and  zinc  pole  with  6  of  K'.  The  lever  of  K'  is 
in  connection  with  the  back  contact,  3  of  K ;  the  line  is  brought 
to  the  lever  2  of  K,  and  the  back  contact  of  K'  goes  to  the  re- 
lay, etc. 

When  K  alone  is  depressed,  tlie  currents  of  c  pass  from  z  (5 
and  4  of  K')  to  earth,  and  from  c  (1  and  2  of  K)  to  lina 
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When  K'  is  depressed,  the  currents  of  b  pass  from  z  (6  and  4 
of  K')  to  earth,  and  from  c  (1  and  2  of  K')  to  Una 

When  both  K  and  K'  are  depressed,  the  united  currents  of  h 
and  c  pass  from  zinc  of  b  (6  and  4  of  K')  to  earth,  and  from  cop- 
per of  c  (1  and  2  of  K)  to  Una 

By  the  depression  of  one  or  other  or  both  the  keys  at  the 
sending  station,  three  different  strengths  of  current  are  therefore 
produced,  which  ^re  in  the  relation  of  1,  2,  8.  These  currents 
we  will  call  S,  S^  and  S,. 

At  the  receiving  station  all  currents  pass  through  relays  I  and 
II,  fig.  492.  A  common  local  battery,  E^,  serves  both  these  in- 
struments ;  its  zinc  pole  being  connected  with  the  lever  of  each 


Fig.  492. 

of  them,  and  its  copper  pole  with  their  metal  contacts.  The  re- 
lay II  is  furnished  with  outer  coils,  which  are  put  into  circuit 
with  another  local  battey  Eg,  and  a  resistance  E,  by  means  of 
the  lever  of  relay  I. 

The  lever  of  relay  I  is  held  on  its  insulated  contact  by  a  spiral 
spring,  whose  force  is  adjusted  so  that  the  currents  S,  or  those 
of  the  portion,  c,  of  the  battery,  are  unable  to  move  it,  but  so 
that  it  is  easily  moved  by  S^  and  S^ — the  currents  of  section  b 
and  the  whole.  Relay  II,  on  the  contrary  is  adjusted  delicately, 
so  as  to  respond  to  the  weaker  currents. 
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When,  therefore,  the  key  K  at  the  sending  station  is  pressed 
down,  the  current  of  c  is  sent  through  the  line,  and  passes 
through  the  coils  of  relays  I  and  II  to  earth.  Relay  I  is  un- 
aJBEected,  but  relay  II  is  put  in  action,  and  the  register  or  sounder 
Mj,  in  the  local  circuit  (E^,  z,  relay  II,  8,  2,  M^,  c,  eta),  records 
whatever  signals  are  given  by  EL 

When  K^  is  depressed  at  the  sending  station,  current  S^  is 
transmitted,  and  the  lever  of  relay  I  deflected  against  the  local 
contact  Thus  two  local  circuits  are  closed ;  the  first  is  that  in- 
cluding the  battery  E,,  R,  and  the  extra  coils  of  relay  II,  by 
which  the  action  of  the  line  current  in  this  relay  is  counteracted^ 
and  the  lever  held  still  against  the  insulated  contact ;  therefore 
Mj  does  not  respond  to  these  stronger  currenta  The  second 
local  circuit  is  that  of  the  sounder  or  register  M  and  battery  E^. 

The  intensity  of  the  counteracting  battery  E„  whose  magnetic 
effect  upon  the  armature  of  relay  II  we  will  call  Sg,  is  regulated 
by  the  interposed  resistance  B,  until  it  balances  the  magnetizing 
power  of  the  line  current  sent  by  K. 

The  third  case  is  that  in  which,  during  the  manipulation  of 
the  two  keys,  both  happen  to  be  pressed  down  together.  When 
this  occurs  the  current  S,  of  the  whole  battery  goes  through 
both  the  relays  I  and  IL  Relay  I  is  put  in  action  as  before,  and 
closes  its  local  circuit  and  that  of  the  counteracting  battery  E,. 
But  as  the  opposite  magnetic  effect  Sj  of  the  extra  coils  of  relay 
II  is  only  equal  to  that  of  Sj,  and  since  Sj  is  equal  the  sum  of 
S  and  Si,  it  is  evident  that  the  relay  II  will  be  acted  upon  hy 
the  difference  of  the  magnetic  effects  due  to  the  line  and  the 
counteracting  currents,  or  by  S,  which  is  precisely  the  same 
a^  that  produced  when  K  alone  is  depressed.  The  register 
or  sounder  Mj  will  therefore  also  be  set  in  motion.  Other 
arrangements  were  also  invented  by  Stark  for  telegraphing  in  the 
same  direction  at  the  same  time  to  different  stations  along  the 
line,  both  directly  and  by  translation, 

Siemens's  method,  which  is  very  similar  to  that  of  Stark,  was 
invented  at  nearly  the  same  time. 

There  are  two  serious  difficulties,  leaving  minor  ones  out  of 
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consideration,  which  are  inherent  in  every  system  of  simultaneous 
double  transmission  in  the  same  directioa  In  the  first  place, 
^hen  either  key  is  passing  from  its  front  to  its  rear  contact,  it 
effuses  a  momentary  interruption  of  the  signal  which  is  at  the 
same  time  being  transmitted  by  the  other  key.  The  second 
difficulty  is  a  still  more  serious  one,  and  arises  in  the  following 
manner :  In  the  simultaneous  operation  of  the  apparatus  there 
must,  of  necessity,  frequently  be  a  change  from  a  positive  to  a 
negative  condition,  or  vice  versa,  of  the  line,  or  at  least  of  ihe 
relays  or  receiving  instruments,  consequent  upon  the  movement 
of  a  single  key ;  yet  it  is  evident  that  the  reversal  of  the  magnetic 
polarity  of  a  receiving  instrument  by  the  action  of  one  key  must 
interfere  with  a  signal  which  is  being  given  upon  it  at  the  same 
time  by  the  action  of  the  other  key.  This  difficultyis  met  with, 
in  some  form,  in  every  possible  arrangement  of  the  receiving  in- 
struments. Neither  Stark  nor  Siemens  suggested  any  method 
of  remedying  these  serious  defects,  and  judging  from  his  pub- 
lished paper  on  the  subject,  the  latter  evidently  considered  them 
insunnountable. 

It  is  evident  that  Dr.  Stark,  even  at  this  early  date,  clearly 
saw  that  the  successful  solution  of  the  difficult  problem  of  simul- 
taneous transmission  in  the  same  direction  included  as  a  neces- 
sary consequence  the  solution  of  the  problem  of  quadruple 
transmission  also ;  for  a  knowledge  of  the  invention  of  Gintl,  as 
perfected  by  Frischen,  was  all  that  was  needed  to  show  that  it 
was  equally  applicable  either  to  a  single  or  a  double  telegraph 
in  one  direction. 

In  the  first  published  description  of  his  method,  dated  at 
Vienna,  October  81,  1865,  Stark  concludes  as  follows : 

''  With  the  method  of  double  transmission  in  the  same  direc- 
tion we  may  also  combine  that  of  counter  transmission  {gegen- 
sprechen),  and  hence  arises  the  possibility  of  simultaneously  ex- 
changing four  messages  upon  one  wire  between  two  stations, 
which  will,  however,  hardly  find  any  application  in  practice." 

This  is  unquestionably  the  earliest  published  suggestion  of 
what  is  now  known  as  the  quadruplex  system. 
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KRAMEli's   METHOD. 

The  method  invented  by  Kramer,  shortly  after  the  above  de- 
scribed method  of  Stark  had  been  made  known,  accomplished 
the  desired  result  by  means  of  another  and  better  arrangement  of 
currents  for  the  diflEerent  positions  of  the  keys,  as  follows  : 

1.  A  negative  current  having  a  strength  of  1. 

2.  A  positive  current  having  a  strength  of  2. 

3.  A  positive  current  having  a  strength  of  1. 

4.  No  current 

To  avoid  the  interruption,  which  in  Stark's  method  was  caused 
by  the  movement  of  one  key  while  a  signal  was  being  given  by 
the  other,  Kramer  made  use  of  a  device  originally  invented  by 
Ointl  (fig.  467,  page  779),  viz.,  that  of  keeping  the  battery  con- 
stantly on  the  main  circuit,  but  shunted  by  the  key,  so  that  when 


FSg,  493. 

the  latter  was  depressed  the  short  circuit  was  broken  and  the 
current  flowed  to  line,  but  when  raised  the  battery  was  again 
short  circuited. 

Fig.  493  shows  the  manner  in  which  the  main  battery  L  B 
was  connected  with  the  key  and  the  line  wire  L  L'.  This  plan 
effectually  disposed  of  the  difficulty  in  question,  but  was  inju- 
rious in  its  effect  upon  the  batteries,  as  these  were  kept  closed 
on  short  circuit  whenever  the  keys  were  at  rest. 

The  arrangement  at  the  receiving  station  is  shown  in  fig.  494. 
The  currents  which  arrive  from  the  sending  station  pass  succes- 
sively through  three  separate  relays  E^,  Eg  and  Eg,  of  which  the 
armature  levei-s  only  are  represented  in  the  figure.  The  arma- 
tures of  Ej  and  Eg  are  polarized,  so  that  the  former  responds 
only  to  negative  and  the  latter  only  to  positive  currents  of  any 
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strength.  S,,  on  the  other  hand,  is  a  soft  iron  or  neutral  relay, 
but  is  adjusted  so  as  to  respond  only  to  currents  having  a  strength 
of  2.  The  arrangement  of  the  registers  or  sounders  M  ^  and  M, 
and  the  local  batteries  b^  and  6,  will  be  understood  by  reference 
to  the  figure. 

In  a  position  of  rest,  when  there  is  no  current  upon  the  line> 
the  local  battery  b^  is  closed  on  short  circuit,  by  way  of  relay 
levers  a^  and  a,,  and  thus  the  register  or  sounder  M^  is  cut  out 
The  local  circuit  of  Mj  is  open  at  a,. 

When  the  first  key  alone  at  the  sending  station  is  depressed^ 
and  a  negative  current  having  a  strength  of  1  is  sent  through 
the  relays,  R^  only  responds.  This  breaks  the  short  circuit  of 
the  local  battery  b^  at  a^  and  M^  responds 

When  the  second  key  alone  is  depressed,  sending  a  positive 
current  having  a  strength  of  2,  the  relays  R,  and  Eg  respond. 


Fig.  ^94, 

The  local  circuit  of  M,  is  closed  by  aj,  but  no  effect  is  produced 
upon  Mj  by  the  movement  of  ag. 

When  both  keys  are  depressed  simultaneously,  a  positive  cur- 
rent of  the  strength  of  1  goes  to  line,  and  the  lever  a,  of  relay 
Eg  alone  responds,  but  this  operates  both  Mj  and  Mg,  the 
former  by  breaking  the  short  circuit,  and  the  latter  by  direct 
closing  on  its  front  contact  in  the  ordinary  manner. 

If  the  first  key  is  closed  and  the  second  key  worked,  the  line 
current  is  changed  from  negative  to  positive  every  time  the 
latter  is  depressed.  As  neither  of  these  currents  has  sufficient 
strength  to  overcome  the  tension  of  the  spring  of  the  armature 
lever  ag,  this  wiU  remain  at  rest  as  in  the  diagram,  while  a^  and 
ttg  move  alternately.    Thus  the  local  of  M^  is  constantly  closed 
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through  the  back  contact  of  a,,  while  M,  responds  to  the  move- 
ments of  the  second  key. 

Practically,  the  above  method  of  operating  a  register  or  sounder 
by  closing  and  breaking  a  shunt,  is  a  very  unsatisfa<5tOTy  one. 
It  not  only  exhausts  the  local  battery  with  gfeat  rapidity,  but 
the  demagnetization  of  the  iron  cores  takes  place  with  far  less 
rapidity  when  the  battery  is  cut  ofiE  by  a  shunt,  even  of  very 
small  resistance,  than  when  it  is  completely  interrupted  by  break- 
ing the  circuit  in  the  usual  way,  and  this  renders  it  impossible 
to  receive  and  record  the  telegraphic  signals  with  the  rapidity  that 
is  necessary  in  modern  telegraphy. 

EARLY   METHODS    OF   SIMULTANEOUS    TRANSMISSION    IN   THE 
SAME   DIRECTION. 

In  October,  1855,  A.  Bernstein,  of  Berlin,  devised  a  plan  for 
the  simultaneous  transmission  of  two  messages  in  the  same 
direction,  which  is  shown  in  fig.  495. 

The  transmitting  apparatus  consists  of  two  independent  cir- 
cuit preserving  keys  K^  and  K,  in  connection  with  batteries 
Bj  and  B,,  the  former  composed  of,  say  10,  and  the  latter  20 
cells,  as  shown  in  the  figure  at  station  A. 

The  movements  of  these  keys  produce  three  di jBEerent  electrical 
conditions  in  the  line,  according  to  their  respective  positions  with 
reference  to  each  other,  as  follows : 

1.  First  and  second  keys  open.  The  route  of  the  circuit  may 
be  traced  as  follows :  Prom  the  earth  plate  G,  through  wire  6, 
adjustable  stops  5  and  4,  wire  8,  to  adjustable  stops  1  and  2  and 
line  L.  This  may  be  considered  the  normal  condition  of  the 
keys,  in  which  position  no  current  passes  to  the  line. 

2.  First  key  closed  and  second  key  open.  The  route  is  from 
earth  plate  Q-  to  wires  6,  7,  main  battery  B^,  thence  to  lever  l^ 
of  key  Kj,  and  wire  8  to  stops  2  and  1  and  line  L  to  distant 
station  as  before.  In  this  position  of  the  keys  the  smaller 
battery  B^  only  is  in  circuit,  sending  to  the  lino  a  positive  or  + 
current  of  +  10. 

8.  Second  key  closed  and  first  key  open.     The  route  now  is 
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from  earth  plate  G,  wire  6,  to  stops  6  and  4 ;  thence  by  wkes  S 
and  8,  to  main  battery  B^,  and  lever  l^  of  key  Kj  ;  thence  by 
wire  9  to  stop  1,  and  line  L  to  distant  office.  In  this  position  of 
the  keys  the  larger  battery  B,  only  is  in  circuit,  sending  to  line 
a  positive  or  -f-  current  of  -f-  20. 

4.  First  and  second  keys  both  depressed.  The  route  of  the 
circuit  in  this  case  is  from  earth  plate  G,  wire  6,  7,  to  battery 
Bj,  lever  l^ ;  thence  to  stop  4,  and  wires  8,  8,  and  battery 


-R^.  496. 

Bj  to  lever  Z^j  ^^  9  to  stop  1 ;  thence  to  the  line  L  and 
distant  station  as  befora  In  this  position  of  the  keys  both 
batteries  are  in  circuit,  sending  to  line  a  positive  or  4-  current 
of  +  80. 

At  station  B  a  receiving  instrument  or  relay  is  made  use  of, 
composed  of  a  single  electro-magnet  M,  having  three  armatures 
Ej,  Kg  and  E,,  to  each  of  which  are  attached  retractile  springb 
Tj^^r^  and  r^  respectively,  with  local  circuits  and  sounders  S^ 
and  Sg,  as  shown  in  the  figure. 
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Sounder  S^  should  respond  solely  to  the  movements  of  key 
Ki,  and  sounder  S^,  in  like  manner,  to  the  movements  of  key 
Kj,  while  both  should  respond  when  keys  Kj  and  K,  are 
simultaneously  depressed. 

The  manner  in  which  this  result  is  attained  will  be  under- 
stood by  reference  to  the  following  explanation  of  the  effect  of 
each  of  the  previously  mentioned  electrical  conditions  of  the 
line  upon  the  receiving  instrument  M  at  station  B : 

1.  The  normal  condition  of  the  transmitting  apparatus. 
No  current  to  lina 

The  local  circuit  of  sounder  S^  is  open  at  point  o,  armature 
Ej  being  held  against  its  back  stop  by  the  retractile  force  of 
spring  r^. 

Armature  R,  is,  in  a  like  manner,  held  against  its  back 
stop. 

Armature  R3  rests  \ipon  its  back  stop,  owing  to  the  retractile 
force  of  spring  rg,  in  which  position  it  will  be  observed  that  a 
local  circuit  is  completed,  in  which  are  included  sounder  S3  and 
both  local  batteries,  but  as  the  two  latter  have  like  poles  together, 
their  effect  upon  sounder  S,  is  substantially  neutralized ;  con- 
sequently, the  latter  remains  inactiva 

2.  Positive  current  from  battery  Bj  only  =  -]-  10. 

The  local  circuit  of  sounder  S^  is  closed  between  the  point 
0  and  armature  R^,  because  the  action  of  the  current  upon  the 
relay  M  is  strong  enough  to  overcome  the-spring  r^,  and  force 
armature  R^  against  the  stop  o. 

Armature  R,  remains  on  its  back  stop,  because  the  power 
of  the  current  upon  the  line  is  not  sufficient  to  overcome  the 
tension  of  spring  r,. 

Armature  Rg  rests  upon  its  back  stop  because  the  current  is 
not  strong  enough  to  overcome  the  spring  r ,.  As  in  the  first 
case,  it  will  also  be  observed  here  that  armature  Rg,  in  this  posi- 
tion, completes  a  local  circuit  in  which  is  included  sounder  S,. 
The  latter^  however,  remains  inoperative,  for  the  reasons  before 
explained. 

3.  Positive  current  from  battery  B,  =  -<-  20. 
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The  local  circuit  of  sounder  Sg  is  closed  between  the  contact 
point  and  armature  B,,  because  the  power  of  the  line  current  is 
sufficient  to  overcome  the  spring  r,,  and  move  the  armature  R, 
against  its  contact  point  Armature  B,  still  remains  on  its  back 
stop,  because  the  current  upon  the  line  is  not  of  sufficient  strength 
to  overcome  the  tension  of  spring  r,.  In  order  to  prevent  a  false 
signal  from  being  given  by  sounder  Sj,  it  is  obviously  essential, 
in  this  case,  that  armature  Rj  should  make  contact  with  the 
point  o  simultaneously  with  armature  R,,  by  which  means  the 
local  battery  of  sounder  S^  is  short-circuited,  thus  leaving  the 
latter  inoperative. 

4.  Positive  current  from  both  batteries  (Bj  and  Bg)  =  +  SO, 

The  current  upon  the  line  in  this  case  is  sufficiently  powerful 
to  overcome  the  tension  of  the  retractile  springs  r^,  r^  and  rg, 
and  force  the  armatures  Rj,  R,  and  R,  against  their  respective 
front  stops  o  and  Oj,  operating  the  sounders  S^  and  Sg. 

Thus  will  be  understood  the  manner  in  which  the  respective 
armatures  of  the  receiving  instrument  are  made  to  assume  their 
different  positions  with  relation  to  the  electrical  condition  of 
the  line,  so  as  to  record  the  proper  signals  upon  sounders  S^ 
and  Sg. 

Instead  of  the  receiving  instrument  as  devised  by  Mr.  Bern- 
stein, viz.:  a  single  electro-magnet,  with  three  separate  arma- 
tures, of  different  adjustments,  three  independent  relays  may  be 
used,  with  local  connections  the  same,  without  departing  from 
the  principle  thereof. 

A  second  method  was  also  invented  by  Bernstein,  in  which 
he  made  use  of  both  positive  and  negative  currents. 

Referring  to  the  diagram,  fig.  496,  it  will  be  observed  that  the 
transmitters,  or  keys,  are  circuit  preserving,  the  sketch  differing 
from  the  original  in  form,  but  not  in  principla 

The  operation  of  the  two  keys  gives  rise  to  three  strengths  of 
current  upon  the  line,  according  to  their  respective  positions, 
with  reference  to  each  other,  as  follows : 

The  normal  position  of  the  keys  is  that  shown  in  the  figure, 
both  being  open. 
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The  route  of  the  circuit,  in  each  of  the  before  mentioned  posi- 
tions of  the  keys  K ^  and  K,,  may  be  readily  traced  by  reference 
to  the  drawing. 

Key  Kj  alone  sends  a  positive  or  +  current  of,  say,  10  cells 
from  battery  B. 

Key  Kg  alone  sends  a  negative  or  —  current  from  the  same 
battery  =,  —  10. 

When  both  keys  are  simultaneously  depressed,  the  negative 


"%-] 
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Fig.  496. 

pole  of  the  smaller  battery  is  insulated,  and  the  larger  battery 
Bj  sends  a  positive,  or  +  current  =,  4"  20. 

Bernstein's  receiving  apparatus,  in  this  case,  is  composed  of 
three  independent  relays,  polarized  by  means  of  the  auxiliary 
local  coils  E^,  Eg  and  Ej,  the  two  former  being  constant,  and 
the  latter  controlled  by  the  armature  a,  of  relay  M,,  as  shown 
in  the  figure  at  station  B. 

The  sounders  S^  and  Sg  are  operated  by  shunting,  instead  of 
opening  and  closing  the  circuit 
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The  strength  of  the  current  in  each  of  the  auxiliary  local  cir- 
cuits before  mentioned  may  be  changed  at  will,  by  varying  the 
adjustable  resistance  coils  r^,  r^  and  r^.  It  should  not,  how- 
ever, be  of  sufficient  power  to  overcome  the  tension  of  springs 
Su  8^  and  ^3. 

The  current  from  auxiliary  local  Rj,  circulating  in  M^,  is, 
say,  =  +  10,  and  that  of  auxiliary  local  R,,  circulating  in  M,, 
=  —  10.  That  of  relay  Mj  is  brought  into  action  only  when 
armature  Og,  of  relay  Mg,  makes  contact  with  stop  o,  at  which 
time  a  current  of  +  10  circulates  through  M3. 

Bearing  this  in  mind,  it  will  be  readily  understood  by  the  fol- 
lowing explanation  how  the  armatures  a^^,  a^  and  a 3  of  the 
receiving  instruments  M^,  M,  and  M3,  respectively,  are  made 
to  assume  positions,  with  relation  to  the  three  electrical  condi- 
tions of  the  line,  so  as  to  cause  sounder  S^  to  respond  solely  to 
the  movements  of  key  K^,  and  sounder  S3,  in  like  manner,  to 
the  movements  of  key  K,,  while  both  respond  when  K^  and  Kj, 
At  the  sending  station,  are  simultaneously  depressed. 

1.  Kj  alone  depressed,  a  positive  or  +  current  to  the  line  of 
-f-  10.  The  strength  of  this  current,  supplemented  by  that  of 
the  auxiliary  local  Ri,  is  sufficient  to  overcome  the  spring  s^, 
and  move  the  armature  a^  forward,  thus  breaking  the  shunt 
between  stop  P^  and  armature  a^,  and  leaving  sounder  S^  to  be 
actuated  by  local  battery  l^. 

The  action  of  the  line  current  upon  relay  Mg,  in  this  case, 
tends  to  partially  neutralize  the  effect  of  the  auxiliary  coil  R3  ; 
eonsequently,  the  armature  Ug  is  held  more  firmly  by  spring  a, 
in  the  position  showa 

Armature  Oj,  of  relay  M3,  also  remains  on  its  back  stop 
P3,  because  the  line  current  (viz. :  -|-  10-)  is  not  of  sufficient 
strength  to  overcome  the  spring  s^.  Thus  the  shunt  around 
sounder  S,  remains  unbroken,  and  the  latter  is  inoperative. 

2.  Key  Kg,  depressed. 

A  negative  or  —  current  of  —  10.  In  this  case,  the  polarity 
of  the  line  current  is  such  as  to  partially  neutralize  the  effect  of 
the  auxiliary  local  R^.    The  armature  a^  is,  in  consequence,  held 
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more  securely  by  spring  «j  against  stop  P^,  thus  preventing  a 
signal  being  given  on  sounder  S^. 

Armature  a,  of  relay  M,  is  carried  from  stop  P,  to  o,  because 
the  strength  of  the  line  current,  viz. :  —  10,  added  to  that  of  the 
auxiliary  local  ( —  10),  is  sufficient  to  overcome  the  tension  of 
retractile  spring  5,,  thus  breaking  the  shunt,  and  causing  local 
battery  ?,  to  operate  the  sounder  S,. 

It  will  here  be  observed  that  when  armature  aj  connects  with 
stop  0,  the  auxiliary  local  of  relay  Mg  is  closed,  the  strength  of 
which  (viz. :  +  10)  being  the  same  as  that  from  the  line,  but  of 
opposite  polarity,  it  only  serves  to  substantially  neutralize  the 
eflfect  of  the  latter  upon  relay  ^^3,  and  armature  a,  is  held 
inactive  by  the  retractile  spring  s^. 

3.  Keys  K^  and  Kg,  both  depressed. 

A  positive  or  +  current  of  +  20. 

Armature  a^^  of  relay  M^  is  caused  to  move  forward,  thus 
breaking  the  shunt,  and  allowing  a  current  from  local  battery  l^ 
to  operate  sounder  S^.  The  line  current  in  this  case  is  of  a 
polarity,  and  sufficiently  powerful  to  completely  neutralize  the 
effect  of  the  auxiliary  local  R,  and  exert  a  force  upon  relay  M ,, 
tending  to  attract  its  armature  a^  ;  but  the  latter  is  held  in  the 
position  shown,  against  stop  Pg,  by  the  retractile  spring  s^. 

The  armature  a^  oi  relay  Mj  is  carried  from  stop  P3  to  stop 
Oj,  because  the  line  current  is  sufficiently  powerful  to  overcome 
retractile  spring  53,  thus  breaking  the  shunt  and  peimitting 
sounder  S,  to  respond. 

Practically,  the  method  of  using  one  receiving  instrument 
having  three  armatures  is  a  very  unsatisfactory  one,  for  the 
reason  that  the  effective  attraction  of  the  electro-magnet  for  any 
one  of  two  or  more  armatures  is  materially  lessened  whenever 
one  of  the  others  is  in  contact,  or  nearly  in  contact,  with  its 
polea 

The  manner  of  operating  a  register,  or  sounder,  by  closing 
and  breaking  a  shunt,  as  in  the  system  above  described,  would 
render  it  impossible  to  receive  and  record  the  signals  with  accu- 
racy at  any  considerable  degree  of  speed. 


Digiti 


ized  by  Google 


B£BNSTEIN'S  METHODa  889 

The  use  of  three  independent  receiving  instruments,  though 
free  from  the  objections  just  mentioned,  does  not  obviate  the 
difficulties  which  were  inherent  in  the  systems  of  simultane- 
ous transmission  in  the  same  direction,  invented  by  Stark 
and  SiemenS)  in  1865,  and  which  by  the  latter  were  considered 
insurmountable. 

Daring  the  same  year  that  Bernstein  invented  the  methods  of 
simultaneous  transmission  in  the  same  direction,  which  we  have 
described.  Dr.  J.  Boscha,  Jr.,  of  Ley  den,  was  engaged  in  the 
solution  of  the  same  problem.  Boscha  at  first  made  use  c»f 
three  receiving  instruments,  two  of  them  having  polarized  arma- 
tures, and  the  other  a  neutral  armature. 

To  obviate  a  defect  in  this  arrangement,  caused  by  a  reversal 
of  the  current  upon  the  line,  when  a  signal  was  being  received 
upon  the  neutral  relay,  he  subsequently  devised  the  plan  shown 
in  fig.  497  in  which  all  three  relays  are  polarized.  The  opera- 
tion of  the  transmitters  K^  and  Kj  gives  rise  to  three  distinct 
electrical  conditions  of  the  line. 

First:  K^  and  K,  both  open.     No  current 

The  armatures  of  the  relays  B^,  B,  and  Rj  remain  in  the 
position  indicated  in  the  figure,  the  local  circuit  of  battery  Cj  is 
open,  and  a  shunt  being  closed  around  the  battery  c,,  sounders 
Sj  and  Sj  are  consequently  inoperative. 

Second:  K^  closed  and  Kg  open.     Current  —  —  2. 

This  current  causes  B,^  and  Rj  only  to  respond ;  the  former, 
immediately  after  breaking  the  shunt  around  battery  e,,  closes 
the  local  circuit  of  battery  Cj,  thus  operating  sounder  Sj.  A 
signal  upon  Sj  is  prevented  by  Eg  opening  the  local  circuit  of 
battery  e,,  at  the  same  time  that  the  shunt  around  the  latter  is 
broken  by  R^. 

Third:  Kj  open  and  K,  closed.     Current  =  +  1. 

This  current  causes  R,  alone  to  respond,  thus  breaking  the 
shunt  around  local  battery  e,,  and  recording  the  signal  upon 
sounder  S^. 

Fourth :  K^  and  K,  both  closed.     Current  -|-  1  —  2  =?  —  L 
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'This  current  causes  R^  only  to  respond,  which,  by  first  break- 
ing the  shunt  around  battery  Cg,  and  then  closing  the  circuit  of 
battery  e^,  causes  the  respective  sounders  S,  and  S^  to  respond. 

In  1861,  Edward  Schreder,  ^  of  Vienna,  published  the  following 
description  of  his  improved  method  for  the  simultaneous  trans- 
mission of  two  messages  in  the  same  direction  (fig.  498) : 

The  transmitting  devices  consist  of  two  continuity  preserving 
keys,  K^  and  Kg,  the  operation  of  which  gives  rise  to  three  dis- 
tinct electrical  conditions  of  the  line,  as  follows : 


Fig.  497.1 


First :  Keys  K^  and  Kg,  both  open.     No  current 
Second:  K^  closed,  and  Kg  open.     Current  =  —  2. 
Third:  K^  open,  and  Kg  closed.     Current  =  -|-  1. 
Fourth :  Kj  and  Kg  both  closed.     Current  =  —  1. 
At  the  receiving  station  Schreder  makes  use  of  two  relays,  one 
of  which  is  provided  with  two  polarized  armatures,  and  the  other 

*  Zeitschrift  des  Deutsch-Oesterreichischen  Telegraphen-Vereins,  heransgegeben 
in  dessen  Auftrage  yon  der  Koniglich  Preussischen  Telegraphen-Direction. 
Redigirt  von  Dr.  P.  Wilhelm  Brix.    Vol.  VIII.     Beriin,  1861.    Pag©  86. 
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a  single  neutral  armature,  the  former  being  known  as  the  Stohrer 
relay,  illustrated  and  described  on  page  542  of  "  Electricity  and 
the  Electric  Telegraph." 

Schreder  also  used  a  recording  instrument,  or  sounder  S,, 
wound  differentially,  which,  together  with  the  sounder  Sj  were 
controlled  and  operated  by  the  relays  R^  and  B,,  as  hereafter 
explained. 

It  is  obviously  essential  that  sounder  S^  should  respond  solely 
to  the  movements  of  the  key  K^,  and  sounder  Sj  to  the  move- 


I^.  498. 

ments  of  key  K,,  while  both  S^  and  Sj  should  respond  when 
Kj  and  K,  are  simultaneously  depressed  at  the  sending  station. 
The  manner  in  which  this  is  accomplished  will  be  understood  by 
reference  to  the  drawing,  and  the  following  explanation  of  the 
effect  of  the  before  mentioned  electrical  conditions  of  the  linC; 
upon  the  relays,  at  the  receiving  station : 

First:  K^  and  K,  open.     No  current 

The  armatures  a^  and  a^,,  of  relay  B^,  and  armature  Og  of  the 
relay  Rg,  rest  in  the  position  shown.  The  local  circuits  being 
open,  sounders  Sj  and  S3  are  consequently  inoperative. 
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Second:  K^  closed,  and  K,  open.     Current  =  —  2  B. 

The  current  in  this  case  is  of  the  right  polarity,  and  of  suffi- 
cient strength  to  actuate  the  relays  Rj  and  S,,  causing  armature 
a^  of  the  former,  and  armature  a,  of  the  latter,  to  make  con- 
tacts with  their  respective  stops  o^  and  03,  thus  closing  the  local 
circuit  of  battery  e,  and  sounders  S^  and  S3.  In  order,  however, 
that  sounder  S^  alone  should  respond,  it  is  essential  that  arma- 
tures ttj  and  ttj,  of  relays  R^  and  Rj,  should  move  simultane- 
ously, that  is  to  say,  a  3  should  make  contact  with  its  front  stop 
O3  at  the  same  time  that  a^,  of  relay  R^,  makes  contact  with  its 
front  stop  o^j  otherwise  a  false  signal  will  be  recorded  upon 
sounder  S„  around  the  cores  of  which  two  paths  are  provided 
for  the  current  to  pass,  but  by  a  simultaneous  movement  of  the 
armatures  a^  and  a,  the  current  passing  through  sounder  S,  is 
divided,  each  half  passing  around  its  cores  in  opposite  directions, 
thereby  rendering  the  latter  inoperative.  Armature  ttg,  or  relay 
Rj,  is  held  more  firmly  in  the  position  shown  in  the  figure,  the 
local  circuit  of  battery  e^  remaining  open  between  a,  and 
stop  Oj- 

Third:  K^  open,  and  K,  closed.     Current  =  +  B^. 

The  polarity  of  the  current  in  this  case  is  such  as  to  cause  the 
armature  a^,  of  relay  R^,  to  make  contact  with  stop  0,,  thus 
closing  the  local  circuit  of  battery  c^,  which,  passing  around  one 
half  only  of  sounder  S3,  causes  die  latter  to  respond. 

Armatures  a^  and  03,  of  relays  Rj  and  R3  respectively, 
remain  in  the  position  shown,  thus  rendering  S^  inoperativa 

Fourth :  K^  and  K3  closed.     Current  =  —  B. 

In  this  case  armature  a,,  of  the  relay  Rj,  remains  in  the  posi- 
tion shown,  the  local  circuit  of  battery  c^  being  open  at  point  o,. 
This  current  not  being  of  sufficient  strength  to  overcome  the 
retractile  force  of  spring  5,  of  armature  aj,  the  latter  also  remains 
upon  its  back  stop.  Armature  a^,  of  relay  Rj,  is,  however, 
caused  to  move  forward,  and  make  contact  with  its  front  stop  Oj, 
thus  closing  the  local  circuit  of  battery  e,  which,  circulating 
through  sounder  S^  and  one  half  of  sounder  S3,  causes  them 
both  to  respond. 
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•The  quadruplex  system  of  telegraphy,  by  means  of  which  four 
c5ommuiiicatioiis,  two  in  each  direction,  may  be  simultaneously 
transmitted  over  a  single  wire,  has,  within  a  few  years,  found 
very  extensive  practical  application  upon  the  lines  of  the 
Western  Union  Telegraph  Company,  and  is  at  the  present  time 
operated  upon  160  lines,  between  almost  all  of  the  principal 
cities  in  the  country. 

The  distinguishing  principle  of  this  system  consists  in  com- 
bining at  two  terminal  stations,  two  distinct  and  unlike  miethods 
of  single  transmission,  in  such  a  manner  that  they  may  be 
carried  on  independently  upon  the  same  wire,  and  at  the 
same  time,  without  interfering  with  each  other.  One  of  these 
methods  of  single  transmission  is  known  as  the  double  current 
system,  and  the  other  is  the  single  current  or  open  circuit  system. 
In  the  double  current  system  the  battery  remains  constantly  in 
connection  with  the  line  at  the  sending  stations,  its  polarity 
being  completely  reversed  at  the  beginning  and  at  the  end  of 
every  signal,  without  breaking  the  circuit  The  receiving  relay 
is  provided  with  a  polarized  or  permanently  magnetic  armature, 
but  has  no  adjusting  spring,  and  its  action  depends  solely  upon 
the  reversals  of  polarity  upon  the  line,  without  reference  to  the 
strength  of  the  current  In  the  single  current  system,  on  the 
other  hand,  the  transmission  is  eflfected  by  increasing  and 
decreasing  the  current,  while  the  relay  may  have  a  neutral  or 
soft  iron  armature,  provided  with  a  retracting  spring.  A  better 
form,  however,  for  long  circuits,  is  that  of  the  polarized  relay, 
especially  adapted  to  prevent  interferences  from  the  reversals 
sent  into  the  line  to  operate  the  double  current  system.  In  this 
system,  therefore,  the  action  depends  solely  upon  the  strength 
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of  the  current,  its  polarity  being  altogether  a  matter  of  indiffer- 
ence 

It  will  thus  be  apparent  that  by  making  use  of  these  two 
distinct  qualities  of  the  current,  viz.,  polarity  and  strength,  com- 
bined with  the  duplex  principle  of  simultaneous  transmission  in 
opposite  directions,  four  sets  of  instniments  may  be  operated  at' 
the  same  time,  on  the  same  wira  This  method  possesses,  more- 
over, the  important  practical  advantage  that  the  action  of  eaQh 
of  the  receiving  relays  is  perfectly  independent  Each  receiving 
operator  controls  his  own  relay,  and  can  adjust  it  to  suit  himself 
without  interfering  with  the  other. 

Fig.  499  shows  the  quadruplex  apparatus,  as  arranged  upon 
the  bridge  plan,  which  was  at  first  employed  by  the  Western 
Union  Telegraph  Company  in  1874,  when  the  system  was  placed 
upon  its  linea 

Tj  is  a  double  current  transmitter  or  pole-changer,  operated 
by  an  electro-magnet,  local  battery  e^  and  finger  key  Kj.  The 
office  of  the  transmitter  T^  is  simply  to  interchange  the  poles  of 
the  main  battery  Ej,  with  respect  to  the  line  and  ground  wires, 
whenever  the  key  K^  is  depressed ;  or,  in  other  words,  to  reverse 
the  polarity  of  the  current  upon  the  line  by  reversing  the  poles 
of  battery  E^.  By  the  use  of  properly  arranged  spring  contacts, 
«j  ^3,  this  is  done  without  at  any  time  interrupting  the  circuit 
Thus  the  movements  of  the  transmitter  T^  cannot  alter  the 
strength  of  the  current  sent  out  to  line,  but  only  its  polarity  or 
direction.  The  second  transmitter,  Tj,  is  operated  by  a  local 
circuit  and  key  Kj  in  the  same  manner.  It  is  connected  with  the 
battery  wire  12,  of  the  transmitter  T^ ,  in  such  a  way  that  when  the 
key  Kj  is  depressed,  the  battery  Ej  is  enlarged  by  the  addition 
of  a  second  battery.  Eg,  of  two  to  three  times  the  number  of 
cells,  by  means  of  which  it  is  enabled  to  send  a  current  to  the 
line  of  three  or  four  times  the  original  strength,  but  the  polarity 
of  the  current  with  respect  to  the  line  of  course  still  remains,  as 
before,  under  control  of  the  first  transmitter  T^. 

At  the  other  end  of  the  line  are  the  two  receiving  instruments 
Rj  and  R,.     R^  is  a  polarized  relay  with  a  permanently  mag- 


Digiti 


ized  by  Google 


BKIDGB  XBTHOIX 


845 


Digiti 


ized  by  Google 


846  QUADRUPLEX  TELEGRAPHY. 

netic  armature,  which  is  deflected  in  one  direction  by  positive, 
and  in  the  other  by  negative  currents,  without  reference  to  their 
strength.  This  relay  consequently  responds  solely  to  the  move- 
ments of  key  Kj,  and  operates  the  sounder  S^  by  a  local  circuit 
from  battery  L^  in  the  usual  manner.  Relay  R^  is  placed  in  the 
same  main  circuit,  and  is  provided  with  a  neutral  or  soft  iron 
armature.  It  responds  with  equal  readiness  to  currents  of  either 
polarity,  provided  they  are  strong  enough  to  induce  sufficient 
magnetism  in  its  cores  to  overcome  the  tension  of  the  opposing 
armature  spring.  The  latter,  however,  is  so  adjusted  that  its 
retractile  force  exceeds  the  magnetic  attraction  induced  by  the 
current  of  the  battery  Ej,  but  is  easily  overpowered  by  that  of 
the  current  from  E^  and  Es  combined,  which  is  three  or  four 
times  as  great  Therefore,  the  relay  R^  responds  only  to  the 
movements  of  key  Kg  and  transmitter  Tj. 

The  same  difficulty  which  troubled  former  inventors  arises 
again  in  this  connection.  When  the  polarity  of  the  current 
upon  the  line  is  reversed  daring  the  time  in  which  the  armature 
of  R,  is  attracted  to  its  poles,  the  armature  will  fall  off  for  an 
instant,  owing  to  the  cessation  of  all  attractive  force  at  the 
instant  when  the  change  of  polarity  is  actually  taking  place,  and 
this  would  confuse  the  signals  by  false  breaks  if  the  sounder 
were  connected  in  the  ordinary  way.  By  the  arrangement  shown 
in  the  figure,  the  armature  of  the  relay  R,  makes  contact  on  its 
back  stop,  and  a  second  local  battery  L,  operates  the  receiving 
sounder  S3.  Thus  it  will  be  understood  that  when  relay  R, 
attracts  its  armature,  the  local  circuit  of  sounder  S,  will  be 
closed  by  the  back  contact  of  local  relay  S ;  but  if  the  armature 
of  Rg  falls  off,  it  must  reach  its  back  contact,  and  remain  there 
long  enough  to  complete  the  circuit  through  the  local  relay  S 
and  operate  it  before  the  sounder  S,  will  be  affected.  But  the 
interval  of  no  magnetism  in  the  relay  R,,  at  the  change  of 
polarity,  is  too  brief  to  permit  its  armature  to  remain  on  its  back 
contact  long  enough  to  affect  the  local  relay  S,  and  through  the 
agency  of  this  ingenious  device  the  signals  from  K,  are  properly 
responded  to  by  the  movements  of  sounder  Sj. 
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By  placing  tlie  two  receiving  instruments  B^  and  Ej  in  the 
bridge  wire  of  a  Wheatstone  balance,  and  duplicating  the  entire 
apparatus  at  each  end  of  the  line,  the  currents  transmitted  from 
either  station  do  not  affect  the  receiving  instruments  at  that 
station.  Thus  in  fig.  499  the  keys  K^  and  Kg  are  supposed  to 
be  at  New  York,  and  their  movements  are  responded  to  only  by 
the  receiving  relays  Ej  and  E,  at  Boston.  The  duplicate  parts 
which  are  not  lettered  operate  in  precisely  the  same  manner, 
but  in  the  opposite  direction  with  respect  to  the  lina 

In  applying  this  system  of  quadruplex  transmission  upon  lines 
of  considerable  length,  it  was  found  that  the  interval  of  no  mag- 
netism in  the  receiving  relay  E,  (which,  as  before  stated,  takes 
place  at  every  reversal  in  the  polarity  of  the  line  current)  was 
greatly  lengthened  by  the  action  of  the  static  discharge  from  the 
line,  so  that  the  employment  of  the  local  relay  S  was  not  suffi- 
cient to  overcome  the  difficulties  arising  therefrom.  A  rheostat 
or  resistance  X  ^  was  therefore  placed  in  the  bridge  wire  with  the 
receiving  instruments  Ej  and  E„  and  shunted  with  a  condenser 
c  of  considerable  capacity.  Between  the  lower  plate  of  the  con- 
denser and  the  junction  of  the  bridge  and  earth  wire  an  addi- 
tional electro-magnet  r  was  placed,  acting  upon  the  armature 
lever  of  the  relay  E„  and  in  the  same  sense.  The  effect  of  this 
arrangement  is,  that  when  the  current  of  one  polarity  ceases,  the 
condenser  c  immediately  discharges  through  the  magnet  r,  which 
acts  upon  the  armature  lever  of  relay  E„  and  retains  it  in  posi- 
tion for  a  brief  time  before  the  current  of  the  opposite  polarity 
arrives,  and  thus  serves  to  bridge  over  the  interval  of  no  mag- 
netism between  the  currents  of  opposite  polarity. 

It  will  be  seen  that  the  combination  of  transmitted  currents  in 
this  method  differs  materially  from  any  of  those  used  in  previous 
inventions.     They  are  as  follows : 

1.  When  the  first  key  is  closed  and  the  second  open,  + 1 

2.  When  the  second  key  is  closed  and  the  first  open — 8  or — 4 

8.  When  both  keys  are  closed -|"8  or+4 

4.  When  both  keys  are  open —  1 


Digiti 


ized  by  Google 


848  QUADRUPLEX  TELEGRAPHY* 

Here  we  discover  another  very  important  practical  advantage 
in  the  system  under  consideration,  which  is  due  to  the  fact  that 
the  difference  or  working  margin  between  the  strengths  of  cur- 
rent required  to  produce  signals  upon  the  polarized  relay  and 
upon  the  neutral  relay,  respectively,  may  be  increased  to  any 
extent  which  circumstances  render  desirabla  Within  certain 
hmits,  the  greater  this  difference  the  better  the  practical  results, 
for  the  reason  that  the  range  of  adjustment  of  the  neutral  relay 
increases  directly  in  proportion  to  the  margin.  The  ratio  of  th^ 
respective  currents  has  been  gradually  increased  from  1  to  2  to 
as  high  as  1  to  4,  with  a  corresponding  inaprovement  in  th^ 
practical  operation  of  the  apparatus. 
—  From  what  has  been  said,  therefore,  it  will  be  seen  that  before 
it  became  possible-  to  produce  a  quadruplex.  apparatus  capable 
of  being  worked  at  a  commercial  rate  of  speed  upon  long  lines, 
it  was  essential  that  its  component  parts  should  have  arrived  at 
a  certain  stage  of  development  When,  in  the  early  part  of  187?, 
simultaneous  transmission  in  opposite  directions  was  for  the  first 
time  rendered  practicable  upon  long  lines  by  the  combination 
therewith  of  the  condenser,  the  first  step  was  accomplished.  It 
now  only  remained  to  invent  an  equally  successful  method  of 
simultaneous  transmission  in  the  same  direction,  which,  as  we 
have  seen,  was  done  in  1874  The  application  of  one  or  more 
of  the  existing  duplex  combinations  to  the  new  invention,  to 
form  a  quadruplex  apparatus,  soon  followed  as  a  matter  o| 
course. 

The  following  method  of  simultaneous  transmission  in  the 
same  direction  was  invented  in  December,  1875. 

Kg.  500  is  a  diagram  of  the  apparatus  as  arranged  for  quadru- 
plex transmission-  The  lever  /j,  with  its  appendages,  constitutes 
the  first  or  single-point  transmitter,  which  is  the  same  as  that  of 
the  Steams  duplex,  being  operated  by  an  electro-magnet  T^,  local 
battery  t  and  key  K^.  The  second  or  double-point  transmitter 
consists  of  a  quadrangular  plate  of  hard  rubber,  E,  mounted 
upon  an  axis,  and  capable  of  being  oscillated  by  the  arm  e, 
which  is  rigidly  attached  to  it    By  means  of  a  spring  e^,  the 
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arm  e  presses  upon  a  roller  fixed  upon  one  end  of  the  lever  rf, 
which  forces  the  other  end  of  the  lever  against  the  stop  d^.  The 
lever  d  carries  the  armature  of  the  electro-magnet  T,,  which,  like 
the  single  point  transmitter,  is  operated  by  a  local  battery  and 
key  Kg.  The  oscillating  plate  E  has  four  insulated  contact 
points/  ffifugij  upon  its  respective  angles.  The  contact  levers 
F  and  G  are  mounted  on  axes  at  each  end  of  the  plate  E,  and 


Hg.  500. 

are  pressed  against  it  by  springs  s^  s^.  When  the  transmitter  is 
in  a  position  of  rest,  as  shown  in  the  figure,  P  is  in  contact  with 
/and  G  with/^,  and  the  pai-ts  are  kept  in  this  position  by  the 
action  of  the  spring  c^.  When  key  K,  is  depressed,  the  arm  e 
is  raised  by  the  action  of  the  electro-magnet  T,  upon  the  bent 
lever  d;  this  turns  the  plate  E  upon  its  axis,  and  brings  F  into 
icontact  with  g  and  G  with  g^ 
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In  this  apparatus,  as  in  the  one  previously  described,  there  are 
four  different  electrical  conditions  possible  when  transmitting 
two  simultaneous  despatches  in  the  same  direction,  as  follows : 

1.  Both  keys  in  a  position  of  rest  This  position  is  represented 
in  fig.  500.  Disregarding  for  the  present  the  receiving  instru- 
ments and  their  connections,  the  circuit  may  be  traced  as  follows : 
From  the  earth  at  G  through  wires  9  and  8,  contact  spring  h^ 
lever  ^j,  wire  7,  contact  point/^  and  lever  G,  wires  6  and  5,  and 
thence  through  the  receiving  instruments  to  the  line  L.  Thus 
the  line  wire  is  connected  to  earth  without  any  battery,  and  there 
is  no  current  upon  the  lina 

2.  The  first  key  closed  and  the  second  key  open.  The  route  is  the 
same  as  before  from  the  earth  at  G  to  contact  spring  ft.  From 
this  point  it  now  diverges  through  contact  lever  F,  wires  12,  13, 
and  battery  B  to  wire  7,  and  thence  to  the  line  as  before.  The 
battery  B  is  now  in  circuit  and  sends  a  +  current  to  line. 

8.  The  second  key  closed  and  the  first  key  open.  The  route  is  now 
from  the  earth  at  G,  through  wires  9  and  8,  contact  spring  b  and 
lever  f  j,  as  in  the  first  instance,  thence  through  battery  B,  wires 
13,  12,  contact  lever  G,  wires  6,  5,  and  through  the  receiving 
instruments  to  lina  The  same  battery  B  now  sends  a  —  current 
to  the  line. 

4.  Both  keys  closed.  The  route  is  now  from  the  earth  at  G,  by 
wires  9  and  8  to  contact  spring  6;  thence  by  contact  point  a  and 
wire  14  to  battery  SB ;  thence  by  wire  15,  through  g  to  lever  F, 
wire  12  and  g^  to  contact  lever  G,  and  finally  through  wires  6 
and  5  to  the  line.  The  battery  3B,  which  contains  about  three 
times  as  many  elements  as  B,  now  sends  a  +  cun^ent  to  the  line. 
It  will  thus  be  seen  that  the  two  batteries  B  and  SB  are  never 
thro\vn  together  on  the  line  at  the  same  time,  as  in  the  previous 
arrangement 

The  receiving  apparatus  consists  of  two  sounders,  S^  and  S„ 
which  are  controlled  by  two  relays,  R^  and  R,,  fig.  500.  The 
line  wire  L,  on  entering  the  receiving  station,  passes  through  the 
coils  of  both  relays,  and  thence  to  earth  through  the  transmitting 
apparatus.     Both  relays  are  provided  with  polarized  armatures. 
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and  are  preferably  constructed  with  two  electro-magnets  m  m^, 
arranged  with  their  poles  facing  each  other,  with  a  permanently 
magnetized  armature  between  the  opposite  poles. 

The  arriving  current,  entering  the  relay  Kj,  passes  through 
the  wire  2  and  coil  A3  of  magnet  m  and  h^  of  Tn^,  which  are  so 
arranged  that  a  +  current  will  cause  the  polarized  armature  n  to 
be  attracted  by  mj  and  repelled  by  r/i,  while  with  a  —  current 
the  opposite  effect  will  be  produced. 

The  armature  of  relay  E^  is  provided  with  a  retracting  spring 
r^,  and  operates  the  sounder  S^  by  means  of  a  local  battery  /j,  in 
the  ordinary  manner.  'I'he  relay  Eg  consists  of  two  electro- 
magnets p  and  ^1,  and  its  armature  is  also  provided  with  a  re* 
tracting  spring  r ,  ;  but  it  differs  materially  from  the  other  relay 
in  the  arrangement  of  its  local  connectiona  The  polarized  arma- 
ture o  is  held  by  the  tension  of  the  spring  r^,  not  against  a  fixed 
stop,  but  against  the  free  end  of  a  movable  contact  lever  r,  the 
opposite  end  of  which  turns  upon  an  axis.  The  contact  lever  r 
is  itself  held  against  a  fixed  stop  9  by  a  spring  ;^,  the  tension  of 
which  considerably  exceeds  that  of  spring  r,.  The  local  battery 
w  is  placed  in  the  wire  22,  leading  from  the  contact  lever  r  to 
the  differential  sounder  S,. 

The  manner  in  which  the  receiving  instruments  operate  in 
each  of  the  four  different  electrical  conditions  of  the  line  is  aa 
follows : 

1.  No  current  The  local  circuit  of  sounder  S^  is  kept  open 
by  the  action  of  spring  r^  on  armature  n,  and  it  remains  inactiva 
The  opposing  branch  circuits  28  and  24  of  sounder  S,  are  both 
closed  by  relay  Ejj,  which  render  it  also  inactiva 

2.  Current  of  ^  ^.  The  relay  Ej  (which  is  affected  by 
positive  currents  of  any  strength)  operates  sounder  Sj.  The 
armature  of  relay  E,  is  pressed  more  strongly  against  contact 
lever  r,  but  not  with  sufficient  power  to  overcome  the  spring  q^. 
Sounder  S,  is  therefore  unaffected. 

3.  Current  of —  B.  The  armature  of  relay  B^  is  attracted 
toward  its  back  stop,  and  S^  is  not  affected.  The  armature  of 
E,  is  attracted  to  the  right,  and  opens  wire  24,  which  permits 
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the  local  battery  w  to  operate  the  sounder  S,  by  way  erf"  wires  22 
and  28. 

4.  Current  of+  8B.  The  arma*w«  of  relay  E^  operates  as 
in  the  second  case.  The  increased  power  of  the  current  from 
the  battery  of  many^elements  causes  the  armature  of  E,  to  over- 
come the  resistance  of  spring  g^,  and  break  the  local  ciiteuit  of 
wire  22,  leaving  the  sounder  S,  free  to  operate  by  way  of  wires 
22  and  24.     Thus  the  +  8B  current  operates  both  sounders. 

In  order  to  adapt  this  system  to  quadruplex  transmission,  addi- 
tional helices  A  h^  and  A,Aj  are  placed  upon  the  receiving 
relays  E^  and  E„  which  are  placed  in  the  circuit  of  an  artificial 
line,  arranged  according  to  Stearns's  differential  duplex  method, 
which  diverges  at  the  point  5  and  goes  by  way  of  16,  17, 18, 19, 
20  and  21  to  the  earth  at  G,  and  is  provided  with  the  usual 
rheostat  X  and  condenser  C.  The  small  rheostat  x  is  employed 
to  regulate  the  time  of  discharge  from  the  condenser. 

By  the  arrangement  of  the  contact  lever  r,  in  connection  with 
the  armature  lever  o  of  relay  Ej,  and  the  local  circuits  as  above 
described,  the  reversal  of  polarity  upon  the  line  takes  place 
without  interrupting  the  signal  upon  sounder  Sg,  for  the  reason 
that  when  the  armature  o  is  acted  upon  by  the  reversal  it  goes 
directly  over  from  one  extreme  position  to  the  other,  without 
stopping  at  the  intermediate  position  long  enough  to  afi^ect  the 
sounder  Sj,  even  if  there  is  a  considerable  interval  between  the 
successive  currents. 

An  improvement  upon  the  above  arrangement  was  subse- 
quently invented,  in  which  an  entirely  novel  combination  of 
currents  upon  the  line  was  employed,  and  which  does  not  require 
the  polarity  of  the  current  to  be  reversed  during  the  transmission 
of  a  signal  In  fig.  501,  T^  is  a  local  electro-magnet,  which  oper- 
ates the  single  point  transmitter  t^^  under  control  of  the  key  K^. 
The  key  K,  in  like  manner  controls  the  double  point  trans- 
mitter t^.  The  four  electrical  conditions  of  the  line  in  the  dif- 
ferent positions  of  the  keys  are  as  follows : 

1.  Both  keys  open.  This  is  the  position  represented  in  the 
figure.     The  route  of  the  current  is  from  the  earth  at  Q-,  through 
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ynte  1,  spring  J,  lever  i^,  wires  2  and  3,  contact  point  o,  spring  0, 
inres  4  and  6,  battery  B,  wires  6  and  7,  contact  point  n,  and 
spring  N,  thence  by  wire  8  to  line  L.  The  battery  B  sends  a  -f- 
current  to  line. 

2.  First  hey  dosed  and  second  hey  open.     The  route  is  now 


^Lh^ 


^^^^*^-' 


fji|i|i1i|i|i|i|i|iiilili 


FHg,  SOL 


-KtJ 


from  earth  at  G,  by  wire  1  and  spring  b  to  point  a,  wires  12  and 
7  and  thence  as  before  to  the  lina  In  this  case  there  is  no 
battery  in  circuit,  and  no  current  goes  to  line. 

3.  Second  key  closed  and  first  key  open.     The  route  is  now 
from  earth  at  G  by  wire  1,  spring  b  and  lever  ^j,  wires  2  and 


Digiti 


ized  by  Google 


854  QUADRUPLEX  TELEGRAPHY. 

13,  battery  3B,  wire  14,  point  o^,  spring  O,  wires  4  and  15,  con- 
tact point  n^,  spring  N  and  wire  8  to  the  lina  The  large  bat- 
tery SB  sends  a  —  current  to  the  line. 

4.  Both  keys  closed  The  route  is  from  earth  at  Q  by  wire 
1,  spring  6,  contact  point  a,  wires  12  and  6,  main  battery  B, 
wires  5  and  15,  contact  point  n^,  spring  N,  and  wire  8  to  line 
L.  In  this  case  the  lesser  main  battery  sends  a  —  cun^ent  to 
lina 

The  receiving  apparatus  consists  of  two  sounders  S^  and  S,, 
controlled  by  two  relays  R^  and  R,,  both  of  which  have  polar- 
ized armatures,  and  are  constructed  in  the  same  manner  as  those 
described  in  connection  with  the  last  method.  The  armature  of 
relay  Eg  is  provided  with  a  retracting  spring  r,,  and  operates 
the  sounder  S,  by  means  of  a  local  battery  Z„  in  the  usual  man- 
ner. The  polarized  armature  j\  when  no  current  is  passing 
through  the  line,  is  held  by  a  spring  r^  against  the  free  end 
of  a  contact  lever  r,  which  is  in  turn  held  against  the  fixed 
stop  q  by  the  tension  of  a  spring  g^,  which  considerably  exceeds 
that  of  the  spring  r^. 

The  manner  in  which  the  receiving  instruments  operate  in 
each  of  the  four  conditions  of  the  line  is  as  follows:  1.  Cur- 
rent 0/*+  B.  The  local  circuit  of  sounder  S^  is  kept  open  by 
the  action  of  the  positive  current  upon  the  polarized  armature  of 
relay  Ri,  which  is  sufficient  to  overcome  the  tension  of  spring 
r^,  and  it  therefore  remains  inactiva  The  local  circuit  of 
sounder  S,  is  kept  open  by  the  action  of  the  positive  current 
upon  the  armature  h  of  relay  R,,  in  addition  to  the  action  of 
spring  Tj.  2.  No  current  The  armature  j  of  relay  Rj  is 
drawn  by  the  tension  of  spring  r^  over  against  the  contact  lever 
r,  thus  completing  the  local  circuit  of  sounder  Sj.  The  armature 
of  Rj  is  held  back  by  spring  r,,  thus  breaking  local  circuit  of  Sj 
8.  Current  of — SB.  In  this  case  the  sLction  of  the  negative 
current  from  the  greater  battery  causes  the  polarized  armature 
to  press  against  the  contact  lever  r  and  overcomes  the  tension  of 
spring  ji,  and  thus,  although  the  local  circuit  is  still  closed 
between  the  armature  J  and  contact  lever  r,  it  is  now  broken 
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between  the  latter  and  the  fixed  stop  j,  and  hence  sounder  Sj 
remains  inactiva  On  the  other  hand,  the  negative  current  carries 
the  armature  h  of  relay  R,  to  the  left,  closing  the  local  circuit 
and  actuating  the  sounder  Sj.  4.  Current  of —  B.  This  cut; 
rcnt  is  not  sufficient  to  overcome  the  tension  of  spring  y^,  and, 
therefore,  the  contact  lever  r  continues  to  rest  against  stop  j,  and 
the  local  circuit  of  S^  is  completed  Relay  R,,  which  operates 
by  negative  currents  of  any  strength,  closes  its  local  circuit 
thix)ugh  the  sounder  Sj. 

In  this  arrangement  it  will  be  seen  that  a  reversal  of  polarity 
upon  the  line  cannot  occur  while  a  signal  is  being  given  by 
either  key.  This  method  may  be  readily  united  with  any  suit- 
able duplex  method  to  form  a  quadruplex  combination. 

Fig.  602  is  a  diagram  illustrating  a  quadruplex  method,  based 
upon  that  shown  in  fig.  499,  but  embodies  several  important 
modifications  and  improvements  not  shown  thera  This  arrange- 
ment was  extensively  employed  for  some  time  upon  the  Western 
Union  lines,  especially  upon  the  longer  circuits,  and  was  found 
to  be,  in  many  respects,  far  superior  to  that  first  introduced.  It 
will  be  seen  that  no  changes  were  made  in  the  principle  of  the 
transmitting  portion  of  the  apparatus,  or  the  combination  of  cur- 
rents sent  to  line  in  the  different  positions  of  the  keys,  but 
portions  of  the  receiving  apparatus  were  materially  altered. 

In  fig.  502  the  polarized  relay  Rj,  and  its  accompanying 
sounder,  are  placed  in  the  bridge  6,  6,  as  before.  The  neutral 
relay,  which  was  formerly  placed  in  the  bridge  wire  also,  is 
discarded  altogether,  and  is  replaced  by  a  compound  differential 
polarized  relay  Rg.  This  is  inserted,  not  in  the  bridge  wire,  but 
in  the  line  and  earth  wires ;  these  respectively  form  the  third  and 
fourth  sides  of  the  bridge,  of  which  A  and  B  are  the  first  and 
second  sides.  Thus,  when  the  resistances  A  and  B  are  made 
equal,  the  outgoing  currents  will  divide  equally  between  the  line 
and  the  earth,  and  will  neutralize  each  other  in  their  effect  upon 
the  relay  Rg.  The  latter  consists  of  two  electro-magnets  facing 
each  other,  with  a  polarized  armature  between  them.  When  no 
current  is  passing,  th-^  polarized  armature  is  held  in  a  central 


Digiti 


ized  by  Google 


856 


QUADRUPLEX  TELEGRAPHY. 


position  between  two  spring  contact  levers  N  Nj,  and  the  dp- 
cuit  of  the  local  relay  S  is  completed  through  these  and  the 
armature  lever.  The  springs  of  the  contact  levers  N  N^  are 
adjusted  with  sufficient  tension  to  prevent  them  from  responding 
to  the  current  of  the  small  battery  E^  at  the  sending  station,  but 
the  additional  current  from  battery  E,  wiU  overcome  the  spring 


LINE 


anouNO 


Fig,  502. 

of  N  or  of  Nj,  according  to  its  polarity,  and  thus  break  the  circuit 
of  the  local  relay  S,  which  by  its  back  contact  will  operate  the 
sounder  Sg.  The  electro-magnets  r  r  are  arranged  to  act  in  con- 
junction with  Rj  Eg  upon  the  same  armature  lever,  and  are 
connected  with  a  condenser  c  and  a  rheostat  X^  in  the  bridge 
wire,  for  reasons  which  have  been  fully  explained  on  page  847. 


Digiti 


ized  by  Google 


DIFFERENTIAL  METHOD. 


857 


Fig.  603  shows  the  connections  of  another  form  of  quadruplex 
apparatus,  embodying  several  important  improvements  that  are 
not  found  in  the  apparatus  heretofore  described.  Both  receiving 
relays  E^  and  R,  are  provided  with  differential  helices  and  polar- 
ized armatures,  and  in  general  the  differential  method  is  employed 


throughout  in  place  of  the  bridge.  The  relays  B,^  and  R,  may 
be  constructed  as  shown  in  the  figure,  or  according  to  Siemens's 
pattern.  Experience  has  shown  that  the  latter  form  gives,  on 
the  whole,  the  most  satisfactory  results,  and  it  has  therefore  been 
adopted  in  all  the  more  recent  apparatus.     The  combination  of 
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the  outgoing  currents  differs  from  that  employed  in  the  original 
quadruplex,  and  is  as  follows  : 

K^  open  and  Kg  open,  current  traversing  line +  ^  ^ 

Ki  open  and  K,  closed,     "  "  "     -f    B 

El  closed  and  Kg  gpen,     "  "  "    —  4  B 

Ki  closed  and  Kg  closed,  "  "  "    —    B 

As  in  the  original  quadruplex,  key  Kj  controls  the  polarity 
of  the  current  going  to  hne,  but  the  depression  of  Kj  decreases 
the  outgoing  current,  irrespective  of  its  polarity,  from  4  B  to  B ; 
or.  in  other  words,  cuts  off  the  battery  8  B  altogether. 

The  only  matter  requiring  detailed  explanation  is  the  action 
of  the  relay  Rj.  When  both  keys  are  at  rest,  the  positive  cur- 
rent of  both. batteries  (-{-  8  B  +  B)  is  passing  over  the  line,  and 
the  polarized  armature  is  pressed  against  the  contact  lever  n^, 
which  yields,  thus  allowing  it  to  separate  from  the  contact  lever 
n„  and  the  circuit  of  the  sounder  S,  is  broken.  When  Kj  is 
closed,  the  polarity  of  the  entire  battery  upon  the  line  is  reversed, 
and  the  armature  passes  over  to  the  other  side  and  presses 
against  n^  in  the  same  manner,  so  that  the  sounder  S,  cannot 
be  operated  by  the  stronger  currents  of  either  polarity.  But 
the  depression  of  the  key  K,  in  either  case  decreases  the  current, 
until  it  is  unable  to  withstand  the  tension  of  the  springs  of  the 
contact  levers  n^  n^,  and  thus  the  local  circuit  through  the 
sounder  Sj  is  completed,  and  the  latter  consequently  responds 
to  the  movements  of  key  Kg. 

On  circuits  exceeding  200  miles  in  length,  the  sounder  S, 
is  preferably  operated  through  the  medium  of  a  local  relay, 
arranged  as  in  fig.  502.  The  combination  of  the  outgoing  cur- 
rents in  different  positions  of  the  keys  is  also  rearranged,  so 
as  to  confonn  to  the  original  plans  (figs.  499  and  502),  and  is 
as  follows : 

K|  open  and  Kg  open,  current  traversing  line +      B 

Ki  open  and  K^  closed,     ''  "  "     -f  4  B 

Ki  closed  and  Kg  open,     "  "  "     —      B 

Kj  closed  and  Kg  closed,  "  "  "     —  4  B 
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Figs.  504  and  505  comprise  a  plaa  view  and  diagram  of  a 
quartette  table,  arranged  for  quadruplex  working  on  a  long  cir- 
cuit, showing  the  relative  positions  of  the  diflEerent  parts  of  the 
apparatus.  In  fig.  504  the  compartment  at  the  top  of  the  figure 
is  for  receiving,  and  the  other  for  sending ;  while  in  fig.  505  the 
sending  operator  occupies  the  upper  compartment  and  the 
receiving  operator  the  lower  one.  The  letters  and  figures  of 
reference  indicate  the  same  parts  as  in  fig.  508.  Additional  let- 
ters of  reference  will  be  explained  elsewhera  The  main  cir- 
cuits are  indicated  by  broken  lines,  and  the  local  circuits  by 
dotted  lines. 

In  all  of  the  methods  of  multiple  transmission  hitherto  known, 
whereby  two  distinct  communications  may  be  simultaneously 
transmitted  over  one  conductor  in  the  same  direction,  or  com- 
bined with  any  suitable  one  of  the  several  known  methods  of 
simultaneous  double  transmission  in  opposite  directions,  so  that 
four  distinct  communications  may  be  transmitted  simultaneously, 
without  interfering  with  each  other,  it  has  been  necessary  to 
make  use  of  a  double-acting  receiving  instrument  or  relay  at  the 
receiving  station,  composed  of  a  single  electro-magnet  having 
two  or  more  armatures,  or  else  of  two  or  more  independent 
receiving  instruments. 

The  practical  objection  to  the  first  mentioned  arrangement  is 
that  the  eflfective  attraction  of  the  electro-magnet  for  any  one  of 
two  or  more  armatures  is  materially  lessened  whenever  one  of 
the  others  is  already  in  contact,  or  nearly  in  contact,  with  its 
poles.  Thus  the  movements  of  the  separate  armatures  neces- 
sarily interfere  with  each  other,  which  interference  tends  to  con- 
fuse the  signals.  The  second  arrangement,  viz.,  the  use  of  two 
independent  receiving  instruments,  although  being  free  from  the 
above  mentioned  objections,  is  liable  to  certain  other  defects, 
the  principal  of  which  are  as  follows :  When  the  apparatus  is 
arranged  for  the  simultaneous  transmission  of  four  communica- 
tions, two  in  each  direction,  it  is  found  difficult  to  adjust  the 
equating  resistances  and  condenser  capacities,  so  that  neither  of 
the  two  receiving  instruments  are  afiected  by  the  variations  in 
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Fig,  504. 
EXPLANATION  OP  FIGS.  604  AND  606. 


Kj,  Key  of  No.  1  sending  operator. 

Ti,  Doable  current  transmitter,  operated  by 

Ki  or*i. 
0X1  Transmitter  local,  of  three  cells, 
tj.  Key  of  No.  1  receiving  operator. 
Rx,  Single  polarized  relay. 
Sx,  Receiving  eoander  operated  by  ditto. 
/.,  Sounder  local,  of  two  cells. 
K,,  Key  of  No.  2  sending  operator. 
Ta,  Single  current  transmitter,  operated  by 

Kj  or  *,. 
*„  Transmitter  local,  of  three  cells. 


*„  Key  of  No.  2  receiving  operator. 

K,.  Compound  polarized  relay. 

S,  Local  relay  or  repeating  sounder  of  ditto. 

/,  Local  of  repeating  sounder  (two  cells). 

S,,  Receiving  sounder,  operated  by  S. 

1 2,  Sounder  local,  of  two  ceils. 

B,  Smaller  division  of  main  battery. 

3  B,  Larger  division  of  main  battery. 

Q,  Switch  for  cutting  out  main  battery  and 

connecting  line  to  earth  while  balancing. 
X,  Larsre  rheostat  for  balancing  resistance  of 

line. 
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y,  Hheo«tat  for  compensating  resistance  of 
battery  8  B. 

My  Rheostat  for  compensating  resistance  of 
entire  main  battery  8  B  +  B. 

tf,  Equalizing  condenser  placed  between  main 
and  artificial  line. 

Ci  Ca,  Condensers  for  compensatlna:  static  dis- 
charge from  main  line.  The  quantity 
and  anration  of  the  condenner  discharge 
are  regalated  by  means  of  the  adjust- 
able rheostats  r  and  r^.  The  arrange- 
ment shown  is  employed  only  on  lines 


exceeding  400  miles  IfV  length.  When  a  static 
balance  Is  obtained,  c,  should  have  about 
twice  as  many  sheets  as  Ci  (both  being  ad- 
Instable).  The  condenser  c^  should  receive 
its  charge  through  about  half  the  resistance 
required  for  both.  For  example,  if  the  num- 
ber of  sheets  required  in  <?,  were  80,  and  in  c, 
60  (total  90)  ana  the  resistance  required  for 
both  were  2,000  ohms,  c.  would  require  1,000 
and  Ct  1,000.  On  lines  of  less  than  400  milea 
the  arrangement  shown  in  flg.  SOS  answers 
every  purpose. 
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the  Strength  or  polarity  of  the  outgoing  currents ;  as  the  changes 
necessary  to  effect  the  proper  adjustment  or  balance  of  one 
receiving  instrument  destroy  the  balance  of  the  other,  and  much 
care  and  skill  are,  at  times,  required  to  accomplish  the  desired 
result 

Again,  when  two  receiving  instruments  are  used,  one  must 
be  sufficiently  sensitive  to  respond  readily  to  weak  currents. 
The  other  must  be  much  less  sensitive,  responding  only  to  cur- 


rents of  greater  strength.  The  current  required  to  actuate  the 
latter  instrument  sometimes  affects  injuriously  the  working  of 
the  more  delicate  one. 

To  meet  these  difficulties,  a  somewhat  novel  and  ingenious 
arrangement  has  been  devised,  which  is  shown  in  fig.  506.  The 
principal  part  of  the  improvement  consists  in  the  use  of  a  new 
form  of  double  acting  relay,  composed  of  a  double  electro-magnet 
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and  a  single  armature,  the  latter  capable  of  being  placed,  by  the 
action  of  the  former,  in  four  difierent  positions  corresponding  to 
the  four  possible  positions  of  the  two  keys  at  the  sending  station. 
By  means  of  suitably  arranged  contact-levers,  two  independent 
local  circuits  are  brought  into  action  by  the  same  armature  in  its 
different  positions,  so  as  to  actuate  two  independent  soundera 

The  diagram  shows  the  receiving  instrument  or  relay  at  one 
tenninal  station,  combined  with  other  well  known  apparatus,  in 
order  to  effect  the  simultaneous  transmission  and  reception  of 
two  communications,  in  the  same  or  in  opposite  directions,  or 
both,  upon  one  conductor. 

With  the  exception  of  the  arrangement  of  contact-points  and 
their  respective  local  connections  with  the  levers  N  and  N^,  and 
armature  a^,  by  means  of  which  the  latter  controls  the  local  cir- 
cuits which  operate  the  sounders  Sj  and  Sg,  the  construction  of 
the  receiving  instrument  is  precisely  the  same  as  that  used  in  the 
quadruplex  system,  which  we  have  just  considered,  and  which  is 
fully  described  on  page  858.  As  shown  in  the  figure,  the  con- 
tact-levers N  and  Nj  of  the  receiving  instrument  turn  freely 
upon  suitable  fulcrums  at  their  lower  ends,  while  their  free  upper 
ends,  when  at  rest,  are  held  against  the  adjustable  contact  points 
q  ji  by  the  tension  of  the  adjustable  springs  r  r^.  A  contact 
point  o  is  upon  the  upper  extremity  of  the  contact  lever  N ;  and 
Oj  is  an  insulated  stop  occupying  a  corresponding  position  upon 
the  lever  N^.  The  contacts  j  j^  are  so  adjusted  as  to  allow  the 
arm  a^,  which  is  rigidly  attached  to  the  armature  a,  to  play 
between  the  stops  o  and  o^  upon  the  contact  levers,  which  limit 
its  motion  in  each  direction,  except  at  such  times  as  the  armature 
a  moves  with  sufficient  power  to  overcome  the  retractile  force  of 
springs  r  r^,  in  which  case  the  lever  N  or  Nj  is  pressed  away 
from  the  contact  qoT  q^  until  it  strikes  against  the  adjustable 
stop^  OT  p^. 

The  operation  of  the  two  independent  transmitters  or  keys  Kj 
and  K,,  at  the  sending  station,  gives  rise  to  four  different  elec- 
trical conditions  of  the  line,  according  to  their  respective  positions 
with  reference  to  each  other,  as  follows : 
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1.  First  and  second  keys  both  open.  This  is  the  position 
of  the  apparatus  shown  in  the  figure.  In  this  position  of  the 
keys  both  main  batteries  are  in  circuit,  sending  to  line  a  positive 
or  +  current  of  +  B  +  3B  =  4-4B. 

2.  First  key  closed  and  second  key  open.  In  this  position 
both  main  batteries  are  also  in  circuit,  sending  to  line  a  negative 
or  —  current  of  —  SB  —  B  =  — 4B. 

3.  Second  key  closed  and  first  key  open.  In  this  position 
the  smaller  of  the  two  main  batteries  only  is  in  circuit,  sending 
to  line  a  positive  or  +  current  of  a  strength  of  +  B. 

4.  First  and  second  keys  both  closed.  In  this  position 
the  small^  battery  only  is  in  circuit,  sending  to  line  a  negative 
or  —  current  of  a  strength  of  —  B. 

At  the  distant  terminal  of  the  line  L,  the  apparatus  is  arranged 
precisely  as  shown  in  the  figura 

It  is  ^ential  that  one  sounder  (for  example,  Si)  should 
respond  solely  to  the  movements  of  the  key  K^,  and  the  other 
sounder,  Sg,  in  like  manner  to  the  movements  of  the  key  K, ; 
while  both  should  respond  when  both  keys  are  simultaneously 
depressed.  The  manner  in  which  this  result  is  accomplished 
will  be  understood  by  the  following  explanation  of  the  effect  of 
each  of  the  above  mentioned  electrical  conditions  of  the  line 
upon  the  receiving  instrument 

1.  Positive  current  from  both  batteries  (+  4  B).  The  local 
circuit  of  sounder  S^  is  open  between  the  point  o  and  arm 
a^,  and  that  of  Sj  between  the  lever  N^  and  the  stop  jj, 
because  the  action  of  the  current  upon  the  armature  a,  tending 
to  attract  it  toward  M^,  is  strong  enough  to  overcome  the  tension 
of  the  spring  r^,  and  force  the  lever  N^  against  the  stoppj. 

2.  Negative  currents  from  both  batteries  ( —  4  B).  The 
local  circuit  of  sounder  S^  is  closed  at  the  point  of  contact 
between  arm  a^  and  contact  lever  N;  but  that  of  sounder  S,  is 
broken  between  the  contact  lever  N  and  the  stop  j,  because  the 
strength  of  the  current  upon  the  line  is  so  great  as  to  overcome 
the  tension  of  the  spring  r,  and  force  the  lever  N  against  the 
stop  p. 
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8.  Positive  current  from  battery  B  only  (+  B).  The  local 
drcoit  of  sounder  S^  is  broken  between  the  arm  a^  and  the  con- 
tact o  on  the  lever  N,  but  that  of  sounder  Sj|  remains  closed, 
because  the  power  of  the  current  upon  the  line,  though  sufficient 
to  move  the  arm  a^  away  from  the  stop  o,  is  not  able  to  overcome 
the  spring  r^,  and  separate  the  lever  N^  from  the  stop  jj. 

4.  Negative  current  from  battery  B  only  ( — B).  The  local 
circuits  of  both  sounders  S^  and  S,  remain  closed,  because 
the  strength  of  this  current  is  sufficient  to  bring  the  arm  a^  into 
contact  with  the  stop  o  upon  the  contact  lever  N,  but  is  not 
enough  to  overcome  the  spring  r,  and  thus  separate  the  lever  N 
from  the  stop  q. 

Thus  it  will  be  understood  that  the  armature  a  is  caused  to 
assume  four  different  positions  corresponding  to  the  four  different 
electrical  conditions  of  the  line. 

When  the  armature  is  in  either  of  its  extreme  positions  the 
local  circuit  of  the  sounder  S,  is  broken.  When  the  armature 
passes  directly  over  from  one  extreme  position  to  the  other,  it,  of 
course,  closes  the  local  circuit  for  an  instant  as  it  passes  the 
middle  point,  but  not  long  enough  to  produce  any  effect  whatever 
upon  the  sounder  S,,  which  remains  inactive. 

Condensers  Cj  and  C,  are  connected  to  the  artificial  line  A  for 
the  purpose  of  compensating  the  static  discharge  of  the  linei 
The  adjustable  rheostats  V^  and  V^  are  used  in  order  to  regu- 
late the  action  of  the  condensers  and  render  their  charge  and 
discharge  nearer  the  same  duration  as  that  of  the  line. 

An  independent  condenser  0  is  arranged  with  one  set  of  its 
poles  in  connection  with  the  main  line  L,  and  the  other  set  with 
the  artificial  line  A. 

No  effect  is  produced  upon  this  condenser  by  the  outgoing 
current,  as  the  potential  of  the  latter  is  substantially  the  same 
on  each  side. 

The  incoming  current  from  the  distant  station,  meeting  with 
the  resistance  of  the  helices  M  M^,  flows  into  and  charges  the 
condenser,  which  remains  charged  until  a  reversal  of  the  current 
takes  place  upon  the  line,  when  it  instantly  discharges  itself  and 
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sends  a  momentary  pulsation  through  the  electro-magnets  M  M^, 
thus  tending  to  hasten  the  action  of  the  receiving  magnet  upon 
.  its  armature  at  each  reversal,  thereby  improving  the  signals  upon 
long  linea 

The  eflEective  action  of  this  condenser  may  be  much  increased 
if  desired,  by  augmenting  the  resistance  of  the  helices  M  Mj, 
or  by  inserting  additional  resistances  between  these  and  the 
junction  of  the  wires  leading  to  the  condenser  on  each  side. 

The  double  acting  receiving  instrument  here  described,  and 
shown  in  the  figure,  is  equally  serviceable  in  connection  with  the 
arrangement  of  main  batteries  illustrated  and  described  on  pages 
848  and  862. 

The  apparatus  has  been  tested  in  practical  service  upon  all  of 
the  longest  circuits  on  which  the  quadruplex  system  is  worked 
from  the  Western  Union  Telegraph  Company's  New  York  office^ 
and  continued  in  constant  use  for  one  week  on  the  New  York 
and  Albany  circuit  with  very  satisfactory  resulta  In  regular 
practice,  however,  it  has  been  found  preferable  to  use  two  inde- 
pendent relays,  thus  enabling  each  operator  to  adjust  his  owa 
instrument 

On  February  7,  1877,  a  test  was  made  on  a  direct  circuit 
between  New  York  and  Chicago,  via  Pittsburgh,  Pa.,  a  dis- 
tance of  918  miles,  and  the  simultaneous  reception  of  two  com- 
munications in  the  same  direction  was  accomplished  at  a  speed 
of  thirty  words  a  minute  on  each  of  the  respective  sounders  Sj 
and  S;|. 

Fig.  507  shows  a  general  plan  of  the  quadruplex  apparatus 
now  in  use  on  the  lines  of  the  Western  Union  Telegraph  Com- 
pany, and  which  embodies  the  more  recent  improvementa 

The  transmitting  devices,  both  in  construction  and  mode  of 
operation,  are  precisely  similar  to  those  referred  to  in  connection 
with  fig.  506,  so  that  it  will  be  necessary  here  to  refer  only  to  the 
effect  produced  by  the  operation  of  the  two  independent  transmit- 
ters or  keys,  which  is  as  follows : 

1.  Key  Kj  and  K,  both  open*  In  this  position  the  entire 
battery  is  in  circuit,  sending  to  the  line  a  negative  or  —  current 
of_B  — 8B=— 4B, 
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2.  Key  Kj  open  and  K,  closed  In  this  case  batteiy  B 
only  is  in  circuit,  sending  to  the  line  a  negative  or  —  current  of 
—  B. 

3.  Key  K^  closed  and  K,  open.  The  entire  battery  is  again 
in  circuity  but  in  this  case  with  the  positive  or  +  pole  to  the 
line,  sending  a  current  of-j-8B  +  B  =  +  4B. 

4.  Key  K^  and  K,  both  closed     In  this  position  the  battery 


Bonly  is  "in  circuit,  sending  to  the  line  a  positive  or  -|-  current 
of  +  B. 

Thus  it  will  be  understood  that  the  line  is  caused  to  assume 
four  distinct  electrical  conditions,  corresponding  with  the  four 
possible  positions  of  the  keys  at  the  transmitting  station. 

The  receiving  apparatus  consists  of  two  soundei-s,  Sj  and  S,, 
which  are  controlled  by  relays  R^  and  R,.  The  construction  of  R  j 
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is  the  same  in  every  particular  as  that  heretofore  described  ;  it 
being,  in  fact,  simply  a  polarized  relay  capable  of  responding  to 
positive  and  negative  currenta 

The  relay  K„  however,  differs  materially  from  relay  R^  in  the 
arrangement  of  its  local  circuit  connections,  by  means  of  which 
the  sounder  S,  is  operated ;  and  the  improvement  upon  the  form 
of  relay  heretofore  used  consists  chiefly  in  dispensing  with  one 
of  the  supplementary  contact  levers,  whereby  the  apparatus  is 
not  only  simplified,  but  made  to  work  with  greater  facility  and 
certainty  through  long  circuita 

The  normal  position  of  the  apparatus,  when  neither  key  at  the 
transmitting  station  is  depressed,  is  that  shown  in  the'diagram. 

The  manner  in  which  the  relays  R^  and  R,  operate  in  each 
of  the  four  electrical  conditions  of  the  hne  mentioned,  so  as  to 
cause  he  sounder  Sj  to  respond  solely  to  the  movements  of  key 
Kj,  and  the  sounder  S^  in  like  manner  to  the  movements  of  key 
K^,  and  both  in  response  to  a  simultaneous  depression  of  keys 
Kj  and  K,,  will  be  understood  by  reference  to  the  following 
explanation: 

1.  Kj  and  Kj  both  open.  A  negative  or  —  current  from 
both  batteries  ( — 4B).  The  local  circuit  of  sounder  S^  is  kept 
open,  because  the  polarity  of  the  line  current  tends  to  hold  the 
armature  h  of  relay  R^,  on  its  back  stop  p.  The  local  circuit 
of  sounder  Sg  is  also  open  between  armature  j  and  lever  r, 
because  the  current  on  the  line  is  suJficiently  powerful  to  over- 
come the  spring  r^,  and  hold  armature  j  against  stop  o;  thus 
sounder  S,  remains  inactive. 

2.  Ki  open  and  K,  closed.  A  negative  or  —  current  from 
battery  B  only  ( —  B).  The  local  circuit  of  sounder  S^  re- 
mains open  between  stop  p^  and  armature  A,  because  the 
polarity  of  the  current  is  such  as  to  hold  the  latter  against  stop 
p.  The  action  of  this  current  upon  relay  R,  is  to  cause  its  arma- 
ture y,  assisted  by  spring  r^,  to  move  to  the  left  and  make  con- 
tact with  the  lever  r,  but  not  with  sufficient  force  to  overcome 
the  retractile  spring  j^,  thus  leaving  armature  y  in  a  central 
position  between  stops  o  and  o^,  thereby  closing  the  local  pircuit 
and  operating  sounder  Sj. 
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8.  Ki  closed  and  K,  open-  A  positive  or  +  current  from 
both  batteries  (-|-  4  B).  This  current  causes  the  armature  h 
of  relay  R^  to  move  to  the  left,  thus  closing  the  local  circuit  at 
stop  J?!  and  actuating  sounder  Sj.  The  armature  y  of  relay  R, 
is  also  strongly  attracted  toward  the  left,  pressing  against  the 
yielding  lever  r  with  sufficient  force  to  overcome  the  spring  Ji, 
and  press  the  former  against  the  stop  o^,  thus  opening  the  local 
-circuit  of  sounder  Sg. 

4  Keys  Kj  and  K,  both  closed.  Positive  or  -j-  current 
from  battery  B  only  (+  B).  Relay  Rj,  which  is  arranged  to  close 
its  local  circuit  by  positive  currents  of  any  strength,  actuates 
the  sounder  Sj  precisely  as  in  the  third  case.  1  he  current  upon 
the  line  in  this  case  is  not  of  sufficient  strength  to  hold  the 
armature  j  of  relay  Rj  against  stop  o^;  consequently  it  moves, 
together  with  lever  r,  assisted  by  spring  j^,  to  a  central  position, 
thus  closing  the  local  circuit  between  armature  j  and  stop  q 
through  lever  r.  thereby  operating  sounder  S^.  When  the  arma- 
ture j  of  relay  Rj  passes  directly  over  from  one  extreme  position 
to  the  other:  for  example,  from  stop  o  to  o^,  it  will  be  observed 
that  the  local  circuit  is  closed  for  an  instant,  but  not  long  enough 
to  produce  any  effect  whatever  upon  the  lever  of  sounder  S3. 

It  is  therefore  obvious  that,  with  the  apparatus  as  arranged 
above,  two  communications  may  be  simultaneously  transmitted 
over  a  single  conductor,  and  the  signals  recorded  with  facility 
and  accuracy. 

In  order  that  four  communications  may  be  made  to  pass 
simultaneously  over  a  single  conductor,  it  is  only  necessary  to 
<x)mbine  the  apparatus  here  described  with  any  one  of  the  several 
known  methods  of  simultaneous  transmission  in  opposite  direc- 
tions. The  arrangement  in  general  use  for  the  accomplishment 
of  this  purpose  upon  the  Western  Union  Telegraph  Company's 
lines  is  that  known  as  the  differential  method.  A  system  of 
duplex  telegraphy  known  as  the  bridge  method  may  be  used 
instead  of  the  differential,  or,  instead  of  either  of  these,  a  com- 
bination of  the  differential  and  bridge  methods.  In  practice  the 
latter  has  been  found  preferable,  more  especially  on  the  longer 
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circuits,  where  the  signals  have  to  be  retransmitted  automatically 
over  an  adjoining  circuit,  in  which  case  it  is  absolutely  essential 
that  the  signals  should  be  recorded  perfectly  at  the  repeater 
station. 

The  last  named  plan  is  in  operation  on  the  New  York  and 
Chicago  quadruplex  circuit,  arranged  so  that  signals  from  New 
York  and  Chicago  are  at  Buffalo  automatically  retransmitted  in 
either  direction.  Before  considering  the  arrangement  for  repeat- 
ing from  one  circuit  into  another,  however,  it  will  first  be  well 
to  describe  the  different  instruments  more  in  detail  than  we  have 
yet  done.  A  few  words  also  regarding  the  setting  up  and 
adjustment  of  the  apparatus  will  not  be  out  of  place  hera 

DIBECTI0N8  FOR  SETTING  UP  THE  QUADRUPLEX. 

The  diagram,  fig&  504  and  506,  will  sufficiently  explain  the 
manner  in  which  the  instrument  should  be  set  up  and  connected. 

The  smaller  section  of  the  battery  B  usually  contains  about 
one  third  the  number  of  cells  that  the  larger  section  H  B  does. 
The  rheostat  z  should  be  as  nearly  as  possible  equal  to  the 
internal  resistance  of  (B+3B)=4B.  The  resistance  of  y 
should  be  equal  to  the  internal  resistance  of  the  portion  8  B  of 
the  battery. 

THE  DOUBLE  CURRENT  TRANSMITTER. 

This  is  represented  at  T*  in  figs.  508,  504  and  505,  and  is 
operated  by  the  key  K^  and  a  local  battery  e^,  usually  of  three 
cells.  The  double  current  transmitter  is  sometimes  constructed 
as  shown  in  fig.  508,  but  a  simpler  and  far  better  arrangement  has 
been  recently  introduced,  which  is  shown  in  fig.  609.  The  draw- 
ing is  an  end  view  of  the  transmitter,  and  shows  the  pole  changing 
apparatus  distinctly.  The  adjustable  contact  screws  a  and  a^ 
are  supported  by  and  are  in  electrical  connection  with  the  post 
P,  which  is  in  turn  connected  with  the  line  wire.  The  post  also 
supports  two  contact  springs  S^  and  S„  which  are  insulated  from 
it  and  connected  by  wires  1  and  12  with  the  zinc  and  copper 
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poles  of  the  main  battery,  respectively.     The  lever  l^  of   the 
transmitter  is  connected  with  the  earth. 
The  proper  adjustment  of  this  transmitter  is  a  matter  of  the 


Fig.  508. 

greatest  importance  to  ensure  the  successful  working  of   the 
apparatus.     In  order  that  it  may  follow  the  movements  of  the 

a 


Fig.  509. 

key  with  promptness,  the  play  of  the  lever  t^  between  its  limit- 
ing stops  near  the  electro  magnet  should  not  exceed  ^  of  an 
inch.     The  contact  screws  must  be  so  adjusted  that  at  a  point 
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about  midway  of  the  stroke  of  the  lever  t^  the  springs  S  and  S^ 
will  both  be  in  contact  with  it  at  the  same  time,  but  for  the 
shortest  possible  period.  The  easiest  way  is  to  first  temporarily 
adjust  the  upper  limiting  stop  at  the  opposite  end  of  the  trans- 
mitter lever  ij,  so  as  to  reduce  the  play  of  the  lever  to  ^  of  an 
inch,  or  about  half  the  ordinary  distance  allowed  for  a  sounder. 
Then  gradually  raise  the  contact  screw  a  until  the  spring  S^ 
barely  touches  the  lever  t^j  being  careful  to  move  the  screw  no 
further  than  is  necessary  to  do  this.  Then  lower  the  contact 
screw  a^,  and  adjust  the  spring  S,  in  the  same  way.  Finally, 
raise  the  limiting  stop  at  the  other  end  of  the  lever,  so  as  to  give 
it  the  usual  play  of  about  -J^  of  an  inch.  In  its  vibration  the 
lever  t^  should  touch  one  of  the  springs  Sj  or  S,  at  the  same 
instant  that  it  leaves  the  other.  If  the  springs  are  adjusted  too 
far  apart  there  will  be  a  break  in  the  circuit,  as  the  lever  will 
break  contact  with  one  spring  before  it  touches  the  other ;  if  too 
near  together,  the  battery  will  be  placed  on  short  circuit  too 
long,  from  one  contact  being  made  before  the  other  is  broken. 
By  careful  adjustment  this  period  can  be  reduced  to  almost 
nothing,  and  the  more  accurate  this  adjustment  the  better  will 
be  the  performance  of  the  apparatus. 

THE  SINGLE  CURRENT  TRANSMITTER. 

This  is  similar  to  the  transmitter  of  the  Steams  duplex.  The 
play  of  the  lever  of  the  transmitter  should  be  about  ^  of  an 
inch  between  the  limiting  stops  and  the  contact  screw  A,  fig.  510, 
adjusted  so  that  when  the  key  is  closed  and  the  transmitter  in 
the  position  represented,  the  spring  B  will  be  slightly  separated 
from  the  contact  point  on  the  end  of  the  lever  D. 

THE  C0MP0¥ND  POLARIZED  RELAY. 

This  relay  is  represented  by  R„  in  figs.  508  and  504,  and  the 
sounder  connected  with  it  responds  to  the  signaJs  given  by  the 
double  current  transmitter  at  the  sending  station.  The  relay 
consists  of  four  separate  electro-magnets,  arranged,  in  pairs,  witii 
their  poles  facing  each  other,  upon  opposite  aides  of  a  double 
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polarized  annature.  The  connections  and  principle  of  operation 
have  already  been  explained  in  connection  with  fig.  603.  The 
proper  adjustment  of  the  armature  and  local  contact  levers  of 
this  relay  is  a  matter  of  much  importance,  and  the  following 
directions  should  be  carefully  observed : 

Fig.  511  is  a  perspective  view  of  the  compound  relay,  showing 
the  contact  levers  and  their  adjustment  The  electro-magnets 
M  M  should  be  adjusted  by  means  of  the  check  nuts  at  the 
back,  so  that  their  poles  are  at  equal  distances  from  the  opposite 
faces  of  the  polarized  armature  a.    The  play  of  the  armature  lever 


Bg,  510. 

is  regulated  by  the  screw  stops  p^  and  p^^  which  limit  the  move- 
ments of  the  contact  levers  N  N^  in  one  direction,  while  the 
stops  ^1  and  j9,  limit  them  in  the  other  direction.  To  adjust 
these  levers,  the  screws  pj  and  p^  should  be  withdrawn  until  the 
contact  points  upon  the  armature  lever  a  are  touched  by  those 
upon  the  levers  N  N^  upon  each  side,  so  that  the  local  circuit 
can  pass  through  the  lever  from  N  to  N^  when  the  armature  is 
in  a  middle  position,  but  will  be  interrupted  by  its  slightest 
movement  in  either  direction.  The  play  allowed  to  the  contact 
levers  by  the  stops  p^  and  p^  may  be,  with  advantage,  consider- 
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ably  less  than  than  that  of  an  ordinary  relay.  The  proper  ten- 
sion  of  the  springs  7l  and  n^  depends  upon  the  condition  of  the 
line  current,  and  will  be  referred  to  hereafter. 


Fig.  511. 

TITE  SINGLE  POLARIZED  RELAY. 

This  is  shown  at  Rj,  in  figs.  502,  503  and  505,  and  is  simply 
a  Siemens  polarized  relay,  which  should  be  adjusted  with  a  play 
about  the  same  as  that  of  the  ordinary  Morse  relay.     This  may 
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be,  and  oisaallj  is,  oonstructed  in  the  same  form  as  fig.  611,  but 
without  movable  contact  levers  N  N^. 

ADJUSTMENT  OF  THE  APPAKATUS  FOB  WOBKING. 

The  said  arrangements  having  been  properly  made  at  both 
stations,  one  station,  which  for  convenience  we  will  call  station 
A,  commences  by  sending  signals  from  the  pole  changing  trans- 
mitter Tj,  having  been  careful  to  leave  key  K,  or  A,  of  trans- 
mitter T,  open.  Station  B  then  signals  to  station  A  in  the  same 
manner,  which  signals  will  be  received  upon  the  polarized  relay  R 
If  the  signals  come  reversed,  or  on  the  back  stroke,  the  direc- 
tion of  the  incoming  current  through  the  relay  must  be  reversed. 
Station  A  next  instructs  B  to  ground.  R  complies  by  turning 
the  arm  of  the  switch  Q  (fig.  504)  from  q^  to  j^,  which  sends 
the  incoming  current  direct  to  the  earth  through  the  resistance  Z, 
which  has  already  been  adjusted  to  equal  that  of  the  entire  bat- 
tery (El  +  E,).  Station  A  then  grounds  by  placing  his  own 
switch  in  the  same  position,  and  adjusts  his  polarized  relay  E^, 
so  that  the  armature  will  remain  at  rest  indifferently  upon  either 
its  front  or  back  contact  stop,  when  placed  by  the  finger.  Next, 
station  A  closes  the  single  current  transmitter  T,  by  means  of 
Kj  or  ^2  ;  turns  the  switch  Q  back  to  its  original  position,  that 
is,  to  the  left,  sending  the  entii-e  battery  to  line.  The  resistance 
X  (fig.  506)  should  now  be  altered,  until  the  armature  of  the 
polarized  relay  R^  remains  indifferently  on  either  side  when 
placed  by  the  finger  as  before.  When  this  is  accomplished,  the 
line  resistance  and  rheostat  resistance  in  X  will  be  equal. 

To  obtain  the  electro-static  balance,  station  A  transmits  dots 
or  dashes  by  means  of  transmitter  T^,  and  at  the  same  time 
alters  the  capacity  of  the  condenser  c^  c,  (fig.  504),  until  it 
neutralizes  the  discharge  which  takes  place  at  the  end  of  each 
signal,  and  is  manifested  upon  the  relay  B,^,  The  electro-static 
balance  of  this  relay  insures  that  of  relay  Rj  without  further 
preciaution.  Finally,  station  A  again  turns  switch  Q  to  the 
right,  upon  point  jj,  and  station  B   now  proceeds  to  obtain 
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a  balance  in  the  same  way.  Having  accomplished  this,  he 
notifies  A. 

Station  B  is  then  requested  to  send  from  transmitter  T^,  leav- 
ing Tg  open  or  at  rest  The  signals  are  received  at  A  on  relay 
Ej,  and  at  the  same  time  the  springs  nn^  (fig.  511)  of  the  com- 
pound relay  Rj  should  be  pulled  up  sufficiently  to  hold  the 
armature  a  at  rest  in  a  central  position,  with  the  local  relay  or 
repeating  sounder  S  (fig.  604)  closed.  Next,  B  is  requested  la 
leave  transmitter  T^  at  rest  and  send  signals  on  T,.  These  sig- 
nals should  be  received  at  A  upon  the  compound  relay  R^  only. 
With  currents  of  one  polarity  the  armature  a  will  move  to  the 
left,  and  with  currents  of  the  other  polarity  to  the  right,  but  in 
either  case  it  should  operate  the  sounder  S^  by  means  of  the 
local  relay  S.  When  the  armature  passes  from  one  extreme 
position  to  the  other  by  a  change  of  polarity  upon  the  line,  the 
relay  should  not  give  a  false  dot  as  it  passes  the  central  position. 
The  contact  points  of  the  local  relay  or  repeating  sounder  S 
should  be  adjusted  as  close  as  those  of  an  ordinary  relay. 

The  above  described  apparatus  is  suitable  for  use  upon  lines 
from  300  to  600  miles  in  lengtL  For  lines  under  300  miles  in 
length,  the  modification  of  the  apparatus,  shown  in  fig.  608,  and 
which  is  of  somewhat  simpler  construction,  is  usually  employed. 

Simultaneous  transmission  in  opposite  directions,  at  the  rate 
of  fifty-eight  words  per  minute  each  way,  is  now  carried  on  be- 
tween New  York  and  Washington,  by  the  application  of  this 
quadruplex  method  to  the  Phelps  electro-motor  printer.  This^ 
leaves  two  sides  free  for  exchanging  service  signals,  or  for 
carrying  on  two  separate  conmiunications  by  the  Morse  appa- 
ratua 

The  arrangement  for  repeating  from  one  quadruplex  circuit 
into  another  is  very  simple  in  principle,  and  consists  in  placing 
the  two  transmitters  of  one  line  in  the  same  local  circuits  with 
the  corresponding  receiving  sounders  of  the  other  line.  The 
details  are  more  fuUy  described  on  page  889.  By  this  arrange- 
ment New  York  is  enabled  to  carry  on  four  distinct  communi- 
cations simultaneously  with  St  Louis,  a  distance  of  about  1,100 
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miles,  by  means  of  a  quadruplex  repeater  at  Pittsburg ;  and  with 
Chicago,  1,000  miles,  by  means  of  a  repeater  at  Buffalo. 

Although  the  quadruplex  has,  in  a  great  measure,  taken  the 
place  of  the  duplex  upon  many  of  the  lines  between  the  more 
important  telegraphic  centres,  the  latter  system  is,  nevertheless, 
still  employed  to  a  considerable  extent  between  points  of  less 
importance  where  the  business  is  not  sufficient  to  keep  the 
quadruplex  constantly  employed;  and  in  numerous  cases  it 
forms,  in  connection  with  this  system,  both  a  convenient  and 
valuable  auxiliary  for  supplying  direct  conununication  between 
several  different  stations  at  one  and  the  same  tima 

There  are  various  ways  in  which  these  two  systems  may  be 
combined  so  as  to  meet  the  numerous  requirements  of  the  ser 
vice,  but  it  will  be  necessary  to  describe  and  illustrate  here  onlj 
such  as  are  now  in  actual  operation  and  by  experience  have  been 
found  serviceable. 

A  plan  of  the  apparatus  as  arranged  at  repeating  station,  form- 
ing the  common  terminus  of  one  quadruplex  and  two  duplex  cir- 
cuits, is  shown  in  fig.  512.  By  this  combination  two  independent 
communications  passing  in  the  same  direction  over  the  quadru- 
plex circuit  may  be  automatically  retransmitted  from  the  repeat- 
ing station  over  two  separate  and  independent  duplex  circuits 
extending  to  different  points,  while  at  the  same  time  two  com- 
munications passing  in  the  opposite  direction  over  the  duplex 
circuits  may  be  repeated  into  and  over  the  quadruplex  circuit 

For  convenience  of  explanation  we  will  take  an  actual  case,  and 
suppose  the  repeating  apparatus  to  be  placed  at  Boston,  which  is 
in  connection  with  New  York,  240  miles  distant,  by  quadruplex, 
and  with  Duxbury  and  St  John,  respectively  40  and  469  miles 
distant  by  duplex. 

In  order  to  effect  the  desired  retransmission  of  the  different 
sets  of  signals  passing  through  the  apparatus,  it  is  necessary-  to 
form  separate  connections  between  the  several  receiving  instru- 
ments and  the  transmitters  of  the  different  lines  into  which  the 
sigiKils  are  to  be  repeated. 

This  is  done  by  means  of  the  local  circuits,  in  a  manner  which 
will  now  be  explained. 
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As  ordinarily  arranged  for  single  circuit  working,  the  relay  Ej 
(fig,  512)  of  the  New  York  line  L,  operates  the  sounder  S^  by 
means  of  the  local  battery  B^ ;  and  key  4  j,  the  transmitter  t^,  of  the 
Duxbury  line  L^,  by  means  of  the  local  e^.  For  direct  through 
working,  however,  and  in  order  that  the  received  New  York 
signals  may  be  communicated  from  the  relay  R^  to  the  transmit- 
ter <i,  and  thus  be  repeated  into  the  Duxbury  line,  a  switch  or 
button  t6;^  is  so  arranged  that  it  forms,  when  closed,  a  part  of 
each  of  the  two  separate  local  circuits  containing  the  relay  Rj  and 
the  transmitter  t^,  but  when  open  throws  the  two  circuits  into 
one,  so  that  relay  R^  operates  the  transmitter  t^  as  well  as  the 
sounder  S^. 

In  a  similar  manner  the  circuit,  including  sounder  5  ^  of  line  L^ 
is  combined  with  that  containing  the  transmitter  T^  of  line  L, 
by  means  of  the  button  W^,  while  the  button  W,  connects  the 
local  circuit  of  R,  in  line  L  with  that  of  the  transmitter  t^  in 
the  St  John's  line  Lg. 

Another  button  w^  in  like  manner  also  connects  the  local 
circuit  of  relay  r^  in  line  Lg  with  that  containing  the  transmitter 
T,  of  line  L. 

When,  therefore,  the  buttons  Wj  Wg,  ^o^  and  w^  are  all 
closed,  the  three  main  lines  L,  L^  and  L,  may  be  operated  inde- 
pendently ;  the  New  York  line  as  a  quadruplex  and  the  Duxbury 
and  St  John's  lines  as  separate  duplex  circuits. 

When,  on  the  other  hand,  the  buttons  are  all  open  and  the 
switches  of  keys  Kj  K,,  i^  4,  closed.  New  York  is  able  to 
transmit  simultaneously  two  independent  communications  over 
the  line  L  to  Boston,  where  one  of  them  will  then  be  automati- 
cally retAnsmitted  by  the  relay  Rj  and  transmitter  t^  over  line 
Lj  to  Duxbury,  and  the  other  by  relay  Rj  and  transmitter  t^ 
over  line  L,  to  St  John'a  While  this  is  being  done  Duxbury 
and  St  John's  may  also  send  communications  simultaneously 
over  lines  L^  and  L^  respectively  to  Boston,  where  relays  r^  and 
r,  will  then  repeat  them  into  line  L  and  to  New  York.  It  will 
thus  be  seen  that  New  York  has  practically  separate  duplex 
circuits  to  Duxbury  and  St  John's,  and  that  any  or  all  of  the 
correspondence  may  be  read  at  Boston. 
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By  properly  arranging  the  buttons  W^  W,,  w^  and  w;,,  either 
line  of  communication  may  be  worked  through  direct  or  be 
divided  at  Boston  without  reference  to  what  is  being  done  on  the 
other.  The  manner  of  effecting  this  will  be  sufficiently  obvious 
without  further  explanation- 

We  have  thus  far  considered  that  the  signals  transmitted  from 
New  York  and  retransmitted  at  Boston  into  line  Lj  were  copied 
at  St  John's,  N.  B.  It  is  proper  to  state,  however,  that  in  prac- 
tice New  York  and  North  Sydney,  C.  B.,  work  the  line  together 
duplex,  a  distance  of  1,169  miles,  by  means  of  a  second  duplex 
apparatus  at  St  John's,  constituting  with  the  first  a  duplex 
repeater. 

A  modification  of  the  plan  shown  in  fig.  512,  and  just 
described,  has  developed  a  much  wider  field  for  practical  opera- 
tion. This  consists  in  dispensing  with  one  duplex  circuit 
Thus,  for  example,  if  the  Duxbury  line  L^,  and  the  apparatus 
connected  therewith  be  removed,  it  will  readily  be  understood, 
from  what  we  have  already  said,  that  New  York  and  North 
Sydney  would  still  be  able  to  work  duplex,  while,  at  the  same 
time  also.  New  York  and  Boston  could  work  duplex  together 
without  regard  to  what  is  passing  between  the  two  former. 

Before  describing  the  manner  of  working  the  quadruplex  in 
connection  with  the  contraplex  or  diplex  systems,  it  will  first  be 
well  to  devote  a  few  words  to  the  consideration  of  these  systems 
alone. 

The  terms  contraplex  and  diplex  are  here  applied  as  specific 
names  for  designating  clearly  the  way  in  which  the  particular 
simultaneous  double  transmission  to  which  we  wish  to  refer  is  ef- 
fected. Thus,  for  instance,  two  messages  may  be  sent  over  a  single 
wire  in  the  same  or  in  opposite  directions,  and  when  we  do  not  care 
to  particularize  either,  we  simply  allude  to  them  under  the  more 
common  generic  name  of  duplex  transmission,  which  includes 
both.  When,  however,  we  wish  to  speak  of  either  method  by 
itself,  we  use  the  term  diplex  for  simultaneous  transmission  in 
the  same  direction,  and  contraplex  for  that  in  opposite  directions. 
As  these  terms  are  not  in  very  general  use,  this  explanation  here 
will  not  be  out  of  place. 
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Figs.  613  and  514  show  the  application  of  a  oontraplex  sjrs- 
tem,  ill  which  one  set  of  signals  are  made  by  a  series  of  changes 
in  the  polarity  of  the  current,  and  the  other  by  changes  in  its 
strength. 

In  fig.  513,  t^  is  the  lever  of  a  double  current,  or  pole  chang- 
ing transmitter,  which  is  operated  by  an  electro-magnet  T^,  local 
battery  and  key  Kj. 

The  construction  and  operation  of  this  transmitter  is  fully 
described  on  pages  871  and  872. 

At  station  B,  the  receiving  instrument  R^,  having  a  polarized 
lumature,  is  placed  in  the  circuit  of  the  line,  and  in  consequence 
of  the  polarity  of  its  armature,  will  respond  to  each  reversal  of 


StaUofi  A. 
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%.  513. 

the  current  upon  the  line,  produced  by  the  movement  of  the 
double  current  transmitter  ^j,  and  will  open  and  close  the  local 
circuit  of  the  sounder  S^,  giving  signals  corresponding  to  the 
movements  of  the  key  K^  at  station  A. 

The  line  at  station  B,  after  passing  through  the  receiving 
instrument  R^,  is  conducted  to  the  earth  at  G^. 

A  rheostat  X  is  inserted  between  the  receiving  instrument  R^ 
and  the  earth,  the  resistance  of  which  may  be,  say,  from  two  to 
four  times  as  great  as  that  of  the  line.  A  key  K^  is  connected 
with  the  line  in  such  a  manner  as  to  shunt  the  rheostat  X  by  a 
circuit  of  practically  no  resistance  each  time  the  key  is  depressed. 
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In  order  that  the  operator  may  be  able  to  hear  his  own  sig- 
nals, the  key  K^  is  provided  with  a  spring  contact  arm  i,  which^ 
when  the  key  is  depressed,  is  brought  in  contact  with  the  stop  J, 
thus  shimting  the  rheostat  X,  and  giving  the  signal  at  station  A. 
The  ordinary  contact  point  of  the  key  at,  or  nearly  at,  the  same 
time,  strikes  upon  its  anvil,  and  closes  the  circuit  of  the  local 
battery  e  through  the  sounder  /,  and  thus  duplicates  the  signal 
sent  to  the  other  station. 

At  station  A  a  receiving  instrument,  Rj,  having  a  neutral 
armature  and  adjustable  spring  r,  is  placed  in  one  of  the  wires 
leading  from  battery  E  to  the  double  current  transmitter.  The 
armature  of  the  receiving  instrument  Rg  opens  and  closes  the 
local  circuit  of  the  sounder  Sj,  in  the  ordinary  manner.  The 
i-etractile  spring  r  of  the  receiving  instrument  Eg,  should  be 
strained  up  to  a  sufficient  tension  to  withstand  the  attraction  of 
the  electro-magnet  when  the  rheostat  X  is  in  circuit  at  the  other 
station,  while  it  will  be  easily  overcome  by  the  increased  force  of 
the  line  current,  which  results  from  the  shunting  of  the  rheostat 
X,  and  the  consequent  removal  of  its  resistance  from  the  circuit 
whenever  the  key  Kg  is  depressed. 

By  placing  the  receiving  instrument  R^  in  one  of  the  wires 
leading  from  the  battery  to  the  pole  changing  transmitter  t^^  the 
direction  or  polarity  of  the  current  traversing  its  coils  is  never 
changed,  and  consequently  its  armature  has  no  tendency  to  fall 
off  when  the  current  is  reversed  upon  l!i^  line. 

It  is  obvious  that  any  required  number  of  receiving  instru- 
ments similar  to  R^,  accompanied  with  the  other  apparatus 
shown  and  described  at  station  B,  may  be  placed  in  the  circuit 
of  the  line  at  way  or  intermediate  stations,  all  of  which  will 
simultaneously  respond  to  the  signals  given  by  the  key  Ki  and 
transmitter  ^j. 

Fig,  514  is  a  modification  and  extension  of  the  system,  so 
arranged  as  to  be  capable  of  either  transmitting  two  com- 
munications simultaneously  in  the  same  direction,  or  one  in  each 
direction,  at  pleasure. 

If  the  keys  Kj  and  K^  are  operated  at  the  same  time,  the 
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former  will  control  the  polarity  and  the  latter,  the  strength  of  the 
current  going  to  line  from  the  battery  E. 

At  the  terminal  station  B,  as  well  as  at  the  intermediate 
station  C,  receiving  instruments  E^  and  Rj  are  made  use  of,  the 
construction  and  operation  of  which  are  fully  described  on  pages 
872  and  874. 

The  polarized  armature  a  plays  between  two  contact  levers  N 
and  Ni,  which  are  held  against  the  stops  q  and  Ji  by  springs  r 
and  r  J ;  these  springs  being  strained  up  to  a  tension  sufficient  to 
resist  the  electro-magnetic  action  of  the  weak  current,  which 
traverses  the  line  when  the  rheostat  X^  is  put  in  circuit  by  the 
opening  of  key  K^,  but  which  will  readily  be  overcome  by  the 
stronger  current  which  passes  when  the  rheostat  is  cut  out,  by 
•  the  depression  of  key  K4. 

The  local  relays  M  M,  between  the  receiving  instruments  R^ 
and  Eg,  and  their  respective  sounders  S^  and  S5,  at  stations  B 
and  C,  when  arranged  in  this  manner,  is  a  well  known  device  for 
reversing  the  signals  of  the  relays,  in  order  that  they  may  appear 
correctly  upon  the  sounder. 

Thus  it  will  be  underetood  that  the  sounding  or  recording 
instruments  S4  and  S5  at  stations  B  and  C,  will  respond  each 
time  the  key  K^,  at  station  A,  is  depressed,  while  in  like  manner 
the  soundei's  Sj  and  S3,  at  stations  B  and  C,  will  respond  each 
time  the  key  K^,  and  transmitter  t^,  at  station  A,  is  operated. 

The  rheostats  X,  X3,  and  X4,  are  cut  out  of  the  circuit  when 
the  operators  at  the  respective  stations  are  not  using  the  line  by 
means  of  the  switches  Wg,  W3  and  W4,  precisely  as  in  the 
case  of  the  ordinary  closed  Morse  circuit. 

In  order  to  transmit  communications  in  opposite  directions  at 
the  same  time,  the  operator  at  station  A  will  use  key  K^,  and 
the  operator  at  station  B  or  C  will  use  key  Kg  or  K3. 

With  the  apparatus  constructed  and  arranged  as  in  fig.  514,  the 
operation  may  be  briefly  summed  up  as  follows ; 

When  key  K^  is  operated  sounders  S^  and  S3  will  respond. 

When  either  K^,  Kg,  or  K4  is  operated  by  first  opening  the 
switches  attached,  sounders  S3,  S4  and  S5  will  respond. 
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It  will,  therefore,  be  readily  understood  that  the  following 
results  may  be  obtained  : 

1.  Station  A  may  send  a  message  to  C,  and  C  at  the  same 
time  send  one  to  A,  both  of  which  may  be  read  at  B. 

2.  A  may  send  a  message  to  B,  and  B  at  the  same  lime  send 
one  to  A,  both  of  which  may  be  read  at  C. 

3.  A  may  send  a  message  to  C,  and  at  the  same  time  B  may 
send  one  to  A,  which  latter  may  also  be  read  at  C. 

4.  A  may  send  a  message  to  B,  and  at  the  same  time  C  may 
send  one  to  A,  which  latter  may  also  be  read  at  B. 

5.  A  and  C  may  simultaneously  send  messages  to  B,  the 
latter  of  which  may  be  read  at  A  " 

6.  A  and  B  may  simultaneously  send  messages  to  C,  the 
latter  of  which  may  be  read  at  A. 

7.  A  may  send  messages  to  B  and  C  at  the  same  time. 

8.  A  may  send  two  messages  simultaneously  to  B,  both  of 
which  may  be  read  at  C. 

9.  A  may  send  two  messages  simultaneously  to  C,  both  of 
which  may  be  read  at  B. 

10.  B  and  C  can  work  together  singly,  precisely  as  in  the 
ordinary  closed  cin^uit,  Morse  system ;  and, 

11.  When  it  is  not  required  to  work  duplex,  A  can  signal 
B  or  C  with  either  of  his  two  keys. 

All  the  results  which  have  been  described  are  accomplished 
by  means  of  a  single  main  battery  E,  placed  at  one  terminal 
station  A 

Fig.  51o  represents  a  combination  of  the  above  system  with 
the  quadruplex  at  a  common  terminal  station,  at  which  the 
connections  are  so  arranged  as  to  allow  of  the  repetition  of  signals 
from  one  circuit  into  the  other. 

Taking  an  actual  case,  as  before,  we  will  suppose  the  repeating 
apparatus  to  be  located  at  New  London,  which,  for  convenience, 
may  be  designated  as  station  A.  This  is  in  communication  with 
New  York,  126  miles  distant,  by  a  quadruplex  wire  L,  and  with 
Norwich,  Conn.,  and  Worcester,  Mass.,  by  the  line  L^,  78  milas 
in  length,  the  former  being  an  intermediate  and  the  latter  a 
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terminal  oflSce,  which  we  will  designate  respectively  as  stations 
B  and  C. 

The  apparatus  at  station  A  consists  of  a  complete  set  of 
quadruplex  instruments  and  a  set  of  the  instruments  shown  in 
fig.  513,  both  of  which  have  already  been  described;  conse- 
quently, it  will  only  be  necessary  now  to  show  the  manner  in 
which  they  are  worked  conjointly. 


-^E 


F^.  515. 


The  switch  or  button  w^  is  so  placed  between  the  local  bat- 
teries Bi  and  6^,  that  when  closed  it  forms  a  part  of  each  of  the 
two  local  circuits  containing  the  sounder  S^  and  transmitter  t^, 
but  when  open  the  separate  circuits  are  combined  into  one  ;  and 
if  the  key  k^  be  closed,  the  relay  Rj  then  operates  both  sounder 
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Si  and  transmitter  i^j  and  thus  repeats  the  signals  coming  from 
line  L  into  line  Lj,  and  to  stations  B  or  C. 

The  local  circuit  containing  the  sounder  s^  is,  in  a  similar 
manner,  separated  from  or  combined  with  that  containing  the 
transmitter  T^  by  means  of  the  button  W^.  In  the  latter  case, 
relay  r^  operates  transmitter  Tj  as  well  as  sounder  s^,  and 
thereby  repeats  the  signals  from  L^  over  line  L  to  New  York 

The  sounder  Sg,  which  is  operated  by  the  relay  Rj  of  line  L, 
may  be  arranged  in  connection  with  wires  1  and  2  and  button 
t(?j.  so  that  when  the  latter  is  closed  and  key  k^  opened  the 
shunt  around  the  rheostat  X  is  thereby  extended  through  lever 
-a  and  contact  o  of  sounder  S^  ;  and  thus  a  second  set  of  signals, 
received  from  New  York  on  relay  Rg  at  station  A,  may  also  be 
repeated  into  line  L  and  to  stations  B  and  C. 

The  signals  produced  by  the  transmitter  T„  when  key  K^  is 
operated,  are  received  at  New  York  upon  a  sounder  correspond- 
ing to  that  of  Sj  in  the  figure. 

It  will,  therefore,  be  seen  that  with  the  apparatus  thus  arranged 
the  following  results  may  be  obtained : 

1.  New  York  may  send  a  message  to  station  C,  and  at  the 
same  time  C  can  send  one  to  New  York,  and  both  be  read  at  A 
and  B. 

2.  New  York  may  send  to  B,  B  to  New  York,  and  both  be 
read  at  A  and  C. 

3.  New  York  may  send  to  C,  and  be  read  at  A  and  B, 
while  at  the  same  time  B  may  send  to  New  York,  and  be  read 
at  A  and  C. 

4.  New  York  may  send  to  B,  and  be  read  at  A  and  C, 
while  C  may  send  to  New  York,  and  be  read  at  A  and  B. 

5.  New  York  may  send  to  B,  and  be  read  at  A  and  C, 
while  C  also  may  send  to  B,  and  be  read  at  A  and  at  New  York. 

6.  New  York  may  send  to  C,  and  be  read  at  A  and  B, 
while  at  the  same  time  B  may  also  send  to  C,  and  be  read  at  A 
and  New  York. 

7.  New  York  may  send  to  B,  and  be  read  at  A  and  C,  and 
at  the  same  time  A  may  also  send  to  B,  and  be  read  at  C  and 
N'»w  York. 
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8.  New  York  may  send  to  C,  and  be  read  at  A  and  B,  and 
at  tlie  same  time  A  may  also  send  to  C,  and  be  read  at  B  and 
New  York. 

9.  New  York  and  station  A  may  work  duplex  continu- 
ously, without  regard  to  what  is  passing  between  stations  A,  B 
and  0. 

10.  New  York  may  send  two  messages  simultaneously  to 

A,  one  of  which  may  be  read  at  B  and  C,  and  at  the  same  time 
two  communications  may  pass  over  the  line  to  New  York,  one 
from  A  and  the  other  from  C,  the  latter  of  which  may  be  read 
at  A  and  B. 

11.  New  York  may  send  two  messages  simultaneously  to  A, 
one  of  which  may  be  read  at  B  and  C,  and  at  the  same  time  two 
may  pass  simultaneously  over  line  L  to  New  York,  one  from  A 
and  the  other  from  B,  the  latter  of  which  may  be  read  at  A 
and  C. 

12.  New  York  may  send  two  messages  simultaneously  to  B, 
both  of  which  may  be  read  at  A  and  C,  and  at  the  same  time 
receive  two  from  A. 

13.  New  York  may  send  two  messages  simultaneously  to  0, 
both  of  which  may  be  read  at  A  and  B,  and  at  the  same  time 
receive  two  from  A. 

14.  New  York  may  send  two  messages  simultaneously,  one  to 
A  and  the  other  to  C,  the  latter  of  which  may  be  read  at  A  and 
B ;  and,  at  the  same  time,  receive  two,  one  from  A  and  one 
from  C,  the  latter  of  which  may  be  read  at  A  and  B. 

15.  New  York  may  send  two  messages  simultaneously,  one 
to  A,  the  other  to  B,  and  the  latter  be  read  at  A  and  C ;  and, 
at  the  same  time,  receive  two,  one  from  A  and  the  other  from 

B,  the  latter  of  which  may  be  read  ai  A  and  C. 

16.  New  York  may  receive  two  messages  simultaneously 
from  A,  and,  at  the  same  time,  transmit  two  distinct  communi- 
cations, one  to  B  and  one  to  C,  or  both  to  either  station  sep- 
arately, and  both  may  be  read  at  A.     Finally, 

17.  Station  A  may,  by  properly  arranging  the  buttons  w^, 
W2  and  Wj,  divide  the  two  lines  L  and  Lj,  and  operate  each 
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separately  ;  the  former  as  a  quadniplex  wire  to  New  York,  the 
latter  as  contraplex  or  diplex  to  B  and  C. 

Fig.  516  shows  a  plan  of  connecting  the  apparatus  at  a  station 
forming  the  common  terminus  of  two  quadruplex  circuits,  so 
as  to  repeat  from  one  into  the  other.  We  will  suppose  the 
station  to  be  Cleveland,  and  that  L^  represents  a  quadruplex 
wire  extending  from  that  point  to  Buflfalo,  a  distance  of  183 
miles,  and  L,  a  similar  wire  between  Cleveland  and  Cincinnati, 
a  distance  of  250  miles.  The  apparatus  comprises,  in  addition 
to  two  complete  sets  of  quadruplex  instruments,  the  four  button 
switches,  W,  Wj,  W,  and  Wj,  which  serve  for  giving  direct 
through  communication  between  Buffalo  and  Cincinnati,  or  for 
dividing  the  wires  and  thus  allowing  each  of  them  to  be  worked 
separately. 

For  clearness  of  illustration,  the  relays,  as  shown  in  the  figure, 
are  not  wound  differently,  and  the  rheostats  and  condensers  form- 
ing the  artificial  lines  have  been  omitted. 

The  arrangement  of  the  local  circuits  of  the  several  relays 
Rj,  Eg,  rj  and  rg,  so  that  they  may  be  separated  from  or  com- 
bined with  those  of  transmitters  t^,  /g,  'i\  and  T,  respectively, 
by  means  of  the  buttons  W,  W^,  W,  and  Wg,  is  precisely  the 
same  as  that  shown  in  fig.  512,  for  repeating  from  one  quadru- . 
plex  into  two  duplex  circuits,  and  vice  versa. 

It  will  therefore  be  understood,  from  what  has  already  been 
said,  that  when  the  buttons  are  all  open,  and  the  keys  K^,  K„ 
ij  and  k^  closed,  Buffalo  may  transmit  two  communications 
simultaneously  over  the  line  Lj  to  Cleveland,  where  they  will 
then  be  automatically  retransmitted,  one  by  relay  r^  and  trans- 
mitter Ti,  the  other  by  relay  r,  and  transmitter  T,,  over  line  L, 
to  Cincinnati  The  latter  station  may  also  transmit  two  inde- 
pendent messages  at  the  same  time  to  Cleveland,  where,  in  turn, 
they  will  be  retransmitted,  one  by  relay  Rj  and  transmitter  t^, 
and  the  other  by  relay  R,  and  transmitter  t^,  over  line  L^  to 
Buffalo. 

By  simply  closing  the  buttons  W,  W^,  Wg  and  W,,  the  two 
circuits  may  be  divided  at  Cleveland,  and  worked  separately. 
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Fig.  516. 
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In  regular  practice,  liowever,  the  circuits  are  worked  in  the  fol- 
lowing manner,  so  as  to  facilitate  the  exchange  of  business 
between  the  three  points  before  mentioned : 

The  buttons  W,  and  W3  are  closed  and  W  and  W^  opened. 
When  thus  arranged,  Buffalo  and  Cincinnati  are  enabled  to  work 
together  duplex,  and,  at  the  same  time,  Cleveland  may  work 
duplex  to  Buffalo  over  line  Lj,  and  to  Cincinnati  over  line  L,. 
The  transmitter  t^  and  relay  r^  of  line  L^  are  so  located  on  the 
desk  or  table,  with  regard  to  the  corresponding  apparatus  of  line 
L„  as  to  facilitate  the  adjustment  of  the  several  instruments. 

Quadruplex  repeaters  are  similarly  arranged  for  facilitating 
the  exchange  of  business  between  numerous  other  points  on  the 
lines  of  the  Western  Union  Telegraj)h  Company,  among  which 
may  be  mentioned  Boston,  Albany  and  Buffalo ;  Buffalo,  De- 
troit and  Chicago  ;  and  New  York,  Hartford  and  Providence. 

A  combination  of  the  two  methods  of  duplex  telegraphy, 
known  as  the  bridge  and  differential  systems,  but  differing 
materially  in  arrangement  from  that  shown  on  page  846,  is  also 
used  in  practice.  At  Buffalo  two  complete  sets  of  quadruplex 
apparatus,  on  this  plan,  are  arranged  by  connecting  the  local 
circuits  in  precisely  the  same  manner  as  shown  in  fig.  516,  for 
repeating  signals  from,  one  circuit  into  another,  and,  by  this 
means.  New  York  and  Chicago  are  enabled  to  exchange  four 
communications  simultaneously,  over  a  single  wire,  between 
these  points. 

A  second  wire  between  New  York  and  Chicago  is  equipped 
with  the  quadruplex  apparatus,  and  precisely  the  same  arrange 
ment  as  the  above  is  made  at  Buffalo  for  repeating  from  one 
circuit  to  the  other.  At  New  York,  however,  the  connections 
are  such,  that  while  its  office  and  Chicago  are  working  duplex 
on  one  side,  the  latter  may  also  work  duplex  on  the  other  side 
with  any  one  of  two  or  more  branch  offices  in  New  York.  The 
manner  in  which  this  is  done  will  readily  l)e  understood  from 
fig.  517  and  the  following  explanation,  which  relate  to  the 
arrangement  for  a  Boston  wire,  where  it  was  fii*st  used  ;  the  one 
for  the  Chicago  line,  however,  is  just  the  same  : 
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The  complete  quadruplex  set  in  connection  with  the  line  L  is' 
supposed  to  be  at  the  New  York  main  office.  Sounders  s^  aad 
S4,  and  key  ij,  at  a  branch  office  in  the  city,  which  we  will  call 
station  A ;  and  the  apparatus  consisting  of  sounders  5j  and  S3, 
repeating  relay  m^,  key  k^  and  local  battery  c^,  at  a  second 
branch  office,  which  we  will  call  R 

In  order  to  provide  for  the  simultaneous  reception  of  two 
independent  communications  over  line  L,  from  Boston,  one  of 
which  shall  be  received  upon  relay  Rj  and  sounder  S^,  and,  at 
the  same  time,  also,  upon  sounder  s^  at  station  A,  and  that  the 
other  shall  be  received  upon  relay  R,,  sounder  S,  and  upon 
sounder  s^  at  station  B  as  well,  while  separate  communications 
are  at  the  same  time  being  sent  to  Boston  from  each  of  the  two 
stations  A  and  B,  it  is  only  necessary  to  connect  the  local  or 
branch  lines  with  the  relays  and  transmitters  of  the  quadruplex 
apparatus  at  the  main  office  in  the  manner  shown  in  the  diagram 
(fig.  517).  Here  the  route  of  the  local  or  branch  wire  of  the 
relay  R^  may  be  traced  from  the  earth  plate  G^,  at  the  main 
office,  to  battery  e,  wire  1  and  armature  of  relay  Rj  to  sounder 
Sj,  and  thence  by  wire  1^  to  sounder  8^  and  earth  G,  at  station 
A.  The  route  of  the  branch  circuit  of  relay  R,  is  from  earth 
plate  G3  to  battery  Cj,  wire  2,  armature  of  repeating  sounder  M 
and  sounder  S^,  and  thence  by  line  I3  to  sounder  5,  and  earth. 
G4  at  station  B.  The  routes  of  transmitters  T^  and  T,  may 
be  similarly  traced.  It  will  be  noticed,  however,  that  the 
arrangement  of  the  branch  line,  as  well  as  local  connections  of 
transmitter  Tj,  differ  materially  from  those  of  T^,  as  in  its  nor- 
mal  position  the  former  should  remain  open,  and  thus  leave 
only  the  smaller  portion  of  the  main  battery  on  the  line.  The 
keys  Kg  and  A,  are  not  provided  with  circuit  closing  switches, 
and  contact  is  made  at  the  back  point,  instead  of  the  front,  as  in 
the  ordinary  form.  The  normal  position  of  these  keys  is  that 
shown  in  the  figure,  in  which  they  close  the  branch  circuit  and 
cause  the  armatures  a  and  a^  of  repeating  relays  m^  and  m,  to 
be  attracted,  and  thus  break  the  local  circuits  of  transmitter  Tj 
at  the  main  office,  and  sounder  Sg  at  B.     By  depressing  K,  or 
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ij,  and  consequently  breaking  the  branch  circuit,  the  armatures 
of  the  repeating  relays  Tn^  and  m^  will  be  released,  and  the 
local  circuits  of  transmitter  T,  and  sounder  S3  will  be  closed 
simultaneously.  The  operator  at  B  is  thus  enabled  to  hear  his 
own  or  other  signals  that  are  being  transmitted  by  the  main  or 
other  oflSce  on  the  branch  line. 


BG, 


Fig.  517. 


It  will  therefore  be  sufficiently  obvious  that  the  signals 
received  from  the  line  L  upon  relay  R^  and  sounder  Sj  at  the 
main  office  can,  with  equal  facility,  be  read  from  sounder  s^  at 
station  A,  while  the  latter  office  at  the  same  time  may,  by  depress- 
ing the  key  Aj,  and  consequently  operating  sounder  S4  and 
transmitter  T^,  be  sending  signals  to  Boston  or  to  some  branch 
office  at  that  place.     In  a  similar  manner  and  at  the  same  time, 
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station  B  may  work  duplex  with  another  branch  office  at  Boston^ 
of  which  at  that  place  there  are  five  on  one  side  of  the  quadru- 
plex  and  two  on  the  other.  The  balancing  and  adjusting  of  the 
quadruplex,  it  will,  of  course,  be  understood,  is  all  done  at  due 
main  offica 


Fig,  518. 

The  quadruplex  is  also  arranged  to  work  in  connection  with 
a  single  direct  circuit  containing  any  number  of  offices,  and  the 
plan  has  been  found  to  sen'^e  an  excellent  puri>ose  in  practice,  as 
communication  can  thereby  be  maintained   between  a  distant 
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office  on  the  quadruplex  circuit  and  any  one  of  the  number  on 
the  single  wire  line. 

Fig.  518  shows  the  details  of  the  arrangement  as  adopted  at 
St  Louis,  for  automatically  repeating  from  one  circuit  into  the 
other,  the  outfit  consisting  of  one  complete  set  of  quadruplex 
apparatus  and  portions  of  a  Milliken  repeater.  The  line  L,  ex- 
tending to  Chicago,  280  miles  distant,  is  connected  with  the 
quadruplex  relays;  and  line  L^,  extending  to  Kansas  City, 
Atchison,  Leavenworth  and  St.  Joseph,  with  the  Milliken  re- 
fey  rj.  The  local  circuit  of  this  relay  is  separated  from  or  con- 
nected with  that  of  the  transmitter  T^  by  means  of  the  switch 
W^,  in  precisely  the  same  maimer  as  in  the  preceding  cases, 
and  by  means  of  the  switch  W,,  the  local  circuit  of  relay  Rj 
may  be  extended  through  the  transmitter  t^,  or  disconnected 
therefrom  at  pleasure.  With  the  switch  Wg  turned  to  the  right, 
for  example,  as  shown  in  the  figure,  the  local  circuit  may  be 
traced  from  the  switch  to  local  battery  E,,  wire  1,  transmitter  t^ 
and  wire  2  to  relay  Rj,  thence  by  wire  3,  sounder  S^  and  bat- 
tery Ej  back  to  the  switch  again.  When  it  is  turned  to  the  left, 
battery  E,  and  transmitter  t^  are  thrown  out  of  circuit  and  relay 
Bj  operates  sounder  S^  alona  The  local  contact  points  at  the 
front  end  of  transmitter  t^  are  shunted  out  when  desired,  by 
means  of  the  button  or  switch  w^ ;  and  the  main  contact  pointa 
at  the  opposite  end  of  the  lever  are  in  like  manner  cut  out  by 
means  of  button  W.  When,  therefore,  the  switches  Wj,  w^ 
and  W  are  open,  W,  turned  to  the  right  and  keys  K^  and  k^ 
closed,  as  shown  in  the  figure,  Chicago  may  exchange  business 
with  any  one  of  the  offices  on  L^,  the  signals  being  automatically 
retransmitted  at  St  Louis  by  relays  R^,  r^  and  transmitter  T^ 
and  <j.  At  the  same  time  St.  Louis  and  Chicago  may  also  work 
duplex,  using  key  K,  and  R,  for  that  purpose. 

By  closing  switches  W^,  w^  and  W  and  turning  W,  to  the 
left,  the  two  lines  L  and  L^,  as  wiU  readily  be  seen,  may  be 
worked  separately,  the  former  as  a  quadruplex  and  the  latter  aa 
a  single  Morse  dioaii 
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The  interference  between  well  insulated  telegraph  lines,  known 
iis  current  induction,  has  from  the  first  done  a  great  deal  toward 
preventing  the  proper  working  of  the  quadruplex  system,  and 
the  question  as  to  how  the  disturbing  effects  due  to  this  cause 
might  be  overcome  has,  therefore,  become  one  of  considerable 
importance. 

Mr.  Charles  H.  Wilson,  of  Chicago,  who  has  given  consider- 
able attention  to  the  subject,  has  devised  a  plan  for  diminishing 
the  difficulties  just  referred  to. 

Mr.  Wilson  seeks  to  accomplish  his  object  by  establishing  a 
counter  current  in  the  disturbed  conductor  at  the  same  moment 
and  of  the  same  strength  and  duration  as  that  of  the  induced  cur- 


Fig,  619. 

rent  which  is  generated  in  it  by  the  sudden  change  of  potential 
in  a  neighboring  wire. 

Fig.  019  shows  the  application  of  the  method  to  a  single  Morse 
line,  but  here  it  is  of  comparatively  little  practical  importance, 
from  the  fact  that  these  lines,  as  a  general  thing,  can  be  supplied 
with  strong  currents,  so  that  there  is  always  sufficient  working 
margin  to  cover  the  difficulties  arising  from  induction.  The 
primary  wire  of  the  induction  coil  0  is  in  the  circuit  of  one 
line,  and  the  secondary  coil  in  that  of  the  other.  The  coils  are 
so  wound  or  connected  to  the  lines  that  either  will  induce  in 
the  other  currents  of  opposite  direction  to  those  induced  by  the 
remaining  parts  of  the  circuit  The  electro-magnets  represented 
ftt  a,  a',  h  and  J',  are  employed  for  producing  the  proper  retard- 
ing effect  on  the  counter  or  neutralizing  cuiTcnts  which  are 
generated  in  the  coils  surrounding  C,  and  the  adjustable  resist- 
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ance  R  R  of  the  shunt  circuit  serve  to  still  further  modify  these 
currents,  so  that  their  action  is  subject  to  complete  control 

The  manner  in  which  the  device  is  rendered  effective  will 
readily  be  understood  from  the  diagram.  Thus,  for  instance,  if  a 
current  of  any  polarity  is  sent  into  the  conductor  A,  a  current  of 


USM 


tr^^ifc 


zjsaf 


Fig.  620. 

the  opposite  polarity  will  be  induced  in  the  line  B,  owing  to  its 
close  proximity  to  the  former,  but  at  the  same  instant  a  similar 
current  will  also  be  induced  in  the  coil  to  which  it  is  joined,  and, 
as  the  connection  in  so  .arrange  1  that  thi^  (v.rrent  opposes  that 

LOOK 


Fig.  52  L 

induced  by  the  proximity  of  the  two  conductors  to  one  another, 
the  proper  action  of  the  instruments  will  not  be  disturbed. 

The  arrangement  for  accomplishing  the  same  result  between 
two  quadruplex  circuits  is  shown  in  fig.  520.  It  is  evident  that, 
with  the  bridge  or  differential  principle,  all  that  is  required  to 
effect  the  end  in  view,  is  to  cause  the  two  artificial  lines  to  act 
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upon  each  other  in  a  manner  similar  to  the  action  of  the  actual 
lines,  and  for  this  purpose  an  induction  coil  and  system  of  mag- 
nets, similar  to  that  just  described,  is  inserted  in  the  path  of  the 
two  artificial  lines  at  I 

Fig.  521  shows  an  arrangement  of  condensers  substituted  for 
the  induction  coils,  which  has  been  in  extensive  use  on  some  of 
the  long  lines  in  the  central  division  of  the  Western  Union 
Telegraph  Company.  If  the  inductive  effect  of  the  two  wires 
are  equal,  the  condenser  E  is  alone  necessary  to  effect  the  neu- 
tralization; but  when -unequal,  the  two  condensers  F  and  Q 
are  required  in  connection  with  E. 

meter's   method  of   multiple  TKANSMISSION. 

As  an  example  of  a  totally  different  system  of  multiple  trans- 
mission, based  upon  the  principle  of  the  division  of  a  single  cur- 
rent into  rapidly,  recurring  wavas  or  pulsations,  which  was  first 
attempted  by  Farmer  in  1852,  we  will  give,  a  description  of 
Meyer's  apparatus,  which  was  exhibited  at  the  Vienna  exposi- 
tion in  1878,  and  which,  although  it  embraces  but  little  that  is 
essentially  new,  yet  as  an  experiment,  in  its  success  in  utilizing 
the  time  which  is  lost  in  the  working  of  a  wire  by  a  single  oper- 
ator, it  is  not  without  novelty,  and  the  machinery  of  transmission 
in  itself  possesses  considerable  merit 

This  system  of  apparatus  has  for  its  end  the  utilization  of  aU 
the  currents  which  in  a  given  time  can  be  made  to  succeed  each 
other  in  a  wire,  so  that  several  operators,  each  sending  20  to  SO 
messages  per  hour,  may  transmit  them  upon  the  same  wire. 

The  number  of  transmissions  that  a  telegraph  line  will  carry 
varies  naturally  with  its  conductivity.  It  is  generally  admitted 
that,  with  a  speed  of  twenty-five  messages  per  hour  on  a  Morse 
instrument,  about  five  pulsations  of  the  current  occur  per  second 
Consequently,  n  being  the  sum  of  the  currents  which  in  a  second 

can  succeed  each  other  in  a  conductor,  -  represents  the  number 

6 

of  receivers  which  it  is  possible  to  establish  upon  a  single  wire, 
or  the  number  of  operators  that  can  work  at  the  same  time. 
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The  apparatus  shown  in  fig.  622  is  constructed  for  four  trans- 
missions and  is  worked  by  four  operatora     At  a  speed  ot  75 


revolutions  per  minute,  presenting  four  letters  at  each  turn,  it 
records  100  messages  per  hour  with  20  pulsations  of  the  current 
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per  second.  This  is  less  than  a  maximum  result,  for  experience 
has  shown  that  telegraph  lines  can  be  worked  at  a  much  greater 
speed. 

As  the  apparatus  is  arranged  for  transmission,  four  sets  of 
keys,  a  al  a"  al'\  eight  in  each  set,  are  placed  with  their  receivers 
T  r'  r"  r"^  upon  a  table,  each  receiver  having  a  strip  of  paper  for 
recording,  which  is  continuously  being  drawn  from  a  roll.  A 
single  clockwork  movement,  actuated  by  a  weight  and  regulated 
by  a  conical  pendulum,  senses  as  the  motor  of  all  the  receivers. 
The  keys,  as  well  as  the  receivers,  are  connected  with  the  earth 
wire,  and  with  the  line  wire  in  the  latter  case,  through  the  dis- 
tributor. 

The  distributor  (fig.522a)is  the  principal  feature  of  the  instru- 


Fig,  522a. 

ment.  It  is  this  which,  during  four  equal  intervals  of  time, 
directs  the  current  of  the  battery  successively  toward  each  of 
of  the  four  receivers  of  the  receiving  station,  o  o'  is  a  disc  of 
metal,  fixed  and  insulated.  It  has  48  divisions ;  12  to  the 
quarter  of  the  circle,  of  which  eight — grouped  two  and  two — 
are  connected  metallically  by  eight  wires  to  the  eight  contacts  of 
the  keys ;  the  others,  to  the  number  of  four,  are  permanently 
connected  to  the  earth.  There  are,  thus,  four  cables  of  eight 
wires  each,  which  start  from  the  four  sets  of  keys  and  end  in  the 
distributor.  The  groups  or  divisions  are  therefore  sixteen  in 
number,  separated  by  intervals.  The  first  half  of  a  group,  148th 
of  a  revolution,  gives  place  to  a  short  contact ;  the  entire  group 
to    one  of    double    the    length.     An    elastic    contact   spring, 
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mounted  upon  the  axis,  traverses  the  circumference  of  the  disc, 
and  successively  connects  the  four  keys  and  four  receivers  with 
the  line,  so  that  the  current  transmitted  or  received  during  the 
passage  of  the  spring  over  one  of  the  quadrants  is  directed 
through  the  receiver  to  which  it  corresponds.  Each  operator 
thus  has  the  line  at  his  disposal  during  a  quarter  of  a  revolution. 
The  transmitter  is  composed  of  eight  keys,  four  black  and  four 
white,  which  are  connected  between  the  battery  and  the  earth. 
The  black  keys  represent  dots  and  the  white  keys  dashes.  In 
order  to  transmit  a  letter,  as  many  keys,  black  or  white,  are 
touched  simultaneously  as  the  letter  to  be  produced  has  dots  or 
dashes,  taking  care  to  start  from  the  left  key.  As  soon  as  the 
rotating  contact  spring,  in  its  movement,  passes  over  that  sec- 
tion of  the  disc  to  which  the  keys  depressed  are  connected,  the 
signal  or  letter  is  transmitted,  the  spring  passing  to  the  next 
quarter  section  which  is  connected  with  the  next  set  of  keys,  and 
which  is  being  manipulated  by  another  operator,  and  so  on  with 
all  the  sections.  There  is,  in  aid  of  sending,  attached  to  each  of 
the  keys,  an  eccentric,  the  use  of  which  is  to  raise  after  each 
letter  a  small  rider,  and  this,  falling  by  its  own  weight,  produces 
a  tick,  beating  the  measure,  during  which  each  operator  may 
work. 

Fig.  522f>  is  an  enlarged  view  of  the  receiver.  Each  receiver 
has  for  its  printing  mechanism  a  section  of  a  helix,  resembling 
an  elongated  spiral.  This  may  be  more  easily  understood  by 
supposing  a  cylinder  having  upon  its  surface  a  raised  rib  extend- 
ing spirally  over  its  entire  length.  As  the  contacts  from  the  sets 
of  keys  are  place:!  in  a  straight  line  over  this  cylinder,  it  will  be 
plain  that  only  one  key  can  be  put  into  connection  with  the 
spiral  rib  at  the  same  time.  The  helix  of  the  receiver  and  the 
rubbing  contact  of  the  distributor  make  their  revolutions  in  the 
same  time  and  from  the  same  starting  point.  An  inking  wheel 
revolves  freely  on  each  of  the  helices.  The  letters  appear  trans- 
.  versely  upon  the  paper  band  (/.  e.,  at  right  angles  to  the  ordinary 
Morse  charactei-s),  the  paper  being  raised  to  the  writing  helix  by 
the  armature  of  the  electro-magnet  over  which  it  passes.     This 
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transverse  disposition  of  the  letters  presents  a  double  advantage : 
it  avoids  confusion  between  consecutive  letters,  and  reduces  con- 
siderably the  length  of  the  paper  band  used  for  each  despatch. 

The  multiple  transmission,  then,  depends  upon  the  identical 
revolutions  in  the  same  time  of  certain  portions  of  ihe  apparatus 
at  distant  stations.  This  is  effected  by  the  aid  of  a  conical  pen- 
dulum and  a  regulating  system,  by  which  a  correcting  current  is 
transmitted  every  second.  Further,  it  is  arranged  that  the  line 
should  be  put  to  earth  at  both  extremities  after  each  emission  of 
the  current 

It  will  be  seen  that  this  form  of  multiple  telegraph,  arranged 


Fig.  6226. 

upon  the  best  division  of  the  time  utilized  by  successive  currents, 
has  nothing  in  common  with  the  system  of  double  transmission, 
which  has  been  developed  from  the  inventions  of  Gintl  and 
Frischen. 
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CHAPTER  XLI. 

APHLIOATION  OF  THE  DUPLEX  TELEGRAPH  TO  SUBMARINE 

CABLES. 

The  difficulties  which  attend  the  application  of  the  duplex 
telegraph  to  subterranean  lines  of  considerable  length  are  greatly 
increased  when  the  same  methods  are  sought  to  be  employed 
upon  long  submarine  cables.  The  cause  of  this  is  generally 
known  to  be  due  to  the  great  static  capacity  of  these  conductors. 

The  introduction  by  Mr.  J.  B.  Stearns  of  the  condenser  in 
the  telegraphic  duplex  gave  the  first  impulse  to  a  series  of  ex- 
periments upon  duplexing  cables,  which  were  begun  in  1873 
by  Mr.  0.  V.  de  Sauty,  electrical  engineer  of  the  Eastern  Tele- 
graph Company,  upon  the  cable  from  Lisbon  to  Gibraltar.  The 
system  employed  by  Mr.  de  Sauty  was  the  bridge  method,  an 
arrangement  which  readily  suggested  itself  as  the  best  for  du- 
plex transmission  upon  submarine  cables.  For  land  lines,  which 
employ  less  sensitive  apparatus,  this  method  appears  less  advan- 
tageous, as  it  enables  but  a  small  part  of  the  current  to  be 
utilized  in  the  receiver,  and  the  arm  of  the  bridge  being  inter- 
polated in  a  direction  parallel  to  the  receiver,  acts  as  a  shunt  at 
the  receiving  station,  and  renders  great  rapidity  of  transmission 
very  difficult  But  the  fact  that  it  is  only  a  small  fraction  of 
the  receiving  current  which  acts  upon  the  receiving  instrument, 
is  precisely  that  which,  in  the  case  we  are  now  considering — that 
is  to  say,  in  submarine  telegraphy — constitutes  an  advantage,  as 
that  which  is  needed  to  paralyze  the  effects  of  the  static  charge 
with  a  smaller  number  of  condensers. 

DE  SAUTY'S  METHOD. 

Mr.  de  Sauty  conceived  the  idea  that,  in  order  to  obtain  the 
equilibrium  at  the  transmitting  station,  it  was  necessary  that 
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the  artificial  line  should  be  an  imitation  as  complete  as  possible 
of  the  actual  cable.  In  the  published  description  of  his  experi- 
ments he  indicates  no  less  than  eight  different  arrangements,  of 
which  we  reproduce  only  those  which  have  given  more  or  leas 
satisfactory  results. 

As  a  sample  in  fig.  628,  the  artificial  line  in  this  case  is 
formed  by  a  combination  of  resistances  and  condensers.  In- 
stead of  this  arrangement,  Mr.  de  Sauty  had  endeavored  first, 


^   CABLESBiS 


Fig.  633.  ' 


and  by  analogy  with  the  method  of  Mr.  Steams,  to  introduce 
only  a  rheostat  and  a  condenser;  but  this  experiment  was  un- 
successful. When  one  of  the  levers  of  the  key,  M,  is  depresses!, 
the  current  from  the  battery,  B,  goes  to  the  point,  0,  of  the  bridge 
system  furnished  with  two  branches  of  equal  value,  A  and  B ; 
the  artificial  line  should  then  be  equal  to  the  resistance  of  the 
cable  increased  by  the  diminished  resistance  of  the  receiving 
station.     One  half  of  the  current  furnished  by  B  then  penetrates 
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in  the  cable  and  proceeds  to  the  point,  O,  of  the  receiving 
station.  Here  it  suffers  a  new  division ;  two-fifths  of  this  part 
of  the  current  which  arrives  at  the  point,  O.  passes  by  the  coils, 
K,  of  the  Thomson  siphon  recorder,  which  serves  as  receiver, 
and  thence  flows  by  B  to  the  earth,  while  ihe  other  three  fifths 
return  by  A.  As  regards  the  other  half  of  the  current,  that 
goes  to  the  earth  by  the  artificial  line  at  the  transmitting  station. 

Now,  if  the  capacity  of  the  artificial  line  was  considerably  less 
than  that  of  the  cable,  a  current  from  />  to  O  would  circulate 
momentarily,  at  the  instant  when  the  key  is  depressed.  It  is 
necessary,  then,  in  such  cas^,  to  endeavor  to  equalize  as  much 
as  possible  the  potentials  at  the  points  O  and  p.  If,  instead  of 
the  combined  artificial  line,  they  should  place  there  a  resistance 
and  a  condenser,  of  which  the  capacity  should  be  equal  to  that 
of  the  cable,  they  would  only  obtain  this  equality  of  the  poten- 
tials, because  the  conditions  of  the  propagation  of  the  electricity 
would  be  entirely  different  in  the  two  circuits.  If  at  the  same 
time  the  keys  at  ihe  two  stations  be  depressed,  the  cable  will 
then  be,  by  virtue  of  known  laws,  free  of  current,  or  else  it 
will  overflow  by  a  current  of  double  force. 

More  recently  Mr.  de  Sauty  and  Mr.  Harwood  have  further 
perfected  the  system  by  operating  a  much  greater  subdivision  of 
the  artificial  line.  According  to  the  opinion  of  Sir  William 
Thomson,  it  would  require,  in  fact,  an  infinite  number  of  re- 
sistances and  of  condensers  to  obtain  a  perfect  assimilation  of 
the  artificial  line  with  the  actual  cabla  Mr.  Varley  had  already, 
about  1860,  employed  in  a  test  circuit  established  for  another  pur- 
pose a  very  great  number  of  resistances  and  of  condensers. 

The  experiments  of  which  we  are  about  to  speak  were  con- 
ducted by  Messra  A.  and  J.  Muirhead  and  H.  A.  Taylor,  and, 
in  1874,  they  secured  a  patent  for  an  artificial  cable,  destined  to 
replace  the  artificial  line  employed  by  Mr.  de  Sauty.  In  this 
arrangement  the  conductor  consists  of  a  ribbon  of  tin  toil, 
from  two  fifths  to  three  fifths  of  an  inch  in  width,  and  havmg 
the  form  shown  in  fig.  524.  This  ribbon  is  covered,  first,  by  a 
sheet  of  pamffined  paper,  which  constitutes  the  dielectric  of  the 
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artificial  cable,  and  this  again  by  tin  foil,  which  serves  as  a  pro- 
tecting envelope. 

By  superposing  a  great  number  of  these  elements  in  the  fol- 
lowing order:  tin  foil,  paper,  conductor,  paper,  tin  foil,  etc.,  a 
resistance  can  be  constructed  of  considerable  capacity  in  a  rela- 
tively small  space.  These  artificial  cables  are  made  in  a  large 
room,  of  which  the  temperature,  sufficiently^levated,  is  always 
maintained  constant ;  the  paper  used  for  the  fabrication  of  the 
dielectric  is  as  soft  as  silk  and  of  excellent  quality.  According 
as  the  conducting  ribbon  is  made  wide  or  narrow,  the  resistance 
and  the  capacity  varies.  The  latter  depends  also  upon  the  de- 
gree of  pressure  to  which  the  cable  is  subjected  after  the  oper- 


Fig.  624. 

ation  of  the  superposition.  Once  the  final  exact  adjustment  is 
finished,  the  whole  is  placed  in  a  high  and  narrow  mahc^ny 
box,  having  for  cover  a  plate  of  ebonite,  in  which  holes  are  made 
for  the  introduction  of  exactly  numbered  limit  pina  A  series  of 
these  pins,  shown  in  fig.  525,  correspond  to  the  sections  of  the  con- 
ductor, having  different  lengths ;  the  inductive  plates,  J,  are  sepa- 
rated in  groups  which  correspond  with  the  pins,  P,  which  are 
ordinarily  connected  between  them  and  the  eartL  Each  couple  of 
boundary  pins,  S,  form  still,  with  the  corresponding  capacity  J, 
a  unit  of  length — a  nautical  mile — of  the  artificial  cable. 

Messrs.  Muirhead  and   Taylor,    however,  obtained  in   1876 
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patents  for  other  systems  of  construction  of  inductive  artificial 
line  In  one  of  these,  for  example,  they  employ,  as  conductor, 
plates  formed  of  graphite  paper,  prepared  in 
a  certain  manner,  and  of  which  the  different 
superposed  layers  are  alternately  separated 

1b      ^  I    by  paraffined  paper  and  tin  foil.     This  sys- 

I      5  '  *®°i  ^<^s  not  appear  to  have  given  good  re- 

"  suits,  which  was  to  be  foreseen,  if  we  con- 

sider how  difficult  it  is  to  establish  sure  com- 
munication with  similar  plates.  Besides,  the 
graphite  is  the  worst  material  we  can  imag- 
ine for  resistances;  for,  in  addition  to  the 
fact  that  these  resistances  cannot  be  ad- 
€o  #— flti  M  justed  within  one  per  cent,  their  value  varies 

considerably  by  tima 

Another  process  consists  in  surrounding  a 
fine  thread  covered  with  silk  with  a  me- 
tallic tissue.  A  priori^  we  recognize  that 
an  arrangement  of  this  nature  [possesses  only 
a  feeble  capacity  compared  to  the  resistances 
of  tin  foil,  and  is  only  proper  to  replace  a 
condenser  for  compensating  the  charge  upon 
land  lines. 

We  shall  return  again  later  on  to  the  de-  ■ 
tailed  arrangement  of  the  telegraphic  duplex 
method  of  Muirhead,  which  has  been  applied 
within  the  l«ast  ten  years  to  all  the  long  cables 
of  the  Eastern  Company,  viz.  :  Marseilles- 
Bona,  1875  ;  Bona-Malta,  Suez- Aden,  1876  ; 
Aden-Bombay,  1877 ;  and  to  the  direct  At- 
lantic and  the  Madras-Penang  cables  in  1878. 
Another  method  of  duplex  for  short 
cables  has  been  applied  by  Mr.  Ailhaud. 
This  system  is  based  upon  the  bridge  and 
diflEerentisil  methods.  To  avoid  the  employment  of  an  artificial 
cable,  Mr.  Ailhaud  has  resorted  with  success  to  divei*s  processes. 


Fig.  526. 
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which  we  describe  further  on.  With  regard  to  its  practical 
application,  it  has  given  good  results  upon  the  Marseilles- 
Algeria  and  the  Marseilles- Bona-Malta  cables. 

Messrs.  Ldffler  and  Higgs  described,  in  1878,  a  particular  modi- 
fication of  the  bridge  method  of  duplex  transmission  upon 
cables,  but  we  do  not  know  if  that  method  has  received  the 
sanction  of  practical  operation. 


In  1878  Mr.  J.  B.  Stearns  succesfifally  applied  a  method  of 
duplex  transmission  to  one  of  the  Atiantio  cables  of  the  Anglo- 
American  Company,  the  details  of  which  have  not  been  pub- 
lished. 

ailhaub's  method. 

Fig.  626  represents  the  arrangement  of  Mr.  Ailhaud,  which 
has  given  satisfactory  results  upon  the  Marseilles- Algiers  and 
the  Marseilles-Bona-Malta  cables. 
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The  two  branches  of  the  bridge,  A  and  B,  are  represented  by 
the  resistances  of  2,000  ohms,  A,  and  of  1,000  ohms,  B.  In 
order  that  at  the  transmitting  station  the  bridge  may  be  free  of 
current,  when  one  of  the  arms  of  the  key,  M,  is  depressed,  it 
mnst  have  the  following  proportion : 

2000  _  Cable  +  regiatance  of  the  receiving  atatiop. 
1000  "  Artificial  line. 

This  proportion  is  only  verified,  however,  for  the  cnrrents  in 
a  stationary  state ;  at  the  moment  of  depression  of  the  lever  the 
cable  is  charged,  but  more  slowly  than  the  condenser,  C^,  inter- 
posed in  a  direction  parallel  to  the  artificial  line,  G ;  there  is  then 
necessarily  a  momentary  passage  of  current  from  O  to  J,  which 
causes  a  deviation  of  the  needle  of  the  reflecting  galvan- 
ometer, P,  serving  as  a  receiving  apparatus.  In  order  to  neu- 
tralize this  injurious  effect,  which  is  called  a  kick,  Mr.  Ailhaud 
has  devised  the  ingenious  arrangement  of  emitting  a  current  of 
the  same  force,  but  in  a  contrary  direction  to  the  charging  cur- 
rent The  galvanometer,  P,  is,  for  this  purpose,  provided  with  a 
second  coil,  in  which  are  interposed  a  rheostat,  F,  and  a  con- 
denser, 0,  of  considerable  capacity.  The  effect  of  this  arrange- 
ment is  as  follows :  When  the  key,  M,  is  depressed,  the  arrange- 
mient  adopted  by  Mr.  Ailhaud  for  the  bridge  resistances  requires 
one  third  of  the  current  to  pass  into  the  cable,  while  the  other 
two  thirds  flow  by  G  to  the  earth.  This  last  division  of  the  cur- 
rent penetrates  at  the  same  time  in  the  condenser,  C,  charging 
it,  and  thus  producing  in  the  second  coil  of  P,  a  current  of 
which  the  direction  is  opposed  to  that  of  the  current  coming 
from  the  cable.  The  time  of  charge  C  is  proportional  to  the 
product  C  X  F>  ai^d  upon  short  cables  can  be  sufiiciently 
assimilated  to  the  duration  of  the  current  from  the  cabia  If 
the  key,  M,  is  raised,  the  cable  discharges  by  A  and  by  P  and  B 
to  the  earth.  This  discharge  generates  a  new  current,  which  is 
neutralized  by  the  current  of  discharge  of  the  same  value  coming 
from  C.  The  small  condensers,  G,  0|  and  C,,  connected  to  the 
ends  of  the  bridge,  serve  to  produce  a  very  exact  adjustment 
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The  normal  equilibriam  is  regulated  in  the  first  place  bj  means 
of  the  resistanoe  C.  It  is  sufficient  to  vary  this  resistance  until 
the  ueedle  returns  to  zero. 

To  regulate  the  equilibrium  of  charge  and  discharge,  the  con- 
densers Cj  and  C,  are  detached,  and  the  resistance  F,  which 
regulates  the  condenser,  or,  in  case  of  need,  the  capacity  of  the 
condenser,  is  varied  until  the  movements  of  the  needle  have  nearly 
ceased.  The  condensers  C^  and  C^  are  then  successively  con- 
nected, and  the  several  resistances  are  varied  until  the  complete 
equilibrium  is  obtained.  When  it  is  very  near  equilibrium  a 
mirror  of  an  exaggerated  sensibility  is  substituted  for  the  ordi- 
nary mirror,  which  permits,  by  an  amplification  of  the  effects,  the 
attainment  of  a  perfect  balance.  The  first  mirror  is  then  re- 
placed. 

Mr.  Ailhaud  considers,  in  certain  cases,  that  it  is  advisable  to 
insert  still,  between  J  and  the  end  of  the  cable,  a  rheostat, 
which  we  shall  call  D.  In  practice,  this  arrangement  can  be 
justified,  although  an  artificial  prolongation  of  the  conductor 
cannot  have  a  favorable  influence  upon  the  rapidity  of  the 
signals. 

The  following  table  gives  the  different  values  of  the  resist- 
ances and  conductors :       ^ 

MABSEILLBS-ALQISBS  MARSBILLE8-MALTA 

CABLE.  OABLB. 

Branch   A 2000  ohms,  2000  ohms. 

B 1000  "  1000   " 

Rheostat    G 4900     "  7660      " 

"        F 10900     "  10700      " 

"        E 2600     "  2400      " 

"        H 5000     **  5680      " 

"        D 1000     "  1000      " 

Condenser  C 21  microfarads,      21  microfaradSi 

Ci 16          "  16          " 

"        C, 2.5        «  2.6       " 

Battery 10  volts,  7  vohs. 


Digiti 


ized  by  Google 


THE  HUIBHEAD  SY8TEK. 


911 


Fig.  627  represents  another  arrangement  When  the  key,  M, 
18  depressed,  the  current  bif  arcates  at  O ;  one  part  penetrates  by 
the  helix,  G,  into  the  cable,  and  the  other  flows  by  g  and  Y  to 
the  eartL  The  current  of  charge  which  is  produced  at  the 
same  time  in  G  is  neutralized  by  the  fact  that  the  portion  of 
the  current  passing  by  g  finds  at  the  point  U  a  road  to  traverse 
in  the  third  spire,  y,  and  charges  the  condenser  G.    This  last  cur- 


:^   CABLB 


Fig.  629. 

rent  of  charge  is  opposed,  in  regard  to  its  direction,  to  the  one 
which  circulates  in  G. 

There  is  no  necessity,  we  think,  to  enter  in  detail  here  into 
the  effects  which  are  produced  by  the  laws  of  dischaige. 

THE  MUIRHEAD  SYSTEM. 

Pig.  528  represents  the  arrangement  which  in  practice  has  given 
the  best  results  upon  the  cable  of  the  Direct  United  States  Cable 
Company,  as  well  as  upon  the  long  cables  of  the  Eastern  Company, 
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The  two  branches  of  the  bridge  b^  and  b^  are  composed  of  rheo- 
stats which  permit  of  an  interposition  of  1,000  and  2,000  ohms ; 
there  is,  besides,  adjoining  6,  a  smaller  rheostat,  containing  a 
series  of  nine  bobbins  to  1,000  ohms  and  a  series  of  nine  bobbins 
to  10  ohms.  The  most  exact  adjustment  of  the  branches  of 
the  bridge  is  obtained  by  means  of  the  rheostat  R,  an  instru- 
ment which  contains  forty  bobbins  to  0.25  ohm  and  one  fixed 
bobbin — that  is  to  say,  which  can  be  put  in  or  taken  out  by 
means  of  a  pin — of  10  ohma  The  extremities  of  the  forty 
bobbins,  connected  successively  to  each  other,  are  attached  to 
the  branchesof  the  bridge  /^j,  b^  ;  the  current  enters  into  the  ap- 
paratus by  the  axis  of  the  pointer  of  the  rheostat  R. 

Each  change  of  the  pointer,  from  one  contact  to  the  other, 
produces,  consequently,  an  increase  of  0.25  ohm  in  the  resist- 
ance of  one  of  the  branches  of  the  bridge,  while  that  of  the 
other  branch  is  diminished  by  the  same  quantity.  The  actual 
cable  is  connected  at  the  point  c,  and  the  artificial  cable  at  the 
point  a.  This  last  cable  is  composed  of  a  certain  number  of 
boxesj  of  which  the  construction  has  already  been  described. 
Each  box  has  seven  compaitments ;  it  has,  therefore,  upon  the 
cover  fourteen  boundary  pins,  of  which  one  half  correspond  to 
the  different  sections  of  the  conductor,  and  the  other  to  the  in- 
ductive plates  appertaining  thereto.  Experience  has  demon- 
strated that,  for  success  in  duplex  transmission,  it  is  necessary 
to  assimilate  as  exactly  as  possible  the  commencement  of  the 
artificial  line  with  the  cable.  Mr.  Muirhead  has,  consequently^ 
given  to  the  first  box,  which  should  be  inserted  near  to  the 
point  a,  wd  which  is  called  a  special  box,  a  particular  construc- 
tion. 

The  first  part  of  this  box,  A,  fig.  529,  is  composed  of  twelve 
compartments  connected  together  in  the  ordinary  manner,  in- 
stead of  the  seven  compartments  which  are  in  the  other  boxes; 
the  inductive  plate  is,  per  contra,  the  same  for  all.  It  has  be- 
sides six  compartments,  B,  where  the  sections  of  the  conductor, 
as  well  as  those  of  the  inductive  plate,  must  be  connected  together 
outside  of  the  box.     This  arrangement  permits  of  the  insertion 
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of  resistances  between  the  several  sections  of  B,  as  seen  in  figs. 
527  and  528. 

In  the  bridge  wire  c  a,  fig.  528,  is  inserted  the  coil  of  a  siphon 
recorder,  or  of  a  mirror  receiving  galvanometer,  as  well  as  a  con- 
denser, Sj,  of  a  considerable  capacity.  It  is  of  sixty  microfarads 
upon  the  cable  of  the  Direct  United  States  Cable  Company. 
A  similar  condenser,  S,,  is  found  between  R  and  one  of  the 
levers  of  the  double  key,  M,  of  which  the  other  lever  is  in  com- 
munication with  the  earth.     At  the  point  c  another  small  ad> 


cf^  u 


Z^    box. 
(Earth.) 


Fig,  629. 

justable  condenser,  S3,  is  inserted,  which  enables  the  most  exact 
balance  possible  to  be  obtained.  If  the  cable  and  the  artificial 
line  are  equal  in  resistance  and  capacity  when  b^  =igt  there  is 
no  current  in  the  bridge  of  the  transmitting  station  when  one 
operates  by  simple  transmission,  or  better,  the  current  which 
traverses  the  bridge  is  of  so  short  duration  that  it  cannot 
cause  any  derangement  Generally,  those  derangements  will  be 
always  more  feeble  upon  lines  where  they  work  with  condensers 
than  upon  those  where  a  current  enters  directly  into  the  cable. 
The  experience  of  Mr.  Muirhead  has  shown  that  for  the  sue- 
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cess  of  duplex  transmission  it  is  necessary  to  adopt,  at  the  com- 
mencement of  the  artificial  line,  different  auxiliary  arrangements, 
upon  which  we  will  dwell  here  for  a  moment  If  the  first  in- 
ductive plates,  fig.  628,  are  separated  from  the  others  and  con- 
nected to  the  earth  by  the  resistances  r,  and  r^  it  is  for  the 
purpose  of  diminishing  the  charge  from  the  commencement  of  the 
Artificial  line.  Instead  of  that,  if  we  should  connect  all  the  in- 
ductive plates  together  and  give  them  all  a  communication  with 
the  earth  of  a  resistance  r  {=r2'\-  rj),  the  diminution  would  ex- 
tend throughout  the  whole  length  of  the  artificial  cable. 

If  the  shunt  r^ — of  large  resistance — ^be  introduced  between  a 
and  a  point  of  the  artificial  conductor  to  be  determined  by 
•experiment,  the  magnitude  of  the  charge  in  the  first  part  of  the 
Artificial  line  will  be  also  less  than  in  the  second  part  If,  how- 
ever, the  resistance  r^  was  given  a  corresponding  value  to  r^, 
this  diminution  would  extend  throughout  the  cabla  Another 
•diminution  is  still  produced  by  r^,  and  the  resistance  r,  serves 
to  modify  the  speed.  They  cannot  replace  r^  by  r^,  because 
in  that  case  r^  would  have  a  very  great  value. 

We  give  below  the  numerical  indications  relating  to  actual 
cables: 

Torbay^  Hova  SoaticL 
Station  of  the  Direct  United  States  Cable  Company: 


ft,  =  2,000  ohms, 

or    6,=  2,000 

6»=  2,040    " 

"     b,=  2,045 

r^=         0    " 

"     r,  =        28 

rt=      400    " 

«     r^  =      850 

r,=  90,000    " 

««     rj  =  85,000 

Sj  =     8.92  microfarads,  "     Sj  =  0 

Bombay. 

Station  of  the  Aden  and  Bombay  Cable  of  the  Eastern  Com- 
pany :  6i  =2,006 ;  b^  =  2,085 ;  r ^  =  60 ;  r,  =  120 ;  r,  =  175,- 
OOO. 
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Begarding  the  best  method  of  establishing  the  balaneej  Mr. 
Muirhead  gives  the  following  instructions : 

With  one  hand  rapidly  turn  forward  and  backward  the 
pointer  of  the  rheostat  B,  during  which  the  other  hand  puts  into 
circulation  alternate  currents  of  short  duration,  by  means  of  the 
double  key  M.  In  this  case  r^  should  have  100,000  ohms 
resistance,  and  be  inserted  as  a  shunt  in  a  direction  parallel 
to  the  first  four  boxes  of  the  artificial  line.  If  they  do  not 
succeed  then  in  stopping  the  motion  of  the  needle,  they  must 
modify  in  feeble  proportions — ^starting  with  0.01  microfarad — 
the  capacity  of  S3.  They  can  also  reduce  the  shunt  from  5  to 
10,000  ohnis.  If,  finally,  the  needle  continues  to  tremble,  or, 
when  the  recorder  is  employed,  if  it  produces  a  blurred  line, 
they  must  then  insert  the  rheostat  r,  between  the  first  capa- 
city boundary  pin  of  the  first  box  and  the  earth,  as  indicated 
in  fig.  528.  We  have  every  reason  to  admit  that  the  first 
arrangement  of  the  balance  is  a  very  delicate  operation,  for,  in 
the  majority  of  cases  where  it  is  desired  to  introduce  duplex 
transmission  upon  a  cable,  Mr.  Muirhead  himself  proceeds  to  the 
place  and  personally  directs  the  work. 

Although  a  submarine  cable  is  in  a  situation  more  favorable 
than  an  aerial  line,  the  resistance  of  the  conductor  will  vary, 
nevertheless,  with  the  changes  in  the  temperature  of  the  sea. 
The  artificial  line  is  also  influenced  by  the  differences  of  tem- 
perature. The  insertion  of  condensers,  it  is  true,  considerably 
diminishes  the  earth  currents,  but  these  earth  currents,  notwith- 
standing, manifest  themselves  in  a  troublesome  manner  from 
time  to  time,  and  occasionally  the  operators  are  obliged  to  re- 
turn  to  simple  transmission. 

Within  a  short  time  Mr.  Muirhead  has  applied  a  very  simple 
arrangement,  to  which  they  have  given  the  singular  name  of 
double  block  plan,  and  which  we  represent  in  fig.  580. 

Here  there  is  inserted  in  each  branch  of  the  bridge  a  condenser, 
S,  and  Sj,  of  a  considerable  capacity.  To  Sj  is  s* ill  connected 
a  small  condenser,  S4,  having  the  following  subdivisions:  0.01, 
0.02,   0.03,  0.04;  0.1,  0.2,  0.2,  0.4;  1,  1,  2;   in  all,  5  micro- 
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farads,  and  the  balance  is  established  simply  by  means  of  S4  and 
of  R 

The  auxiliary  arrangements  of  the  artificial  line  being  the 
same  as  in  fig.  628,  we  do  not  think  it  necessary  to  reproduce 
them.  The  great  advantage  of  this  method  is  that  the  bridge 
resistances,  b^  and  b^^  can  be  considerably  diminished,  which 
greatly  reduces  the  retardation  of  the  signala 

This  could  not  be  accomplished  by  the  arrangements  shown 
in  fig.  628,  because  the  part  &i  +  ^  +  ^9  ^^  ^  a  shunt  for 


^«  Ir 


OABLM. 


ABT1F201AL  LDOL 


Fig,  630« 

the  path  of  the  current  c,  a;  b^  and  J,  "i^st  not  then  be  made 
too  small.  It  is,  we  think,  superfluous  to  dwell  longer  upon  this 
arrangement 

We  will  only  observe  that  it  permits  of  ready  change  from  du- 
plex transmission  to  simple  transmission.  It  is  sufiicient  to 
isolate  J,  and  the  artificial  line  from  the  point  a  and  to  put  the 
latter  in  communication  with  the  earth. 

At  the  point  c,  it  will  be  necessary  to  insert  a  commutator, 
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which,  during  the  reception,  connects  the  cable  with  the  recorder, 
Andy  during  transmission,  to  b]_. 

We  give  below  the  numerical  indications  of  the  Direct  United 
States  Cable  Company  at  Torbay :  S^  =  40  microfarads ;  82=40 
microfarads ;  83=89  microfarads ;  84=  0.27  microfarad ;  bi== 
500  ohms;  b,=  494  ohms;  ri=28ohms;  r,=  0;  r,,=  1300 
ohms. 

The  double  block  method  has  been  substituted  for  that  of 
the  arrangement  shown  in  fig.  628  in  the  stations  of  the  Direct 
Company  and  in  various  offices  of  the  Eastern  Company. 

It  is  proper  again  to  add  that  upon  the  cable  of  the  Direct 
Company  they  use  a  mirror  galvanometer  as  a  receiver.  The 
recorder,  besides  its  higher  price,  is,  it  appears,  subject  to  a  con- 
siderable annual  patent  fee.  It  is  maintained,  moreover,  that  the 
reflecting  galvanometer  is  the  more  rapid  instrument  La  Com- 
pagnie  Frangaise  du  T^l^graphe  de  Paris  k  New  York  also 
make  use  of  the  galvanometer,  whereas  the  Anglo-American 
Company  employs,  in  greater  part,  the  recorder. 
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SLEGTBICAL  MEASUREMENT. 

An  essential  step  in  the  direction  of  learning  any  brancb  of 
physical  science  is  to  find  principles  of  numerical  reckoning,  and 
methods  for  practically  measuring  some  quality  connected  there- 
with. The  first  step  toward  numerical  reckoning  of  properties  of 
matter,  is  the  discovery  of  a  continuously  varying  action  of  some 
kind,  and  the  means  of  definitely  observing  it  and  measuring  it 
in  terms  of  some  arbitrary  unit  or  scale  division.  But  to  com- 
plete the  science  of  measurement  in  any  department,  and  espe- 
cially in  that  of  electricity,  it  is  necessary  to  fix  on  something 
absolutely  definite  as  the  unit  of  reckoning. 

UNITS  OF  MEASUREMENT. 

Cavendish  and  Coulomb,  in  the  last  century,  furnished  the 
requisite  foundation  for  a  complete  system  of  electric  and  mag- 
netic measurement ;  but  the  first  complete  method  of  scientific 
measurement  was  that  of  Gauss,  in  his  system  of  absolute  meas- 
urement for  terrestrial  magnetism,  which  gave  the  starting  im- 
pulse for  the  whole  system  of  absolute  measurement  as  it  exists 
to-day  throughout  the  range  of  electric  science. 

Gauss'  principle  of  absolute  measurement  for  electricity  and 
magnetism,  is  merely  an  extension  of  the  astronomers'  method 
of  reckoning  mass  in  terms  of  the  universal  gravitation  unit  of 
matter ;  and  of  the  reckoning  of  force  adopted  by  astronomers, 
in  common  with  all  workers  in  mathematical  dynamics,  accord- 
ing to  which  the  unit  of  force  is  that  force  which,  acting  on  a 
unit  of  mass  for  a  unit  of  time,  generates  a  velocity  equal  to  the 
unit  of  velocity.  It  leaves  the  units  of  mass,  space  and  time  to 
be  assumed  arbitrarily. 

As  early  as  1851,  Sir  William  Thomson  began  using  the  ab- 
solute system  in  the  reckoning  of  electro  motive  forces  of  voltaic 
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cells,  and  the  electric  resistance  of  conductors,  in  electro  mag- 
netic units ;  and  after  advocating  the  general  use  of  the  absolute 
system  for  ten  years,  obtained  the  appointment  of  a  committee 
of  the  British  Association  on  electrical  standards,  which,  in  1869, 
launched  the  absolute  system  for  general  use,  with  arrangements 
for  the  supply  of  standards  for  resistance  coils  in  terms  of  a  unit, 
first  called  the  British  Association  unit,  and  afterward  the  ohm ; 
of  which  the  resistance  reckoned  in  electro  magnetic  measure  wa» 
to  be,  as  nearly  as  possible,  ten  thousand  kilometres  per  second. 
In  1861,  Sir  Charles  Bright  and  Latimer  Clark  communicated  a 
paper  to  the  British  Association,  in  which  the  names  that  are 
now  in  use — ohms,  volts,  farads  and  micro-farads — were  sug- 
gested, together  with  a  complete  continuous  system  of  measure- 
ment,  which,  while  it  did  not  fulfil  all  the  conditions  of  the  ab- 
solute system,  fulfilled  some  of  them  in  an  exceedingly  useful 
manner  for  practical  purposes.  Since  1871,  the  absolute  system 
has  been  in  general  use  in  the  United  States  and  Great  Britain, 
but  it  was  ten  years  later  before  its  definitive  practical  adoption 
by  France,  Germany  and  the  other  continental  countries  <rf 
Europe  in  conformity  with  the  decree  of  the  international  con- 
ference for  the  determination  of  electric  units,  held  at  Paris  in 
October,  1881.  The  decision  adopted  was,  not  to  take  the 
British  Association  unit,  whose  accuracy  was  the  subject  of  well 
founded  doubt,  but  that  as  soon  as  good  evidence  is  given  of  a 
sufficiently  near  measurement  for  practical  purposes  of  the  resist- 
Ance  of  any  conductor,  then  the  unit  which  the  British  Associa- 
tion had  aimed  at  would  be  adopted ;  but  it  was  to  be  left  to  the 
judgment  and  convenience  of  the  users  of  standards  when  to 
make  the  change,  should  a  change  be  necessary,  from  the  British 
Association  unit — the  ohm— or  from  the  Siemens  unit — the  re- 
sistance of  a  column  of  mercury  at  zero  temperature,  a  metre  in 
length  and  a  square  millimetre  in  section — in  order  to  bring  the 
measurement  into  more  close  agreement  with  the  absolute  reck- 
oning. 

FUNDAMENTAL  UNITa 

For  mechanical  and  electrical  measurements,  the  centimetre^ 
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the  gramme  and  the  second  have  been  adopted  as  the  funda- 
mental units  of  length  (L),  mass  (M),  and  time  (T),  respectively; 
whence  they,  and  the  units  derived  from  them,  are  called  for 
brevity  the  C.  G.  S.  system  of  absolute  units.  The  intimate 
relation  which  exists  between  the  centimetre  and  the  gramme — 
the  latter  being  the  weight  of  a  cubic  centimetre  of  distilled 
water  at  the  temperature  of  its  maximum  density,  viz.,  4^  Centi- 
grade— is  a  peculiar  advantage  of  these  unit& 

DBBiYBD  UNrra 

To  quantities  of  different  kinds  separate  units  are  respectively 
assigned.  The  numerical  value  of  any  concrete  quantity  is  the 
ratio  it  bears  to  the  unit  of  its  kind.  A  unit  of  one  kind  of 
quantity  is  sometimes  defined  by  reference  to  a  unit  pf  another 
kind  of  quantity,  and  still  more  frequently  by  reference  to  two 
or  more  units  of  other  kinds.  The  units  thus  defined  are  called 
derived  units,  and  the  practical  advantage  of  employing  such 
units  is,  that  they  are  more  convenient  for  calculation  than 
independent  units  would  be,  because  they  avoid  the  introduction 
of  additional  factors,  which  would  involve  needless  labor  in 
calculating  and  difficulty  in  remembering.  The  derived  me- 
chanical and  electro  magnetic  units  are  the  only  ones  we  shall 
have  occasion  to  describe  hera 

DSBIYED  MECHANICAL  UKITS. 

The  C.  G.  S.  unit  of  velocity  (V)  is  the  velocity  of  a  body 
which  passes  over  a  centimetre  in  a  second,  and  in  fundamental 
units  it  is,  therefore,  equal  to 

T 

Momentum  or  quantity  of  motion  of  a  body  is  defined  as  the 
product  of  its  mass  into  its  velocity,  hence  its  value  is 

L^  _ia. 
The  unit  of  force  (F)  is  that  force  which,  acting  on  a  gramme 
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of  matter  for  a  second,  generates  a  velocity  of  one  centimetre  a 
second.  This  unit  is  named  the  dyna  Since  a  force  is  measured 
by  the  momentum  which  it  generates  per  unit  of  time,  and  is 
therefore  the  quotient  of  momentum  divided  by  time,  the  value 
of  the  dyne  in  fundamental  units  is 

ML  ML 

Work  is  the  product  of  the  intensity  of  the  force  by  the  dis- 
tance through  which  it  operates.  The  unit  of  work  is  called  the 
eig.  It  is  the  work  done  by  a  dyne  in  passing  through  the  dis- 
tance of  a  centimetre.  Being  the  product  of  force  and  distance, 
it  is  equal  to 

*  ML  ML* 

7j»  X   L  —    ip,  ' 

The  C.  Gt.  S.  unit  of  energy  is  also  the  eig,  eneigy  being 
measured  by  the  amoimt  of  work  dona 

PRACTICAL  MECHANICAL  UNITS. 

The  C.  Gt.  S.  unit  of  power  is  that  power  which  does  work  at 
the  rate  of  one  erg  per  second.  For  practical  work  this  unit  is  too 
small,  as  it  necessitates  the  use  of  inconveniently  large  numbers. 
The  kilogrammetre,  for  example,  is  equal  to  98,000,000  eiga, 
and  the  gramme-centimetre  is  equal  to  980  ergs.  A  second  unit, 
equal  to  one  million  ergs,  is  therefore  employed.  This  unit  is 
called  the  meg-erg. 

The  horse  power  is  still  generally  employed  as  the  practical 
unit  of  work,  although  it  does  not  harmonize  with  the  C.  G.  S. 
system.  It  is  equal  to  88,000  foot  pounds  per  minute,  or  650 
foot  pounds  per  second ;  the  foot  pound  being  equal  to  one 
pound  raised  to  a  height  of  one  foot  In  C.  G.  S.  units  the  foot 
pound  is  equal  to  18,666,000  ergs,  and  the  horse  power  to 
7,^^66,600,000  ergs.  The  horse  power  is  equal,  also,  to  76  kilo- 
grammetres  per  second* 
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According  to  the  definition  of  the  dyne  it  will  be  seen  that 
taking  ^  as  the  weight  of  a  gramme,  and  g  the  acceleration  of 
p        dyna 

gravity,  then  —  = .    The  weight  of  the  gramme  is  thus 

9  1 

equal  to  g  dynes,  and  as  the  value  of  g  at  any  part  of  the  earth *s 
surface  is  about  980  centimetres  per  second,  it  is  equal  to  980 
dynes.  To  obtain  an  exact  result,  the  value  of  g  at  the  station 
where  the  calculations  are  made  must,  of  course,  be  actually 
ascertained. 

TABLES  OP    DIMENSIONS  AND  OTHEB  CONSTANTa 
Fundamental    Units, 


Unit  of 

Symbol. 

Name  of  Unit 

Lenffth 

L 
M 

T 

Centimetre. 

Mms 

Gramme. 

Time 

Second. 

Derived  Mechanical  Units. 

Unit  of 

Name. 

Symbol. 

Dimensions 
of  Unit. 

Velocity 

Dyne. 

Erg. 

Srg ,  per  Hooni. 

V 

F 
W 

L-i-T 

Momentum 

ML-f-T 

Force •, ••.••.... 

ML-f-T» 

Work  and  energy 

ML»-J-T» 

Power , 

ML»-*-T 

Practical  Mechanical  Units. 


Name  of  Unit. 


Meg-erg 

Gramme-centimetre 
Kilogramme-metre. 

Footpound 

Horee  power 


Dimensions  of  Unit 


lO^Eiigs. 

980.     " 

».8  X  10»  Bi^ 

1.3566  X  10^  Brga. 

1.466    X  10*     ** 
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Heat  Units. 
The  heat  units  based  on  the  C.  G.  S.  system  are  the  degree 
which  measures  temperature,  and  the  gramme  d^ree,  which  is 
the  quantity  of  heat  necessary  to  raise  one  gramme  of  water 
from  zero  to  one  degree  centigrade.  The  latter  unit  is  equal  to 
41624  X  10^  eigs. 

DERIVED  ELECTRO  MAGNETIC   XTSTTtL 

The  electrical  units,  which  are  based  on  purely  mechanical 
measurements,  have  been  determined  from  the  natural  relation 
existing  between  the  various  electrical  quantities,  and  between 
these  and  the  fundamental  units.  The  electrical  phenomena 
susceptible  of  measurement  are  four  in  number,  viz. :  electro 
motive  force  (E);  current  (C);  quantity  (Q);  and  resistance 
(B).  The  immediate  force  producing  a  current,  or,  in  other 
words,  causing  a  transfer  of  electricity,  is  called  electro  motive 
force.  Whenever  electro  motive  force  exists  between  two  points 
of  a  conductor,  those  points  are  said  to  be  at  different  poten- 
tiala 

A  difference  of  potential  cannot  exist  in  a  conductor  without 
effecting  work  or  its  equivalent;  a  weight  may  be  raised,  the 
conductor  become  heated,  chemical  decomposition  effected,  or 
soft  iron  magnetized.  These  effects  are  said  to  be  due  to  a  cur- 
rent of  electricity  in  the  conductor,  and  are  proportional  to  itsh 
strength. 

The  quantity  of  electricity  conveyed  by  any  given  current  is* 
simply  proportional  to  the  strength  of  the  current  and  to  the 
time  {i)  during  which  it  flows. 

When  the  electro  motive  force  between  two  points  of  a  cir- 
cuit remains  constant,  the  amount  of  work  done  is  altered  by 
modifying  the  material  and  form  of  the  conductor,  or,  in  other 
words,  currents  of  different  magnitudes  are  produced.  The 
quality  of  a  conductor,  in  virtue  of  which  it  prevents  the  pe^ 
formance  of  more  than  a  certain  amount  of  work  in  a  givea 
time  by  a  given  electro  motive  force,  is  called  resistance. 

The  relations  of  these  phenomena  one  to  another  and  to 
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force  and  work  were  determined  experimentally,  independendj 
of  tbe  present  units,  and  are  as  follows : 
First,  by  Ohm's  law,  we  have  the  equation 

E 

0=-R • « 

From  this  it  follows  that  the  unit  electro  motive  force  produces 
the  unit  current  in  a  circuit  of  unit  resistance 
Second,  by  Faraday's  proof 

Q=C* (2) 

and  from  this  equation  it  follows  that  the  unit  quantity  is  the 
quantity  conveyed  by  unit  current  in  unit  tima 

Our  knowledge  of  electricity  is  derived  from  the  mechanical, 
•chemical  and  thermal  effects  which  it  produces.  The  connec- 
tion between  electrical  magnitudes  and  mechanical  work  was 
determined  by  Joule,  and,  in  mathematical  language,  is  as 

follows : 

w  =  c»iu (3) 

where  W  equals  the  work  equivalent  to  all  the  effects  produced 
in  the  circuit  From  this  equation  it  follows  that  the  unit  cur* 
rent  flowing  for  a  unit  of  time  through  a  circuit  of  unit  resist- 
ance will  perform  a  unit  of  work  or  its  equivalent. 

The  force  exerted  on  the  pole  of  a  magnet  by  a  current  in  its 
neighborhood  is  a  purely  mechanical  ona  This  force  (/)  is  pro- 
portional to  the  magnetic  strength  (m)  of  the  pole  of  the  magnet, 
and  to  the  strength  of  the  current ;  and  if  the  conductor  be  bent 
in  a  circle  of  the  radius  (k)  round  the  pole,  the  force  is  propor- 
tional to  the  length  of  the  conductor  (L) ;  it  is  also  inversely 
proportional  to  the  square  of  the  distance  {k)  of  the  pole  from 
the  conductor.     Hence  we  have 

-     CLm 

/=-pr (*) 

From  this  equation  it  follows  that  the  unit  length  of  the  unit 
current  will  produce  the  unit  force  at  the  unit  distance. 

From  these  four  equations  were  determined  the  values  of  tbe 
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four  electrical  units  in  terms  of  L,  M  and  T.  It  will  be  seen 
that  in  the  fundamental  equation  (4),  besides  the  measurement 
of  time,  space  and  mass,  a  fourth  measurement  (m)  of  a  mag- 
netic pole  is  required ;  but  this  measurement  is  itself  made  in 
terms  of  the  mechanical  units,  for  the  unit  pole  is  simply  that 
which  repels  another  unit  pole  at  unit  distance  with  unit  force. 
Chemical  and  thermal  effects  are  also  measured  by  the  unit  of 
work 

The  dimensions  of  the  unit  pole  are 

f^ w 

By  substituting  this  value  for  (m)  in  equation  (4)  the  value  of 
(0),  the  unit  current  is  found  to  be 

Li  Mi 
0  =  — T" («) 

From  equations  (1)  and  (8)  we  can  deduce  the  relation 
w  =  o  B  t p) 

whence  B  =  -S ^®> 

From  equations  (6)  and  (8)  and  the  dimensions  of  W  in  fun- 
damental units,  the  value  of  E  is  found  to  be 

Bs=      T»    W 


From  equation  (1) 


-4 


The  dimensions  of  (R)  are  found  by  comparing  those  of  (B)  and 
(C)tobe 


B  =  -f- (10) 


or  those  of  a  simple  velocity. 

Thus  an  intimate  relation  exists  between  the  mechanical  and 
electrical  imits,  which  realizes  the  advantages  of  derived  units 
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to  which  we  have  called  attention,  and  furthermore,  in  one 
sense,  these  units  are  independent  of  any  values  that  maj  be 
assigned  to  them. 

The  two  units  of  electro  motive  force  and  of  resistance,  ex- 
pressed by  the  G.  G.  S.  system,  would  have  too  small  a  value  for 
ordinary  purposes.  The  unit  of  electro  motive  force,  therefore, 
is  practically  expressed  in  one  hundred  millions  of  0.  G.  S. 
units  of  electro  motive  force,  or  10*  and  the  unit  of  resistance  in 
one  thousand  millions  of  C.  G.  S.  units,  or  10*.  As  the  three 
quantities,  electro  motive  force,  resistance,  and  current^  are 
oonnected  together  by  the  simple  law  which  is  expressed  as 
follows, 

Electro  motiye  foroe      10* 

GuCTent  = =  — 

Beaistanoe  10* 

the  practical  unit  of  current  is  evidently  equal  to  one-tenth  of 
the  absolute  unit  of  current  or  10"^ 

The  practical  unit  of  quantity,  which  is  plainly  the  quantity 
of  electricity  given  by  a  practical  unit  of  current  in  unit  time,  is 
equal  to  one  tenth  of  the  C.  G.  S.  unit  of  quantity  or  10'\ 
The  practical  unit  of  electro  motive  force  is  called  a  volt 
**  "  "     "  resistance  ".     "      an  ohm. 

^*  "  "     "  current  "     "      an  ampdre. 

"  "  "     "  quantity  "     "      a  coulomb. 

The  capacity  of  a  condenser  which  holds  one  coulomb  when 
charged  to  a  potential  of  one  volt  is  called  a  farad  (K).  The 
farad  is  thus  the  practical  unit  of  capacity  and  its  value  is 

10-* 
FtMd=.  -^qJ-  =10-'  0.  a  8.  uoitB  of  capacily. 

=  L"^  T~'  Id  fundamental  nnits. 

Standard  practical  units  of  resistance  and  of  capacity  have 
been  constructed.  Standards  of  intensity — strength  of  current 
— have  not  yet  been  made ;  but  the  values  may  be  closely  ascer- 
tained by  graduated  apparatus,  such  as  the  tangent  galvano- 
meter, or  the  electro-dynamometer.  The  intensity  of  a  current 
is  also  readily  measured  by  the  chemical  action  which  it  is  cap- 


Digiti 


ized  by  Google 


928  ELEOTBICAL  MEASUBEMEMT. 

able  of  producing.  The  intensity  of  a  current  is  the  same  at  all 
points  of  the  circuit  which  it  traverses,  and  the  chemical  action 
is  proportional  to  the  intensity.  The  approximate  measure  of 
the  ampdre  is  the  intensity  capable  of  precipitating  4  grammes 
of  silver  per  hour,  or  1.19  grammes  of  copper,  or  1.28  grammes 
of  zinc,  or  of  decomposing  *09S78  grammes  of  water  per  sec- 
ond. Current  and  resistance  being  known,  electro  motive  force  is 
readily  calculated. 

For  defining  quantities  multiplied  or  divided  by  one  million, 
the  prefixes  mega  and  micro  are  used  (the  meg-erg  already 
described  is  an  example),  so  that  a  meg-ohm  stands  for  one  mil- 
lion ohms  and  a  micro-farad  denotes  one  millionth  part  of  a  farad 
Thus  the  sign  10*  would  represent  the  prefix  mega,  and  the  sign 
10-«  the  prefix  micro;   or  1.000,000  and  -000001  respectively. 

In  the  practical  application  of  these  units  the  principle  of 
the  conservation  of  energy,  which  controls  all  problems  in 
the  measurement  of  force,  is  an  element  of  great  importance* 
The  word  energy  is  applicable  to  all  physical  manifestations. 
Conservation  results  from  the  important  fact  that  energy, 
expended  in  any  form,  is  always  to  be  found  integrally  in  some 
other  form  of  work 

Potential,  in  mechanics,  means  the  power  of  doing  work ;  the 
electrical  potential  of  any  point  in  a  body,  or  in  space,  is  defined 
as  the  quantity  of  work  done,  in  bringing  unit  electrification 
from  an  infinite  distance  up  to  that  point  Thus  the  potential 
at  A  may  be  different  from  that  at  B.  If  A  be  of  higher  poten- 
tial than  B,  then,  on  connecting  them  by  a  conductor,  a  current 
will  flow  from  A  to  B,  and  continue  until  the  potentials  are 
equalized.  There  is  an  analogy  to  this  in  the  flow  of  water 
through  pipes,  where  the  difference  of  level  corresponds  to  a 
difference  of  potential ;  this  difference  of  level  produces  a  hydro- 
static pressure  which  corresponds  to  electro  motive  force ;  when 
the  tap  is  turned,  the  water  flows  out;  that  represents  the  cur- 
rent Wherever  there  is  a  difference  of  potential,  there  is  elec- 
tro motive  force,  and  on  completing  the  circuit, — ^the  analpgue 
of  opening  the  tap, — a  current  will  be  established. 
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The  terms  electro  motive  force  and  difference  of  potential 
are  thus  not  exactly  synonymous,  and  it  is  useful  to  distin- 
guish between  them. 

No  standard  of  electro  motive  force  has  yet  been  devised :  the 
electro  motive  force  of  a  Daniell  cell,  however,  is  an  approxima- 
tion to  the  volt  According  to  Siemens  it  is  1.106  volts  and 
Mcording  to  Latimer  Clark  1.079  volta  The  latter  figure  is 
most  generally  adopted. 

At  the  General  Post  Office,  in  London,  a  standard  cell  has 
been  adopted,  consisting  of  a  Daniell's  element,  arranged  as 
shown  in  fig.  497,  consisting  of  three  chambera     In  the  left 


Fig.  497. 

hand  chamber  is  placed  a  sine  plate,  Z,  immersed  in  wHter,  and 
in  the  right  hand  chamber  a  flat  porous  pot,  C,  containing  a 
copper  plate  and  crystals  of  sulphate  of  copper,  the  pot  being 
kept  immersed  in  water.  These  two  chambers  are  called  idle 
cells,  as  the  zinc  and  porous  pot  are  only  kept  in  them  when 
the  cell  is  not  in  use.  The  centre  chamber  contains  a  semi- 
saturated  solution  of  sulphate  of  zinc,  and  a  piece  of  zinc  rod,  «, 
the  latter  lying  in  a  small  compartment  at  the  bottom  of  the 
chamber.  When  the  ceil  is  required  for  use,  the  zinc  plate  and 
the  porous  pot  and  its  contents  are  removed  from  their  idle  cells 
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find  placed  in  the  centre  chamber ;  the  cell  is  then  ready  for 
work.  When  the  cell  is  no  longer  required  for  use,  the  zinc 
plate  and  porous  pot  are  again  placed  in  their  respective  idle 
chambers,  and  while  the  cell  is  at  rest  any  sulphate  of  copper 
solution  which  may  have  become  mingled  with  the  sulphate  of 
zinc  solution  in  the  centre  chamber  will  be  decomposed  and  the 
copper  deposited  on  the  zinc  rod,  thus  keeping  the  solution  al- 
ways clear. 

When  in  thoroughly  good  condition  (assuming  Clark's  figure 
to  be  correct,  as  it  is  most  generally  taken),  the  foregoing  cell  has 
fin  electro  motive  force  of  1.079  volts,  but  if  it  is  in  daily  use  the 
power  is  practically  a  little  less  than  this,  so  in  the  post  office 
the  value  is  assumed  to  be  1.070  as  being  generally  nearer  the 
mark.  If  care  be  taken  to  keep  the  zinc  plate  clean,  and  the 
sulphate  of  zinc  solution  not  too  nearly  saturated,  say  under  20 
•deg.  Baume,  1.079  may  be  taken  as  correct. 

A  cell  whose  electro  motive  force  is  even  more  constant  than 
that  of  the  Daniell  is  extensively  used  as  a  standard  in  the 
United  Statea  This  cell,  which  was  devised  by  Latimer  Clark, 
and  bears  his  name,  is  composed  of  pure  mercury,  on  which 
floats  a  paste  of  mercurious  sulphate,  a  plate  of  zinc  resting  on 
the  paste.  Contact  with  the  mercury,  which  acts  as  the  positive 
pole,  is  made  with  a  platinum  wire.  The  electro  motive  force  is 
1.457  volts. 

The  resistance  of  a  circuit  to  the  passage  of  an  electric  current 
varies  directly  as  its  length  and  inversely  as  its  cross  section. 
The  ohm  is  represented  approximately  by  the  resistance  of  a 
galvanized  iron  wire,  100  metres  in  length  and  4  millimetres  in 
diameter,  or  by  a  column  of  mercury  1.06  metres  long  and  one 
square  millimetre  section,  or  again  by  48  metres  of  pure  copper 
wire,  1  millimetre  in  diameter,  at  the  temperature  of  zero,  Centi- 
grade. Standard  resistances  are  made  of  silver  platinum  wire, 
the  coils  of  which  are  separated  from  each  other  by  sheets  of 
hard  rubber  pierced  with  holes,  the  insulation  being  effected  by 
the  air.  The  coils  thus  composed  are  placed  in  a  cylindrical 
box  inade  from  two  copper  capsules  stamped  out  of  the  solid 
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metal  and  screwed  into  each  other ;  this  apparatus  can  be  sub- 
merged in  water  without  detriment 

In  a  circuit  of  one  ohm  resistance,  whose  ends  differ  in  poten- 
tial by  one  volt>  the  intensity  of  the  current  which  flows  is  equal 
to  one  ampdre.    In  any  circuit  the  intensity  of  the  current  is 

volts 

Ampdrea  = 

ohms. 

The  coulomb  is  the  quantity  of  electricity  given  by  an  ampere 
in  a  second.  The  quantity  will  also  depend  upon  the  electro 
motive  force  and  the  capacity  of  the  body  for  holding  or  ac- 
cumulating electricity,  hence 

Coulombs  =  fdiads  X  volts. 
Capacity  is  defined  by  the  relation 

coulombs 


Farads  =  • 


volts. 

and  hence 

conlomb 

Unit  of  capacity  (the  farad)  = 

volt 

The  farad  is  rather  large,  and  consequently  the  microfarad  is 
preferred  for  practical  measurements  of  capacity.  The  micro- 
farad is  therefore  10"^  *  C.  G.  S.  units  of  capacity. 

The  watt  is  now  generally  employed  as  the  practical  unit  of 
electrical  power.  It  is  the  power  conveyed  by  a  current  of  one 
ampdre  in  one  second  through  a  conductor  whose  ends  differ  in 
potential  by  one  volt     In  other  words, 

Current  X  electro  motive  force  =  watts. 

A  watt  is  equal  to  10'  absolute  units  of  work  or  erga 

The  joule  is  the  practical  electrical  unit  of  heat  or  work, 
being  the  heat  generated  by  an  electro  motive  force  of  one  volt 
in  a  circuit  of  one  ohm  resistance ;  or  in  other  words,  the  heat 
generated  by  a  watt  in  a  second.    It  is  equal  to  KP  ergs. 

It  is  advocated  in  the  C.  G.  S.  system  of  practical  units  to  ex- 
press each  number  as  the  product  of  two  factors,  one  of  them 


Digiti 


ized  by  Google 


932 


ELEOTBIGAL  MEASUBEICENT. 


being  a  power  of  10 ;  and  also  to  effect  this  in  such  a  way  thai 
the  exponent  of  the  power  of  10  shall  be  the  characteristic  of  the 
logarithm  of  the  number.  Thus :  1,280,000  would  be  written 
as  1.28xl0»,  and  '000,128  as  1.28x10-*. 

Following  is  a  table  of  the  electro  magnetic  units  as  given 
above,  together  with  the  formulae  of  the  magnetic  and  electro 
static  system  of  units. 

Electro  Magnetic  System  of  Units. 


Name  of  Qoantltj. 


Quantity  of  electrioitj 

Strength  of  the  electrio  current, 

Slectro  motive  force 

Besiatance  of  conductor 

Capacity , 


Practical  Units. 


Unit  of 

Name. 

Number  of 
AbBolate 
Unittfin 

One  PiacU- 
cal  Unit 

Definitions  of  Unita. 

Rfwifttance.  •  1 1  # . .  r  r 

Ohm 

Volt 

Ampdre . . 
Coulomb. . 
Farad.... 

Watt .... 

Joule 

10* 

10« 
10-* 
10-* 
10-* 

10» 

10» 

i  Resistance  of  a  column  of  mereuiy 
10  sq.-millimetre  section  and  106 
(     centimetres  long. 

Nearly  that  of  a  Daniell  cell. 

Current  of  a  volt  through  an  ohm. 

An  ampere  for  a  second. 

Unit  quantity  at  unit  potential. 
(  Power  conveyed  by  an  ampdre  in  a 
\     second  through  a  volt 

Heat  generated  by  a  watt  in  a  aeoood. 

Electro  motive  Force 
Current.  ........... 

Onantitv 

Capacity . .  •  •• 

Power...  •••• 

Heat 
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Name  of  Quantity. 

STmboL 

ofUnlta. 

'Strength  of  the  pole  of  a  magnet ••..••• 

M 

I 

lJh£*T-* 

If  oRient  <rf*  a  nuurnet 

rfM*T-* 

Jntenaitjr  of  a  magnetic  field •... 

L-*M*r-^ 

Electro  Static 

System  of  Units. 

Name  of  Quantity. 

Symbol. 

IMmenslona 
of  Unit. 

Yalnein 
Electro:.Mag- 
neticU^S 

<]Qantit7  of  electricity 

q 

0 

e 
r 
k 

L 

vQt 
yO 

Strong^  of  electric  current 

E-r-y* 

fiesiitance  of  conductor. 

R-^y» 
y»k 

•Capacity 

*  1  ^  length  between  polea. 

t  T« 8+10* ^centimetres  per  second  approximately,  and  is  the  ratio  of  the  el.eotre 
ttc  to  the  electro  static  nnlt  of  quantity. 


ELECTRICAL   WOBE. 

An  electric  current  may  be  employed  to  do  work  of  varioiu 
Idnda— chemical,  magnetic,  mechanical  and  thermal;  and  in 
€very  case  where  it  does  work  it  is  done  by  the  expenditure 
of  a  portion  of  the  energy  of  the  current  Ohm's  law  shows 
that  the  current  produced  by  a  given  electro  motive  force  is 
diminished  in  strength  by  anything  that  increases  the  resistance 
of  the  circuit;  but  the  strength  of  the  current  may  also  be 
diminished,  in  certain  cases,  by  another  cause,  namely,  the  set- 
ting up  of  an  opposing  electro  motive  force  in  the  circuit.  Thus, 
in  passing  a  current  through  a  voltameter,  there  is  not  only  a 
•diminution  due  to  the  resistance  of  the  voltameter  itself,  but 
also  a  further  diminution  due  to  the  opposing  electro  motive 
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force — commonly  referred  to  as  polarization— T«^hich  is  gener- 
ated- while  the  chemical  work  is  being  done.  So,  again,  where 
a  current  is  used  to  drive  an  electro  dynamic  motor,  the  rotation 
of  the  motor  will  itself  generate  a  counter  current,  which  will 
diminish  the  strength  of  the  working  current  Whatever  cur- 
rent, however,  is  not  expended  in  this  way  in  external  work  is 
developed  as  heat,  either  in  the  source  of  the  electricity  or  in 
some  other  part  of  the  circuit,  or  both.  Heat,  in  fact,  appears 
wherever  the  circuit  offers  a  resistance  to  the  current 

DEVELOPMENT  OF  HEAT  BY  ELECTRIC   CURRENTS. 

The  number  of  units  of  heat  developed  in  a  conductor  is  pro- 
portional, 1st,  to  its  resistance ;  2d,  to  the  square  of  the  strength 
of  the  current ;  and  3d,  to  the  time  that  the  current  lasts.  The 
total  quantity  of  heat  developed  in  a  circuit  in  the  unit  of  time 
may  be  expressed  by  the  formula 

E» 

H  =  C«R  =  -^  =  CE, 

where  H  is  the  quantity  of  heat  produced,  C  the  current,  R  the 
resistance,  and  E  the  electro  motive  force.  So,  also,  if  we  con- 
sider any  particular  portion  of  a  circuit  the  resistance  of  which 
is  r,  and  where  the  difference  of  potential  at  the  two  ends  of 
this  section  is  e,  then  the  quantity  of  heat  developed  in  this 
portion  of  the  circuit  in  the  unit  of  time  may  be  expressed  by 
the  formula 

^  =  C«r  =  -  =eO. 

The  mechanical  equivalent  of  the  gramme  degree  heat  unit,  viz.: 
the  amount  of  heat  necessary  to  raise  the  temperature  of  1  gramme 
of  water  1  deg.  C,  is  4.2  X  IC  ergs. 

One  gramme  degree  =  4.2  X  10^  erga. 
One  joule  =  10'  ergs. 

1  gramme  deg. 
One  joule  =  r-s =  0.238  gramme  degrees. 

In  Other  words,  the  mechanical   equivalent  of  the  quantity  of 
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heat  developed  Id  t  units  of  time  in  a  circuit,  the  resistance  of 
which  is  R,  by  a  current  of  strength  C,  is  given  by  the  equa* 
tions 

W  =  JH  =  C*B<eig8, 

where  J  is  Joules'  dynamical  equivalent  of  heat  and  H  the  heat 
in  gramme  degrees. 

This  law  may  be  arrived  at  by  the  following  calculation : 
The  work  W  done  by  a  current  in  moving  Q  units  of  electricity 
against  an  electro  motive  force  E,  is  : 

W  —  QB, 

and  since  Q  =  C  f,  and  W  =  J  H,  we  have : 

JH=0<B=0*BI. 

But  as  C  and  B  are  here  in  absolute  units,  they  must  be  multi- 
plied by  10-»  X  10*  =  10'',  to  reduce  to  the  ordinary  case  of 
amperes  and  ohms,  whence 

H  =  G»B<-»-4.2=GSB<X  0.238. 

This  is  equivalent  to  the  statement  that  a  current  of  one 
tunpdre  per  second,  flowing  through  a  resistance  of  one  ohm, 
develops  therein  0.238  gramme  degrees  per  second. 

The  second  of  the  above  laws,  that  the  heat  is  proportional  to 
the  square  of  the  strength  of  the  current^  often  puzzles  young 
students,  who  expect  the  Ijeat  to  be  proportional  to  the  current 
simply.  Bat  the  consumption  of  zinc  in  a  battery  is  also  pro- 
portional to  the  square  of  the  current;  for,  suppose  that  in 
working  through  a  high  resistance  (so  as  to  get  all  the  heat  de* 
veloped  outside  the  battery),  we  double  the  current  by  doubling 
the  number  of  battery  cells,  there  will  be  twice  as  much  zinc 
consumed  as  before  in  each  cell,  and  as  there  are  twice  as  many 
cells  as  at  first,  the  consumption  of  zinc  is  four  times  as  great  as 
before. 

In  any  case,  in  order  to  double  the  cunrent  in  a  circuit  of 
fixed  resistance,  we  would  have  to  double  the  electro  motive 
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force.  Let  us  suppose  a  circdt  in  which  flows  a  current,  C,  due 
to  an  electro  motive  force,  E,  then,  according  to  one  of  our  defi- 
nitions, the  heat  developed  in  the  circuit  would  be 

H-iCE. 

Now  let  the  current  be  doubled  by  doubling  the  electro  motive 
force,  and 

H  — 2GX  2E  — 40E, 

which  plainly  shows  that  in  doubling  the  current  the  heat  has 
been  increased  fourfold,  or  as  the  square  of  the  current 

Meckanioal  Work  by  Currents. — If  an  electro  magnetic  motor 
be  introduced  into  a  circuit  in  which  there  is  an  electro  motive 
force  E,  the  rotation  of  the  motor  will  itself  generate  a  counter 
electro  motive  force  e.  Calling  the  total  resistance  of  the  circuit 
R,  the  current  flowing  may  be  expressed  by  the  following  equa- 
tion: 

0.  0  =  5^ 

Now  this  current  is  developing  not  only  a  certain  amount  of 
heat  in  the  circuit,  but  it  is  also  doing  mechanical  work  in  over* 
coming  the  motor's  friction,  and  perhaps  driving  machinery. 
The  energy  appearing  as  heat  will  be : 

(J)  H  =  C»  R. 

The  energy  appearing  as  mechanical  work  may  be  represented 

thus : 

(3)  w  =  0  0. 

The  total  work  done  by  the  current  is,  therefore,  equal  to  the 
sum  of  these  two,  that  is : 

(4)  w  =  o«  R  +  0  « 
Whence                (6)              W  =  0  B 

For  R  =      Q  " 

And  substituting  this  value  in  (4) 

Whence  W  =  0  B 

If  this  mechanical  work  were  transformed  Into  its  equivalent 
of  heat,  and  this  heat  were  added  to  that  developed  in  the  cir- 
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cnit,  the  sum  of  the  two  would  exactly  equal  the  total  amount 

of  heat  which  would  have  been  generated  in  the  circuit  had  a 

resistance  been  substituted  for  the  counter  electro  motive  force 

of  such  a  value  as  to  maintain  the  current  strength  unaltered 

Chemical  Work  by  Currents. — If  a  secondary  battery  be  charged 

by  an  electro  motive  force  E,  and  itself  opposes  a  counter  electro 

motive  force  e,  the  chemical  work  done  in  charging  the  battery 

is: 

w  =  0« 

And  the  work  appearing  as  heat  will  be : 

H  =  C»  R 

Where  B  is  the  total  resistance  of  the  circuit 

The  total  work  done  in  the  circuit  is  clearly  the  sum  of  these 

two. 

The  heat  equivalent  to  the  chemical  work  done,  if  added  to 
the  heat  due  to  the  resistance  of  the  circuit,  would  exactly  equal 
the  heat  which  would  have  been  generated  by  the  current  in  this 
circuit  had  an  equivalent  resistance  been  substituted  for  the 
counter  electro  motive  force 

The  counter  electro  motive  force  due  to  the  motor  and  that  of 
the  battery  are  thus  identically  the  same  in  their  efEect 

Hise  of  Tempenxture. — The  elevation  of  temperature  in  a 
resisting  wire  depends  on  the  nature  of  the  resistance.  The 
resistance  of  a  short  length  of  thin  wire  may  be  just  the  same  as 
a  long  length  of  thick  wire,  in  which  case  each  will  cause  the 
same  number  of  units  of  heat  to  be  evolved ;  but  in  the  former 
case,  as  they  are  spent  in  heating  a  short  thin  wire  of  small  mass 
they  will  cause  it  to  get  very  hot,  whereas  in  the  latter  case  they 
will  perhaps  only  warm  to  an  imperceptible  degree  the  mass  of 
long  thick  wire.  If  the  wire  weigh  w  grammes,  and  has  a 
specific  capacity  for  heat «,  then 

where  d  is  the  rise  of  temperature  in  degrees  centigrade.    Hence 

c»  R « 

d  =  0.24  X  —r-r 


Digiti 


ized  by  Google 


938  MjEOTbical  measuhement. 

Since  the  resistance  of  metals  increases  as  they  rise  in  tem- 
perature, a  thin  wire  heated  by  the  current  Tvill  resist  more  and 
grow  hotter  and  hotter  until  its  rate  of  loss  of  heat  by  conduction 
and  radiation  into  the  surrounding  air  equals  the  rate  at  which 
heat  is  supplied  by  the  current 

Thin  wires  heat  much  more  rapidly  than  thick,  the  rise  of 
temperature  in  different  parts  of  the  same  circuit  being,  for  dif- 
ferent thicknesses  of  wire,  inversely  proportional  to  the  third 
power  of  the  diameter. 

Thus,  suppose  a  wire  at  any  point  to  become  reduced  to  half 
its  diameter,  the  cross  section  will  have  an  area  ^  as  great  as 
in  the  thicker  part  The  resistance  here  will  be  4  times  as 
great,  and  the  number  of  heat  units  developed  will  be  4  times 
as  great  as  in  an  equal  length  of  the  thicker  part  But  4  times 
the  amount  of  heat  requires  4  times  the  radiation,  and  the  radi- 
ating surface  having  been  reduce^!  J,  the  metal  will  warm  to  a 
degree  8  times  as  great,  and  8  =  2*. 

Mechanical  Equivalent  of  Currents, — The  mechanical  work  of 
a  current  may  be  calculated  as  follows:  A  current  whose 
strength  is  C  conveys  through  the  circuit  in  t  seconds  a  quantity 
of  electricity  =  C  t  But  the  number  of  ergs  of  work  W,  done 
by  a  current  is  equal  to  the  product  of  the  quantity  of  elec- 
tricity into  the  difference  of  potentials  through  which  it  is 
transferred,  provided  these  latter  are  expressed  in  absolute 

0.  G.  S.  units,  or 

W  =  C<V. 

Now,  if  W  ergs  of  work  are  done  in  t  seconds,  the  rate  of 
work  is  got  by  dividing  W  by  ^;  whence 

0V  =  ^ 

If  C  and  V  are  expressed  in  amperes  and  volts,  respectively, 
and  it  is  desired  to  give  the  rate  of  working  in  horse  power,  it 
must  be  remembered  that  1  ampere  =  10-*  C.  Q.  S.  units  of  cur- 
rent; that  1  volt  =  10*  absolute  units  of  electro  motive  force, 
and  that  1  horse  power =650  foot-pounds  per  second  — 76 
kilogrammetres    per    second  =  76  X  10^   gramme-centimetres 
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per  second  =  746  X  10'  ergs  per  second,  whence 

C  amperes  X  V  voltft  ^      ^  ^  ,  ,  ,    tt  « 
Y^ =  rate  of  doing  work  in  H.  P. 

Chemical  Work  by  Currents, — The  amount  of  chemical  action 
is  equal  at  all  points  of  a  circuit  If  two  or  more  electrolytic 
cells  are  placed  at  difierent  points  in  a  circuit,  the  amount  of 
chemical  action  will  be  the  same  in  all,  for  the  same  quantity  of 
•electricity  flows  past  every  point  of  the  circuit  in  the  same  tima 
If  all  these  cells  contain  acidulated  water,  the  quantity,  for  ex- 
ample, of  hydrogen  set  free  in  each  will  be  the  same ;  or,  if  they 
contain  a  solution  of  sulphate  of  copper,  identical  quantities  of 
copper  will  be  deposited  in  each.  If  some  of  the  cells  contain 
acidulated  water,  and  others  contain  sulphate  of  copper,  the 
weights  of  hydrogen  and  of  copper  will  not  be  equal,  but  will 
be  in  chemically  equivalent  quantities. 

The  amount  of  an  ion  liberated  at  an  electrode  in  a  given 
time  is  proportional  to  the  strength  of  the  current.  A  current 
of  2  amperes  per  second  will  cause  just  twice  the  quantity  of 
chemical  decomposition  to  take  place  as  a  current  of  1  ampdre 
per  second  would  do  in  the  same  time. 

The  amount  of  an  ion  liberated  at  an  electrode  in  one  second 
is  equal  to  the  strength  of  the  current  multiplied  by  the  electro 
chemical  equivalent  of  the  ion.  It  has  been  found  by  experiment 
that  the  passage  of  1  ampere  of  electricity  through  water 
liberates  .0000104  gramme*  of  hydrogen;  hence  a  current 
whose  strength  is  C  will  liberate  C  X  .0000104  grammes  of 
hydrogen  per  second.  The  quantity  .0000104  is  called  the 
electro  chemical  equivalent  of  hydrogen.  The  electro  chemical 
equivalent  of  other  elements  can  be  easily  calculated  if  their 
chemical  equivalent  is  known.  Thus  the  chemical  cquivalentf  of 
copper  is  81.5;  multiplying  this  by  .0000104,  we  get  as  the 
electro  chemical  equivalent  of  copper  the  value  .0008276 
(grammes). 

*  Kohlransch  and  Lord  Rajleigh  say  .00001035;  Mascart  says  .000010416. 
^  The  chemical  equivalent  must  not  be  conrounded  with  atomic  weight. 
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The  electrical  congress  which  met  in  Paris  in  October,  1882, 
considered  the  question  of  the  redetermination  of  the  ohm,  and 
after  a  prolonged  discussion  it  was  concluded  that  further  ex- 
periments upon  the  unit  of  electrical  resistance  were  necessary 
before  a  standard  ohm  could  be  adopted ;  and  the  governments 
participating  in  the  congress  were  invited  to  encourage  inde- 
pendent determinations  of  this  unit 

Since  the  first  meeting  of  the  congress,  various  new  determina- 
tions of  the  ohm  have  been  mada  Lord  Bayleigh  has  obtained 
.986  as  the  mean  of  the  results  of  three  independent  determina- 
tions of  the  standard  British  association  unit  now  in  use. 

The  electrical  congress  met  again  in  Paris  in  April,  1884,  and 
adjourned,  after  deciding  on  the  standard  value  of  the  ohm  as 
satisfactorily  as  may  be  at  present  M.  Mascart  grouped  the 
results  of  ohm  determination  in  the  following  useful  table : 


Methods. 

Ks|Mriiii«nt«n. 

GolMBDOf 

m«renry 
fn  centi- 
metre*. 

Kethode. 

Kzperlmenten. 

Oolamaof 
merenry 
In  cuti- 
metrMk 

r  British  AseocUtlon. 

Rayleigh-Schaster.. 
'  Rayleigh  (1888) 

H.  Weber 

104.88 
106.00 
106.S7 
106.16 
106.81 
106.19 
106.88 
106.03 
106.79 
106.89 
106.38 

4 

RAld 

106  90 

5 Fr.  Weber 

106  88 

1.  B.A. 

6.  Lorenz  . . . 

7.Webfer(n.) 
8.  Heat 

fliOrenz  (first) 

Rayleiffh 

107.10 
106  94 

2.  Weber  (I.).. 

Kohlraiuch 

-  Wiedemann 

Mascart 

Lenz 

Lorenz  (second).... 
fDom 

106.18 
106.19 
106  46 

fP.  Weber 

Pr.  Weber. 

106.96 

<.KiTChhoff.. 

.  Bowluid 

'  Wild       

106.« 
106. ir 

'  Glazebrook 

Bailie 

Mascart 

joole 

106  89 

Thus  the  figures  obtained  by  the  different  methods  were — 

B.A 106.21 

Weber's  (I.) 106.14 

KlrchholTs 106.98 

Lorenz 106.19 

Weber's  (IL) 106.47 

Joole 106.98 

the  mean  of  which  was  106.02  ;  but  106  was  taken  as  a  round 
4gure,  suflficiently  near  the  truth  for  all  practical  and  useful 
purposes :  hence  the  congress  decided  that  "  the  legal  ohm  should 
be  the  resistance  of  a  column  of  mercury  of  one  square  milli- 
metre section,  and  of  106  centimetres  of  length,  at  the  tempera- 
ture of  freezing." 
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CHAPTER  XLin. 

THE  MEASUREMENT  AND  TESTING  OF  LAND  LINES. 

Telegraph  lines,  however  well  constructed  and  cared  for, 
are  continually  subject  to  interruptions  of  one  kind  or  another. 
It  becomes,  in  consequence,  one  of  the  most  important  of  an 
operator's  duties  to  be  able  to  discover  the  nature  and  location 
of  a  fault  at  an  early  moment,  so  that  steps  may  be  taken  for  its 
removal  with  the  least  possible  delay 

LOCATING  FAULTS  IN  LAND  LINEa 

Formerly  most  of  the  testing  of  telegraph  lines  was  done  from 
station  to  station  by  the  use  of  the  relay  alone.  When  a  fault 
occurred — a  cross  or  a  partial  ground,  for  instance — the  prin- 
cipal office  would  communicate  with  some  station  about  midway 
along  the  line  and  request  him  to  disconnect  or  open  the  faulty 
wire  for  a  moment  or  two.  This  enabled  the  testing  office  to 
determine  immediately  which  half  of  the  line  was  defective. 
After  the  wire  was  again  closed  the  next  station  in  the  direction 
of  the  fault  was  tested  with  in  like  manner,  and  so  on  until  the 
defective  point  was  located  between  two  stations.  If  the  distance 
was  considerable,  and  especially  if  the  line  was  located  upon  the 
highway,  repairmen  were  sent  out  from  both  stations ;  but  for 
lines  along  railroads  it  was  seldom  necessary  to  send  more  than 
■  one.  When  the  distance  between  stations  is  short,  and  the  fault 
does  not  happen  to  be  of  a  kind  likely  to  escape  the  eye  of  the 
repairer  as  he  is  carried  by,  the  above  provision  answers  very 
well 

Whenever  practicable,  however,  daily  tests  of  all  important 
circuits  should  be  made  with  the  galvanometer  from  one  or  both 
terminal  stations,  and  the  results  recorded  in  a  book  provided  for 
the  purpose.  Circuits  of  less  importance  maybe  thus  tested 
once  in  two  or  three  days,  or  even  once  a  week ;  but  very  fre- 
quent testing  will  prove  to  be  advantageous  in  the  end. 
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These  tests,  occupying  but  a  few  moments  each  day  if  made 
at  stated  times  and  in  a  systematic  manner,  afford  the  only  accu- 
rate infonnation  that  can  be  obtained  respecting  the  condition  of 
the  lines.  They  detect  the  leaky  places  and  faulty  joints,  very 
often  before  the  latter  become  bo  bad  as  to  interfere  vith  the 
working  of  the  wires  ;  and,  in  case  of  interruptions,  furnish  the 
data  necessary  for  determining  the  position  of  the  fault 

In  the  daily  testing  of  land  lines  it  is  usual  to  make  but  two 
tests  of  each  wire.  These  consist  in  finding  the  resistance  op- 
posed to  the  current,  first,  when  the  line  is  grounded  at  the  dis- 
tant end ;  and,  second,  when  it  is  insulated.  The  first  is  called 
conductivity  resistance,  the  second  insulation  resistance.  (See 
Chapter  XXIY,  page  835.) 

Besides  keeping  a  record  for  local  reference  of  the  results  ob- 
tained in  this  manner,  all  of  the  principal  offices  of  the  Western 
Union  Telegraph  Company  are  now  required  to  fill  out  printed 
schedules  containing  separate  columns  for  these  measurements. 
These  are  then  transmitted  to  the  Electrician's  office,  and  in  this 
way  a  general  supervision  of  all  the  lines  is  maintained. 

As  it  is  obviously  impracticable  to  make  every  test  with  uni- 
form battery  power  and  galvanometers  of  equal  sensitiveness, 
measurements  taken  at  different  times  can  only  be  made  com- 
parable by  reducing  them  to  some  common  standard  of  resistance. 
Every  testing  office  should,  therefore,  be  provided  with  the 
proper  instruments  for  making  the  tests,  and  the  person  in  charge 
be  duly  instructed  in  the  manner  of  reducing  them  to  units  of 
resistance.  The  most  convenient  instruments  for  ordinary  pur- 
poses are  the  tangent  galvanometer  and  a  set  of  standard  resist 
ance  coils. 

TESTING  BY  THE  TANGBNT  GALVANOMETER. 

This  instrument,  in  the  form  adopted  by  the  Western  Union 
Company,  is  represented  in  fig.  531.  It  consists  of  a  magnetized 
needle  a  little  less  than  an  inch  in  length,  suspended  upon  a 
point  above  a  dial  five  inches  in  diameter,  and  surrounded  by 
four  coils  of  wire,  with  resistances  of  60,  20,  9  and  1  ohm  each, 
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iind  also  by  a  band  of  copper,  tlie  resistance  of  which  is  so  small 
q,s  to  be  inappreciable.  It  is  provided  with  five  terminals, 
marked  res ;;ectively  0,  1,  10,  30  and  90,  to  which  the  coils  are 
-60  connected  that,  by  inserting  a  plug  at  0,  the  copper  band  only 
is  in  the  circuit ;  when  the  plug  is  at  1  the  band  and  the  one 
ohm  coil  of  wire  are  in  circuit ;  with  the  plug  at  10  the  band 
and  the  one  and  nine  ohm  coils  are  in  circuit  (making  in  all  a 
resistance  of  ten  ohms) ;  with  the  plug  at  80,  all,  except  the  sixty 
ohm  coil,  are  in  circuit ;  and  with  the  plug  at  90  all  are  in  cir- 
cuit, making  the  resistance  of  the  galvanometer  ninety  ohm& 
Fixed  to  the.  needle,  and  at  right  angles  with  it,  is  an  aluminum 
pointer  extending  entirely  across  the  dial  The  circumference 
of  the  dial  is  divided  on  one  side  into  divisions  proportioned  to 
tangents  of  the  degrees.  The  strength  of  any  current  passing 
through  the  coils  of  this  instrument  being  directly  proportional 
to  the  tangent  of  the  angle  of  deflection,  it  is  at  once  shown  by 
the  reading  on  the  tangent  side  of  the  dial.  The  other  is  gradu- 
ated to  ordinary  degrees  of  arc.  When,  therefore,  readings  are 
taken  from  the  latter,  they  must  be  reduced  to  tangents ;  other- 
wise the  result  will  not  be  correct  This  is  done,  as  explained 
in  Chapter  XV,  by  taking  from  the  table  of  tangents  (see  Appen- 
dix) the  figures  standing  opposite  to  the  readings  in  degrees. 
The  instrument  stands  upon  three  leveling  screws,  by  which  it  is 
adjusted  to  a  level  position.  In  galvanometers  where  the  pointer 
stands  above  the  scale,  it  is  advisable,  in  order  to  avoid  parallax 
error  in  reading  the  deflection,  to  place  a  piece  of  looking-glass 
on  the  bottom  of  the  needle  case.  It  is  then  only  necessary, 
when  taking  the  readings,  to  run  the  eye  along  the  pointer  to 
the  looking-glass  end,  and  see  whether  the  reflected  image  co- 
incides with  the  pointer  at  that  end ;  if  it  does,  we  may  be  sure 
that  when  we  look  at  the  degrees  scale  we  do  so  correctly. 

Accompanying  the  galvanometer,  and  used  in  connection  with 
it,  is  a  rheostat,  or  box  of  resistance  coils,  so  arranged  that  any 
desired  resistance,  from  1  to  10,000  ohms,  may  be  thrown  into 
the  circuit 

The  instruments  more  recently  constructed  are  provided  with 
a  set  of  resistance  coils  in  the  base  of  the  galvanometer  itself,  of 
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the  respective  values  of  10,  500  and  5,000  ohms.  The  resistance 
of  the  galvanometer  coils  in  the  newer  :  istruments  are  respect- 
ively 0,  1,  10,  50  and  200,  which  are  found  to  be  convenient  in 
practice. 

In  working  with  the  galvanometer  great  care  should  be  taken 
to  place  it  where  it  will  be  free  from  all  outside  inductive  effects 
of  relay  or  sounder  coils,  and  of  currents  in  the  office  wires. 
Unless  due  attention  is  given  to  this  matter  very  fallacious 
xesults  may  be  obtained.     The  first  step  in  using  this  galvan- 


r<2^ 


3 


f:^ 


Ftg.  532. 

ometer  is  to  find  the  constant  of  the  instrument.  This  consists  in 
connecting  it  in  circuit  with  a  battery  and  known  resistance,  as 
in  fig.  532.  The  magnitude  of  the  resistance  should  also  depend 
somewhat  upon  the  line  and  insulation  resistance  to  be  measured. 
From  2,000  to  5,000  ohms  will  be  found  most  convenient  for 
average  lines.  Note  the  deflection ;  then  disconnect  the  known 
resistance  and  place  the  line  to  be  tested  in  circuit,  as  in  fig.  53S. 


r-<2> 


L|i|i|. 


1 


Fig.  533. 

Note  the  deflections,  both  when  the  line  is  to  earth  at  distant 
end  and  when  it  is  open.  The  results  can  afterwards  be  reduced 
by  proportion. 

As  an  example,  suppose,  with  the  resistance  of  5,000  ohms,  a 
deflection  on  the  tangent  side  of  100  divisions  was  obtained  ; 
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with  the  line  in  circuit  and  grounded  at  the  distant  end,  60 
divisions ;  and  when  open,  80  divisions.  We  have  already  seen 
that  the  greater  the  resistance  the  less  will  be  the  deflection ;  in 
other  words,  that  the  resistance  is  inversely  proportional  to  the 
tangent  of  the  angle  of  deflection  (in  this  case,  numbers  propor- 
tional to  the  tangents),  consequently,  as  60  :  100  so  is  5,000  :  x 
the  unknown  resistance,  whence  x  =  lAii-^gooo  --=  8,333,  the 
conductivity  resistance;  and  80  :  100=1,000  :  x  or  -iAfi|^o.ft.(L 
=  16,666,  the  total  insulation  resistanca  To  obtain  the  mileage 
resistance  of  the  latter  these  figures  are  multiplied  by  the  length 
of  the  line  in  miles. 

It  will  frequently  be  found  necessary,  especially  in  measuring 
the  insulation  of  short  lines  with  the  above  galvanometer,  to  use 
the  degree  side  of  the  instrument,  as  the  tangent  side  is  not  num- 
bered above  an  angle  corresponding  to  45®  of  arc.  When  this 
is  the  case,  it  must  be  remembered  that  the  tangents  of  the  angles 
are  to  be  taken. 

A  still  greater  range  of  measurement  may  be  obtained  by 
using  a  single  cell  of  battery  in  taking  the  constant  of  the  instru- 
ment, and  then  substituting  any  number  of  cells  giving  a  con- 
venient deflection  to  get  the  value  of  very  high  resistances.  The 
figures  thus  obtained  for  the  latter  then  require  to  be  multiplied 
by  the  number  of  cells  used,  for  the  true  values.  It  will  be  un- 
derstood, of  coui-se,  that  the  cells  should  all  be  of  uniform 
strength.  CuUey  gives  a  convenient  form  for  recording  these  line 
tests,  which  is  shown  below : 


. 

Deflection  with  Lines  in  Circuit. 

Date. 

CJonatant  of 
Instrument 

throngh 
5,000  Ohms. 

No.  1. 

No.  2. 

State  of 

the 
Weather. 

Resistance,  i  Insulation. 

1 

Resistance. 

Insulation. 

May  3d. 

100  Divisions, 
equal  to  45^ 

60        !        30 

75 

35 

Damp. 

We  have  thus  far  spoken  of  the  tangent  galvanometer  only* 
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For  the  ordinary  daily  tests  this  answers  an  excellent  purposa 
It  is  serviceable,  also,  and  many  times  sufficient,  in  connection 
with  the  bridge,  for  many  of  the  more  difficult  problems  that  are 
continually  presenting  themselves.  In  the  case  of  faults  in  long 
submarine  lines,  however,  when  we  wish  to  ascertain  their  posi- 
tion with  as  much  accuracy  as  possible,  still  more  sensitive  in- 
struments and  very  carefully  adjusted  rheostats  are  required 

For  the  class  of  measurements  in  which  it  is  either  required, 
by  adjusting  the  resistances,  to  bring  the  galvanometer  needle  to 
zero,  or  to  reproduce  the  same  deflection  in  two  measurements,  a 
galvanometer  having  its  scale  graduated  to  degrees  would  be 
sufficient.  It  should  be  provided  with  an  astatic  pair  of  needles 
suspended  by  a  fibre  attached  to  a  screw,  by  which  the  needles 
can  be  lowered  on  to  the  coils  when  not  in  use,  thus  preventing 
the  fibre  being  fractured  by  moving  the  instrument 

When  the  instrument  is  to  be  used  it  should  be  placed  on  a 
firm  table,  and  the  screw  attached  to  the  fibre  turned  until  the^ 
needles  swing  clear.  The  instrument  shotdd  then  be  placed  in 
such  a  position  that  the  top  needle  stands  as  nearly  as  pi^ssible 
over  the  zero  points.  It  should  then  be  carefully  leveled  by  the 
leveling  screws  attached  to  its  base  until  the  axis  which  connects 
the  two  needles  together  is  exactly  in  the  centre  of  the  hole  in 
the  scale  card  through  which  it  passes. 

This  adjustment  of  the  needles  is  much  facilitated  in  some 
galvanometers  by  maling  the  coils  movable  about  the  centre  of 
the  scale  card  by  a  rack  and  pinion,  or  a  handle  attached  direct 
to  the  coils.  The  final  adjustment  can  thus  be  made  without 
shaking  the  needles. 

RHEOSTATS  OR  RESISTANCE  COILa 

On  this  subject  Mr.  H.  R  Kempe  has  published,  in  the  Tele- 
graphic Journal,  some  remarks  which  state  the  facts  so  clearly 
that  we  a,re  induced  to  insert  them  here.     They  arc  as  follows : 

The  essential  points  of  a  good  set  of  resistance  coils  are,  that 
they  should  not  vary  appreciably  by  variation  of  temperature, 
and  that  they  should  be  accurately  adjusted  to  the  standard  units^ 
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SO  that  each  individual  coil  ^ill  test  according  to  its  marked 
value,  and  the  total  value  of  all  the  coils  equal  the  numerical 
sum  of  their  marked  values.  In  imperfectly  adjusted  coils  each 
individual  coil  may  apparently  test  correct,  yet  when  tested  all 
together  their  total  value  will  be  1  or  2  units  more  or  less  than 
,  their  numerical  value ;  because,  although  an  error  of  a  fraction 
of  a  unit  may  not  be  perceptible  in  testing  each  coil  individually, 
yet  the  accumulated  error  may  be  comparatively  large. 

The  wire  of  the  coils  is,  as  a  rule,  of  German  silver,  the  specific 
resistance  of  which  is  but  little  aflEected  by  variations  of  tempe- 
rature. The  wire  is  insulated  by  a  double  covering  of  silk,  and 
is  wound  double  on  ebonite  bobbins ;  the  object  of  the  double 
winding  being  to  eliminate  the  effects  of  self- induction.  When 
wound,  the  bobbins  are  saturated  with  hot  paraffin,  which  thor- 
oughly preserves  their  insulation,  preventing  the  silk  covering 
from  becoming  damp,  which  might  have  the  effect  of  short- 
circuiting  the  coils  and  thereby  reducing  their  resistance. 

The  small  resistances  are  made  of  thick  wire,  the  higher  ones 
of  thin  wire,  to  economize  space.  When  bulk  and  weight  is  of  no 
consequence,  it  is  better  to  have  all  the  coils  made  of  thick  wire, 
more  especially  if  high  battery  power  is  used  in  testing,  as  there 
is  less  liability  of  the  coils  becoming  heated  by  the  passage  of 
the  current  through  them. 

A  set  of  resistance  coils  generally  consists  of  a  number  of  coils 
of  such  values  that  any  resistance  from  1  to  10,000  can  be  ob- 
tained. One  arrangement  in  general  use  has  coils  of  the  follow- 
ing values:  1,  2,  2,  5, 10,  10,  20,  60, 100,  100,  200,  500,  1000, 
1000,  2000,  6000  ohms. 

Another  and  more  convenient  arrangement  is  the  following : 
1,  2,  3,  4,  10,  20,  80,  40,  100,  200,  800,  400,  1000,  2000,  8000, 
4000. 

With  these  numbers  any  particular  resistance  that  is  required 
to  be  inserted  can  be  seen  almost  at  a  glance. 

The  way  in  which  the  different  coils  are  put  in  is  shown  in 
fig.  534.  The  ends  of  the  several  resistances  c,  c,  c,  •  •  •  •  are 
inserted  between  the  brass  blocks  6,  i,  ft,  •  •  •  •   Any  of  the 
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coils  can  then  be  cut  out  of  the  circuit  between  the  first  and  last 
blocks  by  inserting  plugs  p  between  the  blocks,  as  shown,  which 
short  circuits  the  coils  between  them ;  thus,  if  all  the  plugs  were 
inserted,  there  would  be  no  resistance  in  circuit,  and  when  all  the 
plugs  were  out  all  the  coils  would  be  in  circuit 

There  are  various  ways  of  arranging  the  coils  in  sets ;  one  of 


Fig.  634. 

the  most  common  is  that  shown  in  fig.  585,  which  is  much  used 
in  submarine  cable  testing.  The  brass  blocks  here  shown  in 
plan  are  screwed  down  to  a  plate  of  ebonite  which  forms  the  top 
of  the  box  in  which  the  coils  are  enclosed.  The  ebonite  bobbins 
are  fixed  to  the  lower  surface  of  the  ebonite  top,  the  ends  of  the 
wires  being  fixed  to  the  screws  which  secure  the  brass  blocks. 
The  holes  in  the  middle  of  the  blocks  are  convenient  for  holding 
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Fig,  535. 

plugs  not  in  use.  It  will  be  seen  that  six  binding  screws.  A,  B, 
C,  D,  E,  F,  are  provided ;  when  we  only  require  to  put  a  resist- 
ance in  circuit,  the  screws  D  and  E  would  be  used  The  use  of 
the  other  screws,  and  of  the  movable  brass  strap  «,  will  be  ex- 
plained hereafter. 

In  using  a  set  of  resistance  coils  one  or  two  precautions  are 
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necessary.  First  of  all  it  is  necessary  to  see  that  the  brass 
shanks  of  the  plugs  are  clean  and  bright,  as  otherwise  the  inser- 
tion of  a  dirty  plug  will  not  entirely  cut  out  of  circuit  the  coil  it 
is  intended  to ;  it  is  a  good  plan,  before  commencing  to  test,  to 
give  the  plug  a  scrape  with  a  piece  of  sand  or  emery  paper,, 
taking  care  to  rub  oft  any  grains  of  grit  which  may  remain 
sticking  to  it  after  this  has  been  done. 

When  a  plug  is  inserted  it  should  not  be  simply  pushed 
into  the  hole,  but  a  twisting  motion  should  be  given  it  in  doing 
so,  so  that  good  contact  may  be  insured.  Too  much  force  should 
not  be  used,  as  the  ebonite  tops  may  be  thereby  twisted  off  in 
extracting  the  plugs.  Care  also  should  be  taken  that  the* neigh- 
boring plugs  are  not  loosened  by  the  fingers  catching  then^ 
during  the  operation  of  shifting  a  plug. 
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Pig.  536. 

Before  commencing  work  it  is  as  well  to  give  all  the  plugs  a 
twist  in  the  holes,  so  as  to  see  that  none  of  them  are  loose.  On 
no  account  must  the  plugs  be  greased  to  prevent  their  sticking, 
and  their  bi*ass  shanks  should  be  touched  as  little  as  possible 
with  fingers. 

A  useful  set  of  coils  for  general  purposes  is  that  shown  in 
outline  in  fig.  536.  The  general  arrangement  is  the  same  as  in 
fig.  535.  Two  keys,  however,  are  provided,  the  contact  point  of 
the  right  key  being  connected,  as  shown  by  the  dotted  line, 
with  the  middle  brass  block  of  the  upper  set  of  resistances,  the 
binding  screw  B'  at  the  end  of  the  key  corresponding,  in  fact, 
when  the  key  is  pressed  down,  with  the  binding  screw  B  shown 


Digiti 


ized  by  Google 


SIEMEKS'S  UNIVERSAL  GALVAKOMETBR.  951 

in  fig.  686.  In  like  manner,  the  binding  screw  A!  corresponds 
i^ith  the  binding  screw  A.  In  the  place  of  the  movable  piece  of 
brass  between  A  and  D  a  plug  marked  inf.  (infinity)  is  pro* 
vided,  which  answers  the  same  purpose.  An  infinity  plug  is  also 
placed  at  the  second  bend  of  the  coils  at  the  left  hand  of  the 
figure. 

When  we  require  simply  to  insert  a  resistance  in  a  circuit  we 
should  use  the  binding  screws  A'  and  E,  the  left  hand  key  being 
pressed  down  when  the  deflection  of  the  galvanometer  needle  is 
to  be  noted  The  current  can  thus  be  conveniently  cut  ofE  or 
put  on  when  required,  by  releasing  or  depressing  the  key.  Care 
should  be  taken  that  the  two  infinity  plugs  are  firmly  in  their 
places,  to  insure  their  making  good  contact  The  key  contacts 
should  be  occasionally  touched  with  emery  paper  or  a  very  fine 
file,  to  insure  their  connection  being  good. 

SIEMENS*S  UNIVERSAL  GALVANOMBTBB. 

Another  very  convenient  instrument  for  line  work,  and  one 
much  used  in  various  sections  of  the  country,  is  that  known  as 
Siemens's. 

It  consists  of  a  comparatively  sensitive  galvanometer,  which 
can  be  turned  in  a  horizontal  plane,  combined  with  a  Wheatstone 
bridge  and  three  resistance  coils  of  10, 100  and  1,000  units,  re- 
spectively. 

For  measuring  the  strength  of  a  current  the  instrument  is 
used  as  a  sine  galvanometer.  For  comparing  electro-motive 
forces  Professor  E.  du  Bois-Raymond's  modification  of  Poggen- 
dorffs  compensation  method  is  employed*  (See  page  275.) 
For  measuring  conducting  resistances  the  instrument  is  used  as 
a  Wheatstone's  bridge. 

The  unit  of  measurement  employed  with  this  instrument  is 
the  Siemens  mercury  unit  One  Siemens  unit  is  equal  to  .958 
ohm& 

Figure  587  shows  a  plan,  and  fig.  538  an  elevation  of  the 
instrument 

A  is  a  circular  plate  of  polished  wood,  supported  upon  three 
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leveling  screws,  bbb.  In  the  centre  of  A  a  metal  boss  is  inserted^ 
in  which  turns  the  vertical  pin  a,  which  carries  the  instrument 
This  pin  supports  the  instrument  firmly,  but  at  the  same  time 
allows  it  to  be  turned  freely  round  its  vertical  axis  in  its  hori- 
zontal position.  To  the  pin  a  is  attached  a  circular  disc  of  pol- 
ished wood  C,  having  a  groove  in  its  edge  for  the  reception  of 
the  insulated  wire  composing  the  standard  resistances.  The  disc 
C  has  a  projection  c  which  carries  the  four  insulated  terminals 
marked  I,  II,  III,  IV,  as  shown  on  fig  687.    The  terminals 


Fig,  537. 

marked  III  and  IV  can  be  connected  together  by  means  of  a* 
plug. 

Over  C  rests  a  somewhat  larger  disc  of  slate,  the  greater  part 
of  the  circumference  of  which  is  turned  to  a  true  circular  curve ; 
but  the  part  of  this  disc  which  is  immediately  above  the  projec- 
tion c,  on  the  lower  disc,  is  cut  oat  so  as  to  leave  a  gap.  This 
slate  disc  carries  in  its  centre  the  galvanometer  G,  and  in  front 
of  it  four  insulated  terminals,  h^  h^  h^  A4,  which  may  be  con- 
nected with  each  other  by  means  of  plugs,  and  to  the  ends  o£ 
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which  the  wires  of  the  artificial  resistances  are  connected,  as  shown 
in  fig.  539.  The  galvanometer  oSers  nothing  extraordinary  in  it& 
arrangement  It  has  an  astatic  needle  system  suspended  from  a 
cocoon  fibre,  and  is  wound  with  fine  wire.  The  needle  swings 
above  a  card  board  dial  divided  into  degrees ;  as,  however,  when 
using  this  instrument  the  deflection  of  the  needle  is  never  read 
off,  but  the  needle  instead  always  brought  to  zero,  two  ivory 
limiting  pins  are  placed  at  about  20  degrees  on  each  side  of  zero. 
The  cocoon  fibre  is  fastened  to  the  knob  K.     One  end  of  the 


Fig.  538. 

convolutions  of  the  galvanometer  wire  is  connected  to  terminal 
Aj,  on  the  slate  disc,  and  the  other  end  is  terminal  IV,  as  shown 
in  the  accompanying  diagrams. 

A  slight  groove  is  turned  in  the  edge  of  the  slate  disc,  and  in 
this  a  tightly  stretched  wire,  made  of  platinum  or  German  silver^ 
is  inserted  in  such  a  manner  that  about  half  its  diameter  pro- 
trudes beyond  the  slate.  The  ends  of  the  wire  are  soldered  to 
two  brass  plates,  I  and  Z^,  which  are  placed  at  the  angles  formed 
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by  the  sides  of  tlie  gap  in  the  slate  disc  The  plate  I  is  perrna 
nently  connected  by  a  thick  copper  wire  or  metal  strip  to  termi* 
nal  h^,  and  the  other  plate  l^  is  connected  in  a  similar  manner 
to  terminal  III. 

Slate  is  adopted  for  the  material  of  which  to  make  the  disc/ 
because  it  is  found  by  experience  to  be  the  material  which  is 
least  sensitive  to  variations  in  the  weather  or  temperature.  The 
slate  disc  is  graduated  on  its  upper  edge  through  an  arc  of  800 
degrees,  zero  being  in  the  centre,  and  the  graduations  figured  up 
to  150  on  each  side  at  the  terminals  I  and  l^  of  the  bridge  wire. 

On  the  arm  D,  which  turns  on  the  pin  a,  and  somewhat 
behind  the  handle  g,  there  is  a  small  upright  brass  arm  d  turning 
between  two  screw  points  r,  and  carrying  in  a  gap  at  its  upper 
end  a  small  platinum  jockey  pulley  tf,  turning  on  a  vertical  axis. 
This  pulley  forms  the  movable  contact  point  along  the  bridge 
wire,  against  which  it  is  kept  firmly  pressed  by  means  of  a  spring 
acting  on  the  arm  A  The  arm  D,  which  is  insulated  from  the 
other  parts  of  the  apparatus,  is  permanently  connected  with  the 
terminal  I.  On  the  top  oi  d  a,  pointer  Z  or  a  vernier  is  fixed, 
which  laps  over  the  upper  edge  of  the  slate  disc  and  points  to  the 
graduations. 

Fig.  539  represents  the  connections  to  be  made  when  using 
the  instrument  as  a  Wheatstone  bridge  for  measuring  conduct- 
ing resistances. 

The  needle  i  is  brought  to  the  zero  point  by  turning  the  gal- 
vanometer G  round  its  vertical  axis.  The  vernier  Z  is  brought 
by  the  handle  g  to  the  zero  point  of  the  large  scale  on  the  slate 
disc.  A  plug  is  inserted  between  terminals  III  and  IV.  Two 
of  the  holes  marked  10, 100  and  1000  are  to  be  plugged  and  one 
left  open,  according  to  the  extent  of  the  resistance  to  be  measured. 
10  or  100  must  be  left  open  if  the  resistance  is  small,  and  1000 
if  it  is  large.  The  two  ends  of  the  unknown  i-esistance  to  be 
measured  are  connected  to  II  and  lY,  Connect  the  -f-  pole  of 
a  battery  with  terminal  I  and  the  —  pole  with  11. 

The  lower  diagram  of  fig.  539  represents  the  modification  of 
the  Wheatstone  bridge  which  is  employed  in  this  instrument 
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The  proportion  between  the  unknown  resistance  x  and  the 
known  resistance  n,  when  the  deflection  is  read  off  on  the  side 
of  the  slate  disc  marked  A,  is  as  follows : 

150  + a 
re :  n  —  150  -|-  «  •  150 — a  or,  x ' — 


150— a 


Xn. 


When  read  off  on  the  B  side  of  the  disc, 

150  — a. 


x- 


:Xn. 


150  +  a' 
When  the  connections  have  been  made,  as  shown  in  fig.  589, 


Ff^.  639. 

the  needle  t  may  be  found  to  deflect  to  the  right  or  B  side 
of  the  instrument,  and  the  vernier  Z  may  then  be  pushed  by 
the  handle  g  also  to  the  B  side,  until  the  needle  is  brought 
to  zero ;  or  if  by  moving  the  vernier  to  the  B  side  the  de- 
flection is  increased,  the  vernier  Z  should  be  pushed  to  A 
side,  beyond  the  zero  of  the  large  scale,  and  until  the  needle  is 
brought  to  the  zero  point  of  the  small  scale.  K,  when  this 
is  done,  the  vernier  Z  stands  at  50' on  the  A  side  of  the 
large  scale,  and  at  the  same  time  at  n,  the  plug  is  out  which 
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puts   the   100   iinits  of  artificial   resistance    into   circuit,  the 
following  proportion  will  be  obtained : 

150  —  50  :  150  +  50  =  n :  X. 
200  X  100 


100 


.  200  units. 


K  the  needle  is  brought  to  zero  of  the  small  scale  while  Z 
stands  at  50°  on  the  B  side  of  the  large  scale,  and  the  100  unit 


Fig.  640. 

resistance  plug  is  removed,  the  following  proportion  will  be  ob- 
tained : 

150  -f  50  :  150  —  60  =  n  :  s, 

100  X  100 
X  =  — ^—  =  60  units. 
200 

For  measuring  the  strength  of  a  current,  or  the  quantity  which 
is  passing  over  a  conductor,  the  instrument  is  used  as  a  sine 
galvanometer.  Fig.  540  shows  the  connection  of  the  wires  for 
this  purpose. 
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The  needle  t  is  brought  to  0*^  of  the  small  scale  by  turning  the 
galvanometer  G  round  its  vertical  axia  The  vernier  Z  is 
brought  to  zero  of  the  large  scale  on  the  slate  disc  The  hole 
between  DI  and  IV  is  unplugged.  Plugs  are  inserted  in  10, 
100  and  1000.  Connect  one  pole  of  a  battery  to  II  and  put  the 
other  pole  to  earth.  Connect  the  line  to  IV.  The  galvanometer 
is  then  to  be  turned  in  the  same  direction  as  the  needle  is  deflected 
until  the  needle  coincides  with  the  zero  point  While  this  is 
being  done  the  large  scale  will  move  under  the  pointer  Z,  which 
must  be  left  stationary ;  the  sine  of  the  angle  indicated  by  Z  will 
then  give  the  value  proportionate  of  the  strength  of  the  current 

THE  DIFFERENTIAL   GALVANOMETER. 

The  difierential  galvanometer,  invented  by  M.  Becquerel,  is  a 
very  useful  and  convenient  instrument  The  needle  is  poised 
upon  a  pivot,  or  suspended  by  a  silk  fibre,  as  in  the  sine  and 
tangent  galvanometer,  but  instead  of  being  surrounded  with  a 
coil  composed  of  a  single  wire,  as  in  those  instruments,  the  coil 
is  formed  of  two  wires  exactly  equal  in  length,  size  and  conduc- 
tivity, wound  simultaneously  round  the  frame,  and  similarly 
situated  in  respect  to  the  needle.  When,  therefore,  opposite  and 
equal  currents  are  sent  through  each  of  the  wires  the  needle  re- 
mains at  zero,  the  current  which  passes  through  one  wire  exactly 
neutralizing  the  effect  of  that  which  passes  through  the  other. 
If  the  current  which  passes  through  one  half  of  the  coil  is 
stronger  than  that  which  passes  through  the  other,  the  balance 
will  be  destroyed,  and  the  needle  will  be  deflected  by  the 
stronger  current  with  a  force  equal  to  the  difference  in  the 
strength  of  the  two  currents. 

As  the  strength  of  an  electric  current  from  a  given  battery 
upon  similar  wires  is  inversely  proportional  to  their  length,  if  the 
current  from  a  battery  is  divided  between  two  such  wires  of 
imequal  length,  each  connected  to  one  of  the  wires  of  the  coil, 
the  shorter  wire  will  receive  a  greater  portion  of  the  current  than 
the  longer  one,  and  the  stronger  current  in  the  shorter  wire  will 
overcome  the  current  in  the  longer  wire  and  deflect  the  needle. 
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The  extent  of  the  deflection  will  be  proportional  to  the  difference 
in  the  length  or  conductivity  of  the  two  wires,  and  the  direction 
of  the  deflection  will  indicate  which  of  the  two  wires  is  the 
longest 

Fig.  541  represents  a  double  shunt  differential  galvanometer, 
manufactured  by  the  Western  Union  Telegraph  Company.     The 


iH^.  641. 

two  wires  forming  the  coil  which  surrounds  the  needle  are  indi- 
cated by  two  circular  parallel  lines,  one  circuit  extending  from 
4  to  B  and  the  other  from  3  t6  A.  These  wires  have  similar  re- 
sistances, and  are  situated  alike  respecting  the  needle,  so  that 
when  a  battery  is  connected  so  as  to  divide  its  current  between 
the  two  halves  of  the  coil,  no  visible  effect  is  produced  upon  the 
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needle,  the  current  from  3  to  A  tending  to  deflect  the  needle  to 
the  left,  while  that  from  B  to  4  tends  to  deflect  it  to  the  right ; 
and  since  both  forces  are  equal,  the  needle  remains  in  a  state  of 
equilibrium.  The  instrument  is  provided  with  two  shunts,  one 
for  each  half  of  the  coil  of  the  galvanometer,  so  that  either  one 
or  both  halves  of  the  coil  may  be  shunted  as  desired.  Each 
shunt  has  a  resistance  of  -^  of  half  of  the  coil,  so  that  when 
thrown  into  the  circuit  by  the  insertion  of  the  peg,  -^^f^  of  the 
current  passes  through  the  shunt^  and  only  y^  through  the  half 
of  the  coil  of  the  galvanometer. 

In  measuring  the  resistance  of  any  conductor,  both  ends  of 
which  are  at  hand,  the  connections  should  be  made  as  in 
the  diagram,  fig.  642. 

The  positive  pole  of  the  battery  is  connected  with  the  thumb- 
screw C,  and  the  negative  pole  with  Z  ;  one  terminus  of  the  ad- 
justable rheostat  with  3,  and  the  other  terminus  with  1.  The 
terminals  of  the  conductor  to  be  measured  are  connected  with  4 
and  2,  and  pegs  inserted  at  A  and  B.  Resistances  are  then  to 
be  inserted  between  1  and  3,  by  removing  pegs  from  the  rheostat 
until  the  resistance  in  circuit  1  and  3  equals  the  resistance  in  2 
and  4.  When  the  two  resistances  are  equalized,  and  the  key  is- 
depressed,  the  needle  remains  at  zero  of  the  scale.  If  the  resist- 
ance which  is  being  measured  is  greater  than  that  of  the  rheostat, 
the  current  in  circuit  1  and  3  will  be  stronger  than  that  in  2  and 
4,  and  the  needle  will  be  deflected  to  the  left ;  if  less  than  that  of 
the  rheostat,  the  current  in  circuit  2  and  4  will  be  stronger  than 
that  in  1  and  3,  and  the  needle  will  be  deflected  to  the  right 
When  the  needle  is  not  deflected  on  depression  of  the  key  the 
I'esistances.jare  equal,  and  the  sum  of  the  resistances  inserted  by 
the  removal  of  the  pegs  in  the  rheostat  is  equal  to  the  resistance 
which  is  being  measured. 

The  resistance  coils  of  the  rheostat  which  accompanies  the 
differential  galvanometer  contain  respectively  1,  2,  3,  4,  10, 
20,  30,  40,  100,  200,  300,  400,  1,000,  2,000,  3,000  and 
4,000  ohms,  the  sum  of  which  is  11,110  ohms,  and  is 
the  limit  of  measurement  by  the  above  plan.     When  higher 
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resistances  are  to  be  measured,  a  peg  should  be  inserted 
between  the  metallic  bar  3  and  the  disc  marked  -j-J^^,  the  other 
connections  remaining  as  before.  That  portion  of  the  current 
which  traverses  the  circuit  from  C  to  1  through  the  rheostat  will 
now  be  divided  into  two  parts,  -^^  traversing  the  shunt,  and  ^hf 
traversing  one  half  of  the  coil  of  the  galvanometer.  As  only 
y^  of  that  portion  of  the  current  which  passes  from  C  to  1  goes 
through  one  of  the  wires  of  the  galvanometer,  while  the  whole  of 


F[g,  642. 

that  portion  passing  from  C  to  2  passes  through  the  other  wire 
of  the  galvanometer,  it  is  necessary,  in  order  to  produce  equal 
effects  upon  th^  needle  and  to  maintain  its  equilibrium,  that  the 
current  in  the  circuit  extending  from  C  to  1  should  be  one  hun- 
dred times  strongei  than  in  that  from  C  to  2.  This  is  effected 
by  making  the  resistance  of  the  rheostat  one  hundred  times  less 
than  that  of  the  conductor  which  is  being  measured.    The  resist- 
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tince  of  the  coils  which  are  inserted  by  removing  the  pegs  from 
the  rheostat  must  then  be  multiplied  by  100,  in  order  to  get  the 
actual  resistance  of  the  conductor.  Resistances  as  high  as  a  mil- 
lion ohms  can  be  measured  by  this  method.  By  shunting  the 
opposite  side  of  the  coil  resistances  of  less  than  one  ohm  may 
be  measured  upon  the  same  principle 

In  measuring  insulation  resistances  exceeding  one  megohm 
(1,000,000  ohms)  the  following  plan  may  be  used :  Connect  the 
line  to  4,  and  the  positive  pole  of  the  battery  to  8,  the  negative 
pole  being  grounded ;  insert  pegs  at  A  and  B,  and  observe  the 
deflection,  which  should  not  exceed  40.  Remove  the  line  wire 
and  insert  one  end  of  a  resistance  coil  whose  opposite  end  is 
grounded.  Shunt  the  galvanometer  by  inserting  plugs  on  both 
sides,  and  reduce  the  number  of  cells  in  the  battery  to  one  tenth 
of  the  original  number.  Then  vary  the  resistance  coils  so  as  to 
reproduce  the  same  deflection  as  before,  by  causing  the  same 
-quantity  of  electricity  to  pass  through  the  galvanometer,  and  the 
resistance  of  the  line  will  be  found  by  multiplying  the  number 
of  ohms  unplugged  in  the  rheostat  by  100  X  10,  or  one  thou- 
sand, the  joint  diminution  of  the  current  passing  through  the 
coil  of  the  galvanometer  by  the  shunts  and  the  reduction  of  the 
battery. 

CONDUCTIVITY  TESTS  BY  DIFFERENTIAL  GALVANOMETER. 

In  testing  a  telegraph  wire  for  resistance  to  conductivity,  when 
the  atmosphere  is  dry  and  there  is  no  escape,  the  connections 
should  be  made  as  in  fig,  548.  The  positive  pole  of  the  battery 
is  connected  to  thumbscrew  C  and  the  negative  pole  grounded. 
A  ground  wire  is  attached  to  the  thumbscrew  Z,  which  is  con- 
nected  by  a  wire  with  1.  One  end  of  the  rheostat  is  connected 
with  8  and  the  other  end  with  1,  One  end  of  the  wire  to  be 
measured  is  connected  with  thumbscrew  4  and  the  distant  end 
is  grounded.  When  pegs  are  removed  from  the  rheostat  until 
the  needle  of  the  galvanometer  remains  at  zero  unaffected  by  the 
closing  of  the  key,  the  resistance  of  the  wire  will  be  equal  to  the 
resistance  unplugged  in  the  rheostat     To  ascertain  the  mileage 
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resistance  of  the  wire  its  total  resistance  must  be  divided  by  it& 
length  in  miles.  Thus,  if  the  total  resistance  of  the  wire  is  4,000 
ohms,  and  its  length  250  miles,  the  mileage  resistance  will  be 
4,000  -f-  250  =  16  ohms. 

In  testing  for  resistance  to  conductivity  in  this  manner,  care 
must  be  taken  to  ascertain  whether  there  is  any  escape  of  the 

BOttryaodButb. 


^.643. 

current,  or  mixture  with  other  currents,  arising  from  imperfect 
insulation,  for  if  there  is,  the  resistance  of  the  circuit  will  be 
diminished  and  the  wire  will  apparently  be  a  better  conductor 
than  it  actually  is.  Thus,  if  upon  a  wire  whose  mileage  resist- 
ance is  16  ohms,  one  quarter  of  the  current  escapes  from  defec- 
tive insulation,  the  apparent  resistance  of  the  wire  by  this 
measurement  would  be  reduced  to  12  ohms. 

Sometimes,  when  a  wire  is  tested  for  resistance  in  the  above 
described  manner,  the  results  are  interfered  with  by  earth  cur- 
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Tents,  which  increase  or  diminish  the  testing  current.  K  the 
earth  currents  are  not  very  strong,  and  are  without  variation,  an 
accurate  test  of  the  wire  can  be  obtained  by  taking  the  mean  of 
measurements  made  with  +  and  —  currents,  or  the  deflection 
of  the  galvanometer  needle  produced  by  the  earth  current 
may  be. taken  as  the  zero  of  the  instrument  instead  of  0  of  the 
scale. 

In  measuring  the  resistance  of  a  wire  which  is  imperfectly  in- 
sulated, or  where  it  is  one  of  several  on  the  same  set  of  poles,  it 
is  best  to  make  a  loop  by  connecting  it  at  the  distant  station 
without  ground,  to  another  wire  extending  between  the  same 
places.  The  termini  of  the  loop  are  then  connected  with  the 
galvanometer  at  2  and  4,  as  in  fig.  542.  The  ground  wire  is  re- 
moved from  the  battery,  and  the  negative  pole  connected  with 
thumbscrew  Z. 

The  mileage  resistance  is  obtained  by  dividing  the  total  resist- 
ance of  the  loop  by  the  number  of  miles  of  wire  which  is  em- 
braced in  it.  Unless  there  is  an  escape  upon  both  wires  used  in 
forming  the  loop  this  method  will  give  reliable  results.  If  there 
are  three  or  more  wires  running  to  the  distant  station,  the  measure- 
ment can  be  made  with  still  more  accuracy  by  the  following 
method :  After  one  loop  has  been  tested,  substitute  a  third  wire 
in  place  of  a  second  in  the  loop  and  make  another  test ;  and  then 
substitute  the  second  wire  in  place  of  the  first,  and  test  again. 
Thus,  for  example,  if  the  resistance  to  conduction  of  wires  Nos. 
1,  2  and  8  is  wanted,  connect  at  the  distant  station  first  Nos.  1 
and  2  and  measure  the  resistance  of  the  loop  so  formed.  Then 
connect  Nos.  I  and  8  and  measure  the  loop  embracing  those 
wires.  Then  connect  Nos.  2  and  8  and  measure  their  resistance. 
The  resistance  of  each  of  the  three  conductors  can  then  readily 
be  obtained  from  these  figures.  Thus,  suppose  that  Nos.  1  and 
2  looped  together  measure  6,000  ohms,  Nos.  1  and  8  measure 
7,000  ohms,  and  Nos.  2  and  8  measure  8,000  ohms ;  by  adding 
together  the  resistance  of  the  first  two  loops,  and  subtracting  the 
resistance  of  the  third,  and  dividing  the  remainder  by  2,  the  re- 
sistance of  No.  1  is  found  to  be  2,500  ohms.    [6,000  +  7,000= 
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13,000  —  8,000  =  5,000  -^  2  =  2,500.]  Subtracting  this  from 
6,000,  the  resistance  of  No.  2  wire  is  found  to  be  8,500,  and  sub- 
tracting the  latter  amount  from  8,000  gives  4,500  ohms  as  the 
I'esistance  of  No.  8. 

The  advantages  arising  from  this  mode  of  testing  are  that  all 
interferences  from  extraneous  currents  and  inaccuracies  due  to 
imperfect  ground  wires,  as  well  as  to  escapes  and  earth  currents, 
are  eliminated. 

TESTING  FOR  FAULTS  BY  THE  DIFFERENTIAL  GALVANOMETER. 

We  will  now  consider  some  of  the  methods  employed  in  test- 
ing for  the  location  of  faults. 

When  a  line  becomes  grounded  the  fact  is  generally  made 
known  by  the  consequent  increase  of  the  strength  of  current  upon 
the  line ;  or,  if  the  ground  is  very  distant,  by  the  decrease  of 
current  In  such  cases  the  position  of  the  fault  may  be  found 
in  the  following  manner : 

One  pole  of  the  battery  at  station  I  (fig.  544)  is  connected  to 
the  junction  .of  the  two  coils  of  a  diflEerential  galvanometer  D  G, 
the  opposite  pole  being  to  earth.  The  galvanometer  is  also 
connected  by  one  of  its  coils  to  the  line  L,  by  the  other  to  the 
rheostat  B,  also  to  earth,  and  the  end  of  the  line  at  station  11 
is  insulated. 

Let  us  suppose  the  escape  or  ground,  having  a  resistance  W, 
to  be  at  N,  and  that  the  resistance  of  the  line  from  the  fault  N 
to  the  two  stations  are  respectively  x  and  y.  If  we  so  adjust  the 
rheostat  R  that  the  needle  of  the  galvanometer  remains  at  zero, 
it  is  evident,  calling  the  inserted  or  unplugged  resistances  R, 
that  X  -+-  w  =  R,  (1) 

and  if  the  line  makes  perfect  contact  with  the  ground  at  N,  so 
that  W=  0,  then  ^^^ 

or  the  resistance  is  directly  as  the  length  of  the  portion  meas- 
aired. 

If,  on  the  contrary,  the  fault  at  N  presents  a  certain  resist- 
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«nce,  the  measurement  must  be  repeated  from  the  other  station, 
by  which  we  find  the  value, 

y+W=Ri;  (2) 

and  combining  this  with  the  first  equation,  we  have 

a;  +  y  +  2  W  =  R  +  Bj  (3) 

If  now  we  indicate  the  known  resistance  (x+y)  of  the  entire 
line  by  L,  then 

L  +  2W=R  +  Ri 

whence  w  =  r  +  r,  —  L  (4) 

2 

Substituting  this  value  of  W  in  the  first  equation,  we  find  that 
of  X  to  be 

X  =  R  —  (R+R^— L)  =  ^  (R  —  R,  +  L).  (6) 

2 

In  the  same  manner  the  value  of  y  is  found  to  be 

y  =  i(Ri-R  +  L). 
Si, 


J** 


1^ '—^-^ 

Fig.  644. 

As  a  general  thing  x  +  y  will  be  a  little  less  than  L,  in  conse- 
quence of  the  slight  leakage  at  the  various  points  of  support 
On  this  account  the  values  obtained  by  measurement  and  calcu- 
lation will  usually  be  somewhat  too  small,  the  actual  fault  being 
somewhere  between  the  distances  indicated  by  x  and  y. 

With  the  Western  Union  (Company's  galvanometer  the  con- 
nections for  this  test  are  made,  as  in  fig.  545. 

The  following,  sometimes  called  Blavier's  formula,  may  also 
be  employed  for  finding  the  distance  to  the  fault  in  a  single  wire 
when  measurements  are  made  from  one  end  only  of  the  line : 
a  =  R,  —  v/  R|  —  Ri  R,  +  RR,—  RR, 

In  this  formula  R  represents  the  resistance  of  line  when  per- 
fect; R^  the  resistance  with  distant  end  insulated;  and  B,  the 
same  with  distant  end  to  earth. 
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The  above  will  be  more  fully  considered  under  the  head  of 
cable  testing,  where  additional  information  on  what  is  known  aft 
the  loop  test  will  also  be  given,  the  latter  being  barely  more  than 
referred  to  below,  when  speaking  of  the  measurements  made  by 
the  differential  galvanometer. 

When  the  line  is  broken  and  the  ends  at  the  break  are  insu- 
lated, the  relay  no  longer  remains  closed ;  if,  however,  a  galvan- 

Buth.  Battery  and  Earth. 


Fig.  646. 

ometer  is  placed  in  circuit,  and  contact  is  made  between  the 
battery  and  line,  a.  momentary  deflection  of  the  needle  takes 
place,  provided  the  line  is  well  insulated  and  not  too  short 
This  is  caused  by  the  charging  of  the  line,  and  the  deflection 
becomes  greater  as  the  distance  to  the  fault  increases.  If  we 
now  disconnect  the  battery  and  put  tiie  line  to  earth  through  the 
galvanometer,  the  needle,  meanwhile,  having  returned  to  zero,  a 
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deflection  in  the  opposite  direction  takes  place,  and  the  line  is 
discharged.     (See  Chap.  XXIV.) 

As  we  have  already  remarked,  the  charge  and  discharge  of  a 
line  act  on  the  needle  of  the  galvanometer  in  accordance  with 
the  same  law  that  regulates  the  swing  of  a  pendulum  when  the 
latter  is  influenced  by  a  sudden  blow ;  that  is,  the  moving  force 
is  proportioned  to  the  sine  of  half  the  angle  of  deflection.  Con- 
sequently, if  we  have  previously  ascertained  the  value  of  the 
discharge  for  given  lengths  of  line,  and  employ  a  known  battery 
power  and  the  same  galvanometer,  we  have  the  means  of  deter- 
mining the  distance  to  the  break  with  reasonable  exactness. 

If  several  wires  are  placed  on  one  set  of  poles,  and  one  of  them 
is  broken,  it  generally  makes  contact  witJi  one  or  more  of  the 
others,  forming  what  is  technically  termed  a  cross.  When  this 
is  the  case,  and  we  are  certain  that  the  wires  do  not  make  con- 
tact with  the  earth,  the  distance  to  the  fault  may  be  found  in  the 
following  manner : 

Both  wires,  L  and  L',  are  disconnected  and  insulated  at  the 
next  available  station  beyond  the  fault,  and  a  differential  galvan- 
ometer is  inserted  between  line  L  and  rheostat  and  a  battery 
placed  between  the  galvanometer  and  line  L,  as  shown  in  figure 
542,  in  which  L  is  connected  to  the  screw  4  and  L'  to  the  screw  2. 

The  rheostat  is  then  adjusted  so  that  the  needle  of  the  galvan- 
ometer stands  at  zero.  We  then  have,  if  we  retain  the  same 
signification  for  the  letters  as  before, 

a  +  «=2aj=:R, 

whence  r 

~   2 

It  frequently  happens  that  the  wires  are  of  different  gauges, 
and  consequently  of  different  mileage  resistance ;  in  this  case  f 
will  not  give  the  true  value  of  x.  This,  however,  may  be  found 
if  we  know  the  ratio  of  the  resistance  between  the  wires.  For 
-example,  suppose  that  the  mileage  resistance  of  one  wire,  L,  to 
be  10  ohms,  and  that  of  the  other,  L',  16  ohma  Then  a  +  ^  =■  I^i 
or  sj—  K  —  x,  and,  since  the  distance  is  the  same  by  both  wires, 

« :  a  =  16  :  10 
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whence  z=%'.  If,  now,  we  combine  the  two  equations,  we  find 
for  the  distance  to  the  fault  measured  by  the  unbroken  wire, 

5R 

X  = miles. 

13  X  10 

This  test  also  gives  us  the  location  of  the  fault  when  one  wire  is 
in  metallic  contact  with  another  and  neither  are  broken.  When, 
however,  a  resistance,  W,  of  some  magnitude  is  actually  present 
at  the  point  of  contact,  the  test  must  be  repeated  from  statioa 
II ;  we  then  have. 

From  the  measurement  made  at  station  I, 

R  =  2  oj  4-  W  j  supposing  the  wires  to  be 
and  at  station  IF,  R,=2^-i-'W'i       of  the  same  gauge. 

The  sum  of  these  is  R  +  Ri  =  2  (a;  -h  y)  4-  2  W. 

Replacing  a;+y  by  the  equivalent  value  L,  we  find 

E+R,  —  2L 

and  substituting  this  in  the  former  equation,  we  have 

R_-R   _|_2L 

X  =    LJL 

R,  —  R+2L 


and 


y  =  ■ 


The  following  is  still  another  and  a  preferable  way,  inasmuch 
as  it  is  not  influenced  by  the  resistance  of  the  fault : 

Disconnect  one  of  the  wires  at  the  distant  station  and  ground 
the  other.     Then  connect  the  battery,  galvanometer  and  rheostat. 
to  the  wires  at  the  home  station,  in  the  manner  shown  in  figure 
546,  and  adjust  the  resistance  R  and  r  until  balance  is  obtained. 
We  shall  then  have  the  proportion 

ex:  dx  =1  r  :  Rf 

and  if  the  whole  resistance  of  the  line  cd  is  known,  the  distance 

from  A  to  the  fault  is 

r 
ex  =  cd . 

R  +  r 

A  differential  galvanometer  is  not  needed  in  this  method.     Any 
single  coil  galvanometer  will  serve  equally  well. 
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It  sometimes  happens  that  one  or  more  of  the  wires  may  be 
grounded  and  crossed  at  the  same  time.  In  most  cases  of  this 
kind,  however,  the  fault  may  be  located  when  the  measurements 
are  made  in  accordance  with  one  of  the  methods  just  given.  It 
is  assumed,  in  these  cases,  that  the  possibility  exists  of  exchang- 
ing signals  between  the  stations  on  opposite  sides  of  the  fault 

LOCATING  FAULTS  IN   UNDERGROUND  WIRES. 

When  underground  lines  are  laid  in  trenches  from  two  to  four 
feet  deep,  they  are  much  less  subject  to  injury  than  land  lines. 
In  the  case  of  a  break  in  such  wires,  when  the  line  is  com- 
paratively short,  the  position  of  the  fault  may  be  found  in  the 
following  manner : 

One  end  of  the  line  is  insulated  and  the  other  connected  to  a 


Fiff.  646. 

powerful  battery;  about  half  way  between  the  two  ends  the 
gutta  percha  covering  is  pierced  with  a  needle,  so  that  the  latter 
makes  contact  with  the  metallic  conductor,  the  tongue  is  then 
placed  against  the  needle.  If  a  burning  sensation  is  felt,  the 
fault  is  still  farther  distant  from  the  battery  end,  and  the  test 
must  be  repeated  until  the  current  is  no  longer  tasted ;  in  this 
way  the  location  of  the  fault  is  reduced  to  narrow  limits  and 
soon  found.  The  pierced  gutta  percha  must  be  carefully  mended 
again  before  it  is  left 

If  the  line  has  become  leaky  on  accoxmt  of  damage  to  the 
gutta  percha  covering,  causing  more  or  less  escape,  the  fault  may 
be  found  from  Siemens*s  method  by  calculating  as  follows  : 

Referring  to  fig.  547,  suppose  there  is  an  escape  or  ground  on 
the  line  a  6  at  N,  as  represented  by  the  dotted  lines,  ascertain 
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first  the  resistance  of  the  batteries  B  and  B^,  and  also  that  of  the 
galvanometer  G  and  O  ^ ;  the  latter  must  be  comparable  with  each 
other. 

Second.  The  resistance  of  the  wire  from  the  battery  to  the 
ground  plate  E. 

TTiird.  The  resistance  of  the  earth.  All  of  these  measure- 
ments should  be  expressed  in  similar  units. 

Now  let  X  and  y  represent  the  resistances  of  the  conductor 
from  aiob;m  the  sum  of  the  resistances  at  a  of  the  galvanometer 

I  ° 

A X N 7 b 


Fig.  647. 

G,  the  battery  B  and  conductor  to  earth  E,  including  also  the 
earth's  resistance,  and  let  n  represent  the  sum  of  the  end  &,  and  « 
the  resistance  of  the  fault 

Let  us  further  suppose  that  S  and  S^  represent  the  strength 
of  current  measured  on  the  galvanometer  G  and  G^  at  a  and  6, 
when  battery  B  is  alone  in  circuit,  battery  B  ^  being  replaced  by  a 
wire  equal  to  it  in  resistance,  and  let  8  and  a^  represent  the 
strength  of  current  when  battery  B^  is  in  circuit  and  B  replaced 
by  an  equivalent  resistance. 

Now,  according  to  Kirchhoffs  law  (page  209)  the  sum  of  the 
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^products  of  the  currents  and  resistances  in  any  closed  conducting 
circuit  is  equal  to  the  sum  of  all  the  electro-motive  forces  in  cir- 
cuit ;  consequently,  if  the  battery  B^  is  taken  out  and  B  retained 
in  circuit,  there  will  be  no  electro-motive  force  in  the  figure  N  b 
E^  2  N ;  the  current  S,  however,  has  an  opposite  direction  at  N  2 
to  Si,  as  shown  by  the  arrows ;  we  will,  therefore,  have  for  the 
figure  N  i  E^  a  N. 

Si  y  +  Si  n  4-  S|  a  —  S  a  =  0, 
or 

s  =-Al— 

*       y  +  »  4-  • 
and 

8    _  y  +  »  +  « 
S,  z 

whence,  also, 

8  — S|       y  +  n 
S,       "       z 

In  the  same  manner,  when  B  is  cut  out  and  B^  placed  in  circuit, 
we  find  s  —  81      x  +  m 

8      ~'       Z 

and  dividing  this  latter  equation  by  the  former,  we  have 

x-\-  m  ^  (8  —  g,)  Si 
y  4-  n  •"  (S  —  S,)  » 

Now,  as  the  sum  of  a;  +  y»  the  resistance  of  the  entire  line,  ia 
known,  either  xot  y  ma.j  be  determined  separately,  and  thereby 
the  location  of  the  fault  be  made  known.  The  preceding  method, 
however,  is  only  applicable  when  there  is  but  a  single  fault  In 
order,  therefore,  to  satisfy  ourselves  that  but  a  single  one  exists, 
we  must  insert  a  known  resistance  at  one  end  of  the  line  and  re- 
peat the  test  If  the  result  shows  the  defect  to  be  at  the  same 
point  as  indicated  by  the  previous  test,  we  may  be  sure  there  is 
but  one  fault 

It  will  be  obvious  that  these  measurements  may  be  made  with 
a  difierential  galvanometer  and  rheostat,  proceeding  in  the  manner 
indicated  on  page  918. 

When  there  are  several  faults  in  the  line  the  calculations 
become  complicated,  and  the  results  are  no  longer  sufficiently 
accurate  to  be  of  much  practical  value ;  in  such  cases  it  is  better 
to  test  the  faults  separately  from  different  stations. 
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'        THE   MEASUREMENT  AND  TESTING  Or  SUBMARINE   CABLES. 

There  are  several  different  methods  available  for  testing 
cables,  the  comparative  advantages  of  which,  in  any  particular 
case,  depend  very  much  upon  circumstances.  One  method  may 
be  especially  well  adapted  to  certain  tests,  and  at  the  same  time 
unsuitable  for  others ;  or,  again,  we  may  be  restricted  to  parti- 
cular methods  by  the  nature  of  the  instruments  at  hand. 

As  a  general  thing  either  the  Wheatstone  bridge  or  a  differen- 
tial galvanometer  is  employed ;  when,  however,  the  problem  is 
one  involving  the  measurement  of  very  high  insulation  resistance, 
recourse  is  usually  had  to  the  method  of  deflections.  If  the 
mirror  or  other  very  sensitive  galvanometer  is  used  for  this  pur- 
pose, the  constant  of  the  instrument  must  be  taken.  This  is  done 
in  the  same  manner  as  that  indicated  for  the  tangent  galvan- 
ometer when  treating  of  land  lines  (page  897).  We  should 
add,  also,  concerning  this  proceeding,  that  on  account  of  the 
extreme  sensibility  of  the  mirror  instrument,  it  is  necessary  to 
employ  a  shunt  with  it,  and  to  make  the  sum  of  all  the  re- 
sistances in  circuit  equal  to  10,000  ohms.  The  constant  will 
then  be  the  product  of  three  factors — the  deflection,  the  mul- 
tiplying power  of  the  shunt  and  10,000,  and  this  divided  by 
the  deflection  obtained  with  any  insulating  substance  in  cir- 
cuit, or,  if  another  shunt  is  used,  by  the  product  of  the  shunt 
and  deflection,  gives  the  resistance  sought  in  ohms. 

In  the  above  we  have  assumed,  as  is  usual  in  practice,  that 
the  resistances  of  the  battery  and  galvanometer  are  small 
compared  with  the  resistance  to  be  measured,  whether  of  in- 
sulation or  conductivity.  "When  this  is  not  the  case,  and  great 
accuracy  is  desired,  it  becomes  necessary  to  take  these  resis- 
tances into  account     The  correct  formula  for  such  cases  is 


;  =  R  ^  n  (  1  +  -  )—  (G  +  r)  ohma. 
di      \  s  / 
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Where  x  represents  the  unknown  and  E  the  known  resist- 
ances, n  the  number  of  cells  used  with  the  unknown  resistance 

in  circuit,  i  +—  the  multiplying  power  of  the  shunt,  and  G 

and  r  the  resistances  of  the  galvanometer  and  cell  respectively ; 
d  represents  the  deflection  with  the  shunted  galvanometer,  R  ohms 
resistance,  and  one  cell  battery  in  circuit,  and  d^  the  deflection  ob- 
tained when  the  circuit  includes  n  cells,  the  galvanometer  and 
the  unknown  resistance. 

Insulation  tests  are  always  made  after  the  current  has  been 
allowed  to  flow  into  the  cable  for  a  definite  time,  usually  one 
minute.  Unless  some  systematic  understanding  of  this  kind 
were  adopted  no  comparable  measurement  could  be  obtained,  as 
the  variation  caused  by  absorption  greatly  influences  the  result. 

During  the  laying  of  a  cable,  and  before  the  vessel  containing 
it  puts  to  sea,  some  definitely  arranged  plan  of  proceeding  should 
be  agreed  on,  and  the  details  thoroughly  understood  both  on  ship 
and  on  shore.  The  measures  suggested  by  Siemens,  which  bear 
directly  upon  this  point,  may  be  summarized  as  follows  : 

One  end  of  the  cable  is  taken  ashore  and  carried  to  the  cable 
hut  or  station,  where  it  is  connected  to  a  commutator  clock.  The 
latter  is  arranged  in  such  a  manner  that  the  measuring  and 
speaking  apparatus  are  placed  in  circuit,  and  the  conductor  insu- 
lated and  put  to  earth  automatically  for  definite  intervals  of  time  ; 
these  succeed  each  other  in  regular  order.     Similar  arrangements 
are  also  made  on  board  ship,  and  the  measurements  repeated 
on  shor&     The  results  are  then  exchanged  and  testing  goes  on 
again  as  before.     The  clocks  must  necessarily  be  in  accord,  and 
the  intervals  of  time  be  arranged  with  exactness.     The  measure- 
ments, also,  should  be  made  expeditiously  and  with  care,  and 
the  least  possible  time  occupied  in  exchanging  results,  so  that 
should  a  fault  occur  while  the  shore  tests  are  being  made,  the 
ship  will  not  have  paid  out  cable  unnecessarily.     When   the 
measurements  made  on  ship  differ  considerably  from  those  made 
on  shore,  it  is  an  indication  that  a  fault  exists  somewhere  in  the 
cable.     In  such  cases  the  ship  should  be  stopped  immediately 
and  the  fault  located. 
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A  method  of  continuous  testing  has  been  devised  by  Mr.  Wil- 
lough  by  Smith,  which  has  some  decided  advantages  over  the  one 
just  described.  The  principal  one  of  these  consists  in  allowing 
the  electricians  on  board  to  observe  the  condition  of  the  insula- 
tion uninterruptedly.  At  the  same  time  correspondence  between 
ship  and  shore  can  be  maintained  at  pleasure.  The  system  will 
be  readily  comprehended  by  reference  to  fig.  548. 

The  end  a  of  the  cable  on  shore  is  connected  to  a  very  great  re- 
sistance, E,  and  the  front  contact  of  a  manipulating  key,  K.  The 
resistance,  K,  which  may  be  of  selenium  or  of  gutta  percha,  has  a 
resistance  of  20  or  SO  million  ohms ;  its  opposite  end  ia  connected 
through  the  mirror  galvanometer  G  to  earth.  A  condenser  e  is 
inserted  between  the  lever  of  the  key  and  earth. 


JFSg,  548. 

On  ship,  the  end  h  of  the  cable  is  connected  permanently  with 
a  mirror  galvanometer  S,  and  battery  of  100  cells  to  earth.  The 
current  of  this  battery  causes  a  steady  deflection  of  S,  due  prin- 
cipally to  the  leakage  through  the  insulation,  and  of  G  on  shore, 
due  to  the  passage  of  the  current  through  R  These  deflectiong 
are  observed  and  recorded  every  five  minutes. 

Continuity  is  observed  on  shore  by  the  ship  changing  the  direc- 
tion of  the  current  every  fifteen  minutes,  which  causes  the  deflec- 
tions of  G  to  be  reversed. 

Insulation  on  board  is  measured  by  the  deflection  of  S,  the  resist- 
ance of  K  being  too  great  to  interfere  with  the  result  Insulation 
on  shore  is  observed  by  measuring  the  potential  at  R.  This  is 
done  every  five  minutes  by  measuring  the  discharge  from  a  The 
key  is  pressed  down  for  ten  seconds,  putting  c  to  line ;  it  is  then 
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released,  and  the  discbarge  measured  upon  the  mirror  galvano- 
meter g,  and  the  result  communicated  to  the  ship. 

Speaking  through  the  cable  without  interfering  with  the  insula- 
tion test,  is  done  by  making  B  in  the  form  of  a  condenser,  and 
inserting  a  similar  condenser  between  the  end  b  and  galvanometer 
S.  Then,  if  cither  ship  or  shore  charge  the  outside  plates  with 
-|-  or  —  electricity,  a  corresponding  impulse  will  be  transmitted 
through  the  cable,  and  be  indicated  upon  the  galvanometer! 
although  no  electricity  really  enters  or  leaves  the  cable.  By 
making  the  slight  sudden  deflections  which  are  thus  produced  to 
the  right  hand  and  left  hand  represent  respectively  dots  and 
dashes,  a  continued  and  speedy  correspondence  may  be  kept  up 
during  the  testing. 

In  the  case  of  a  break  in  a  comparatively  long  cable,  which  is 
more  or  less  liable  to  occur  during  the  paying  out,  it  may  happen 
that  the  percha  closes  completely  over  the  ends  of  the  conductor 
and  thereby  preserves  the  insulation.  In  such  cases  the  only 
way  to  determine  the  location  of  the  fault  is  by  comparing  the 
static  capacity  of  the  separate  portions  with  the  average  knot 
capacity  of  the  cable.  This  might  be  done  approximately  by 
charging  the  cable  from  both  ends  with  like  battery  power,  and 
noting  the  discharge  currents  by  means  of  comparable  galvan- 
ometers. For  example,  suppose  that  I  and  l^  represent  the  two 
lengths  on  each  side  of  the  break,  and  that  or  and  a^  are  the  respect- 
ive angles  of  deflection,  as  shown  by  the  galvanometers.  Then 
we  should  have 

I  :  l^  ^  sin.  a :  sId.  a^ 

(see  page  885),  from  which  I  and  l^  could  be  easily  determined, 
since  Z  +  ^u  ^^^  entire  length  of  the  cable,  is  knovn.  Formerly 
such  tests  were  made  with  very  sensitive  galvanometers,  but  the 
results  were  not  found  to  be  comparable  with  any  degree  of 
safety. 

The  best  results  from  capacity  measurements  are  obtained 
when  comparison  is  made  with  a  standard  condenser,  for  which 
purpose  the  bridge  system,  as  arranged  by  De  Sauty,  is  admirably 
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adapted,  though  the  differential  galvanometer  and  direct  deflec- 
tion methods  are  employed  to  a  considerable  extent 

De  Sautj  makes  the  cable  and  a  standard  condenser  take  the 
place  of  the  resistances  in  two  sides  of  the  bridge,  as  shown  in 
figure  649. 

When,  therefore,  balance  is  obtained,  we  have 

A     «  ^A 

B=o^^^  =  ^B 

C  and  X  being  the  respective  capacities  of  the  condenser  and 
cable. 

Sir  William  Thomson  has  called  attention  to  the  fact  that, 
while  this  method  is  an  excellent  one  for  short  lengths,  it  is  not 

c 


EARTH 


i^.  649. 

applicable  to  long  submarine  cables,  on  account  of  the  manner 
in  which  the  currents  concerned  in  it  are  influenced  by  the 
inductive  retardation.  For  this  reason  he  prefers  a  modification 
of  the  system  which  renders  it  equally  applicable  to  long  and 
short  cables.  An  arrangement  of  this  kind  is  shown  in  fig.  660, 
and  the  following  reference  will  explain  the  manner  of  em- 
ploying it: 

The  two  condensers  (or  condenser  and  cable)  c  C,  to  be  com- 
pared, are  put  in  series ;  that  is,  one  plate  of  the  condenser  c, 
which  we  will  call  its  second  plate,  is  put  in  connection  with  one 
plate  of  condenser  C,  in  this  case  armor  of  cable,  which  we  will 
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call  its  first  plate.  The  first  plate  of  condenser  c  will  be  called 
a,  the  connected  second  plate  of  c  and  first  plate  of  0  will  be 
called  I  and  the  second  plate  of  0  will  be  called  a'.  Join  a  and 
a'  in  metallic  connection  through  a  wire,  a  Ba',  of  not  less  than 
several  thousand  ohms  resistance,  and  let  B,  a  point  in  this  line 
of  conduction,  be  put  in  connection  with  one  terminal  of  an 
electrometer  or  galvanometer,  the  other  terminal  of  which  is  to 
to  be  occasionally  connected  with  6,  by  a  make  and  break  key, 
M.  To  commence,  make  and  break  contact  at  M  several  times, 
not  too  rapidly,  and  observe  the  effect  on  the  indicator,  whether 
electrometer  or  galvanometer.  Then,  with  contact  at  M  broken, 
establish  a  difference  of  potentials  between  a  and  a'  by  means  of 
a  battery,  and  after  time  has  been  allowed  for  electric  equili- 


Fig.  550. 

brium  between  c  and  C,  make  contact  at  M,  and  keep  it  made 
for  a  suflicient  time.  Then  break  contact  at  M  and  reverse  the 
battery  poles  between  a  and  a',  after  which  allow  suflicient  time 
for  the  reestablishment  of  electric  equilibrium  between  c  and  C, 
and  make  contact  at  M  again.  The  ratio  of  the  resistances,  B 
R\  between  a  and  B,  and  between  B  and  a'  must  be  adjusted 
by  varying  one  or  both  of  them  until  the  effect  of  making  con- 
tact at  M  is  the  same  with  successive  reverse  applications  of  the 
battery  to  a  and  a\  (This  effect  will  generally  be  zero,  in  labo- 
ratory and  factory  tests;  but,  because  of  earth  currents,  not 
exactly  so  in  a  submerged  cable.)  "When  the  adjustment  has 
been  satisfactorily  made,  we  conclude  that 

T> 

R' :  R  =  c:  0 ;  whence  0  =  c -g-,' 
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This  method  is  applicable,  notwithstanding  earth  currents  in 
moderation,  to  measure  the  resistance  of  a  submerged  cable  of 
two  or  three  thousand  miles  length,  with  only  a  single  micro- 
farad as  standard  for  capacity,  and  a  battery  of  not  more  than 
100  cells  to  charge  it 

If  the  differential  galvanometer  is  employed  for  making  ca- 
pacity tests,  one  of  the  coils  must  be  provided  with  an  adjustable 
shunt,  by  means  of  which  the  magnetic  effect  of  one  coil  on  the 
needle  is  made  to  balance  that  of  the  other ;  this  is  known  as 
Varley's  method 

A  variable  shunt  is  also  desirable  when  the  deflection  method 


Bl= 


> 


F%g,  561. 


is  employed.  In  this  case  the  deflection  caused  by  the  discharge 
of  the  cable  is  first  noted  and  then  reproduced  by  the  discharge 
from  the  standard  condenser,  the  shunt  being  adjusted  and  the 
operation  repeated  until  the  desired  deflection  is  obtained. 

Lcx^  tests  by  the  bridge  system. — In  case  of  defective  insula- 
tion in  a  cable  containing  more  than  one  conductor,  it  is  possible, 
by  connecting  two  of  the  wires  together,  to  obtain  all  of  the  ad- 
vantages that  would  result  from  having  both  ends  of  the  cable 
at  hand.     The  following  methods  are  applicable  to  such  cases : 

(1.)  Let  L^  and  L,  (fig.  551)  represent  the  two  conductors,  and 
suppose  there  is  an  escape  at  F.  Let  also  G  represent  the  gal- 
vanometer; B,  p  and  r  the  known  resistance  in  the  three  sidea 
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of  the  bridge,  B  the  battery,  and  E  a  plug  switch  for  connect 
ing  the  bridge  with  the  ground.  The  two  conductors  should 
be  connected  to  the  bridge  in  such  a  way  that  the  fault  is  nearest 
the  binding  post  marked  1,  and  the  plug  at  E  removed;  the 
needle  of  the  galvanometer  is  then  brought  to  zero  by  adjusting 
E.  Suppose,  now,  that  x  represents  the  resistance  from  1  to  the 
fault  F,  and  that  y  represents  the  resistance  from  F  to  Lj,  then 

(1.)       X  +  y  =  l 
the  whole  length  of  the  line,  and  according  to  the  laws  of  the 
bridge  (pages  211  and  212)  we  have  also 

(2.)         r(aj  +  R)  =  py; 

whence  PiO     »  = ^ 

(/-hR)- 

and  (11,.)   y= 

P 

or  more  simply,  for  practical  purposes, 

X  =      pi  —  r  R 
r  -k-  p 
and  y  =      r(R  +  0 

r+  p 

If  we  wish  to  know  the  value  of  x  and  y  in  knots  we  have 
only  to  divide  the  above  values  by  the  number  corresponding  to 
the  units  in  one  knot  The  great  advantage  of  the  method  con- 
sists in  the  fact  that  the  influence  of  pol^zation  and  varying 
resistance  is  eliminated,  and,  consequently,  the  results  obtained 
by  its  use  are  very  reliable.  For  this  reason  the  loop  test  should 
always  be  employed  whenever  practicable.  It  is  quite  common 
in  practice  to  make  the  resistance  of  the  two  sides  of  the  bridge? 
p  and  r  alike,  we  may  then  replace  the  one  by  the  other  in  the 
formula ;  by  this  means  we  obtain  the  proportion 

r  +  r  2 

which  greatly  facilitates  calculation. 
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Again,  by  connecting  the  two  ends  of  the  looped  wires  directly 
to  the  bridge  at  L^  and  a,  leaving  R  out,  and  adjusting  r  or  p 
until  balance  is  obtained,  we  shall  find  what  the  ratio  of  the  two 
sides  X  and  y  is  to  one  another,  and  thereby  the  resistance  to 
the  fault,  for 

the  total  resistance  of  the  loop,  whence 

y  =  I  —  X 

and 

p:  r  =  x:  I  —  x 

from  which  we  find 

X  =  —^ — . 

If  it  should  happen  that  the  resistance  of  the  fault  does  not 

^- «---?.-, 


.cr ^ 

[1 


•B 


Fiig.  662. 

differ  greatly  from  the  insulation  resistance  when  the  cable  is 
perfect,  a  correction  for  the  loop  test  will  be  required,  as  in  this 
case  the  current  has  two  paths — one  due  to  the  fault  itself,  the 
other  to  the  conductivity  of  the  insulating  substance.  The  latter 
or  resultant  fault,  as  it  is  called,  is,  in  a  uniformly  insulating 
material,  equivalent  to  a  defect  at  the  centre  of  the  cable,  and  its 
resistance  is  the  same  as  the  resistance  of  the  whole  cable  when 
perfect  In  case  the  insulation  is  not  uniform  throughout,  the 
position  of  the  resultant  fault  may  be  found  by  the  ordinary  loop 
test  while  the  cable  is  in  good  condition. 

In  fig.  552  let  A  B  be  the  cable  with  an  actual  fault  at  /  and 
let  i  represent  the  position  of  the  resultant  fault  and/'  the  posi- 
tion of  the  fault  as  shown  by  the  loop  test 

Suppose,  also,  the  resistance  of  the  cable,  when  perfect,  is  B, 
and,  when  faulty,  R',  calling  the  resistance  of  the  real  fault  a,  we 
shall  have 

Rz 


^'  =  uT-.' 
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the  joint  resistance  of  the  fault  and  insulation  of  the  cable ;  and 
from  this  we  Snd  the  resistance  of  the  fault  to  be 

RR' 


R— R' 


Eeferring  again  to  the  figure,  let  the  length  A  /^  =  >5  and 
A,i  =  or,  then  t'/'  =  /S  —  a.  Now,  the  greater  the  resistance R 
with  respect  to  2,  the  smaller  will  be  the  distance  f  /  and 
finally,  when  z  equals  nothing,  /'/  also  becomes  nothing,  or,  in 
the  form  of  a  proportion, 

R:  z=^if:f/. 

Putting  X  for  the  distance  /^  /,  replacing  the  other  factors  by, 
their  values,  and  multiplying,  we  have 


7 

I 

\ 

B-=-                               1 

^sr^ 

2 

whence 


Fig.  663. 


R' 


R  — R' 


(fi-a). 


which  is  the  correction  to  be  added  to  the  value  obtained  by  the 
loop  test,  in  order  to  get  at  the  true  position  of  the  fault 

When  a  fault  occurs  in  the  cable  in  which  there  is  but  a  single 
conductor,  and  only  one  end  of  it  is  available  at  a  time,  the  posi- 
tion of  the  defective  spot  may  be  determined  by  one  of  the  fol- 
lowing methods,  provided  the  normal  resistance  of  the  conductor 
is  known,  as  we  always  suppose  it  to  he. 

Let  A  6  (fig.  653)  represent  a  line  in  which  there  is  a  fault  at 
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F;  and  let  us  suppose  that  two  measurements  are  made  at  eacb 
station— one  with  the  distant  end  of  the  line  to  earth,  the  other 
with  the  same  end  insTilated.  Suppose,  also,  that  we  find  for 
these  measurements  the  values  a  a^  bh^  respectively,  and  let 
the  resistance  of  the  line  from  A  to  the  fault  F  equal  x,  that  from 
B  to  F  equal  y,  and  let  z  equal  the  resistance  of  the  fault  itself ; 
we  shall  then  have,  in  accordance  with  the  law  of  branch  circuits^ 

(1.)    Z  =  «  +  y 

(2.)    a^x  +  Ji^ 
y+z 

(3.)    a,  =  X  -h  z 
(4.)    J  =  v-h-    ^' 


SB  -+-  a 
(6.)    6^  =  y  +  « 

These  equations  enable  us  to  determine  the  values  of  x  and  y^ 
and,  if  desired,  of  z  also,  in  different  ways. 

1st.  By  combining  equation  (1)  with  the  insulation  measure- 
ments equations  (8  and  6)  we  find  these  values  to  be  as  follows : 

(II.)   y  =—-r—     -r 

2  A  By  combining  equation  (1)  with  the  resistance  measurements 
of  the  conductor  equations  (2  and  4)  these  values  are  expressed 
as  follows : 

(HI,.)    X  =  iii=l?>  (i  «    /Hi-a)\ 


(-^.•)-4^(i-  /^f^) 


pn,.)  ,  =  .j(il=±=^A_     /<(t-a-6)(ft-a)'+a6(ai-a-6)«X 
*     *'  (6  — o)«     V        s/  o6(2J  — a  — J)»  / 

If,  now,  we  divide  a;  by  y  we  shall  have 

(ni«.)  x_   /a   J- J  ^     ._ 
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wliich  is  the  most  suitable  form  for  practical  use.    If  we  again 
combine  -.  =  VA~~and  x  4-  y  =  ^  we  shall  have 


and 


an..) 

(in,.) 


i  +  Va 
I 


'-  1  +  vr 

3d.  If  the  measorements  are  made  at  station  A  only,  fig.  564, 
we  may  find  the  values  of  x,  y  and  z  by  combining  equations  (1) 
(2)  and  (8),  from  which  we  find 
IV.. 

IV,. 

IV,. 


«  =  o  — V(o,  —a)  (J  — a), 
»  =  (J_a)  +  V(a,-a)(J-aX 
»  =  (a, -a)+v'(i; 


<»)(»  — «)5 


x 


and  if  the  measurements  are  only  made  at  station  B  we  ob- 
tain the  same  values  by  combining  equations  1,  4  and  6,  which 
assume  the  following  form : 

IV..  y  =  6-v/(&i-&)(^-2'), 

It  must  be  borne  in  mind  that  equations  II  to  IV,  inclusive, 
will  only  give  correct  results  on  condition  that  there  is  but  a 
single  fault ;  that  its  resistance  remains  unchanged  during  the 
several  measurements ;  and  that  it  does  not  give  rise  to  polari- 
.zation  at  the  time  of  the  tests. 
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As  we  never  find  all  of  these  conditions  fulfilled  in  any  given 
case,  it  is  important,  in  making  the  tests,  to  arrange  matters  so 
that  the  sources  of  errors  shall  be,  as  much  as  possible,  elimi- 
nated. 

Only  such  measurements  as  are  made  at  one  time  should  be 
used,  for  we  can  never  be  sure  that  the  resistance  of  the  fault 
will  remain  unchanged  for  any  length  of  time.  Moreover,  as 
polarization  greatly  affects  the  results,  special  attention  must  be 
given  to  this  part  of  the  subject  in  order  to  eliminate  its  disturb- 
ing influence.  What  is  known  as  Lumsden's  test  is  directly 
applicable  here.  This  consists  in  cleaning  the  conductor  at 
the  fault  by  applying  the  zinc  end  of  from  60  to  100  cells  of 
battery  for  several  hours,  wiih  occasional  reversals  of  a  few  mo- 
ments only.  During  all  of  this  time,  and  while  the  tests  are 
being  made,  the  conductor  should  remain  insulated  at  the  distant 
end.  An  approximate  resistance  test,  with  copper  to  line,  is  then 
made  for  the  purpose  of  facilitating  matters,  as  the  last  test  must 
be  made  quickly.  The  copper  end  of  the  battery  is  now  con- 
nected to  the  conductor  for  say  two  minutes,  using  two  or  three 
cells  for  every  hundred  units  of  resistance  that  have  been  meas- 
ured. After  this  the  cable  is  again  conneci^d  to  the  bridge  or 
differential  measuring  apparatus,  and  the  final  measurement 
made  with  zinc  to  line.  As  the  needle  now  tends  to  one  side 
or  the  other,  we  must  endeavor  to  keep  it  at  zero  by  inserting  or 
cutting  out  resistance,  shifting  unit  by  unit  so  long  as  the  needle 
is  visibly  affected  by  the  operation.  At  a  certain  point,  however,, 
the  needle  flies  clear  over,  and  a  change  of  several  units  will 
no  longer  suffice  to  bring  it  back.  The  unplugged  resistance  at 
this  moment  is  the  true  resistance  of  the  conductor  to  the  fisiult 

Some  practice  in  this  kind  of  testing  is  necessary  before  very 
much  reliance  can  be  placed  upon  the  results.  Fortunately, 
however,  considerable  skill  can  be  obtained  in  the  laboratory  from 
measurements  made  with  pieces  of  punctured  cable  placed  in  a 
tub  of  salt  water. 

The  use  of  comparatively  large  batteries  has  been  advocated ; 
it  is  also  reconmiended  that  the  number  of  cells  be  proportioned 
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in  Buch  a  manner  that  the  current  escaping  at  the  fault  shall  be 
the  same  for  the  measurements  made  from  both  station&  By 
making  preliminary  tests  of  x,  y  and  z  the  number  of  cells  n  at 
A  and  rij  at  B  for  the  final  test,  may  be  easily  arranged.  The 
proportions  in  the  different  formulas  on  pages  984  and  985  should 
then  stand,  approximately,  as  follows : 

No.   II.      « :  1*1  =  a!  -+-  y  :  y  +  « 
"   III.       «  :  fij  =  a; :  y, 


"    IV  i   1 :  «j  =  y  («  -f  2)  :  (ajy  4-  to)  at  A. 
'\   »  :  n,  =  ac  (y  +  2) : 


(xy  +  to)  "  B. 

In  general,  however,  it  will  be  found  -best  to  adhere  to  the 
plan  just  given,  unless  the  earth  current  is  very  strong,  and 
even  then  the  battery  proportions  in  Lumsden*s  test  will  usually 
suffica 

Respecting  the  preference  to  be  given  to  these  formulas,  it 
may  be  remarked  that  the  first  is  especially  applicable  when  the 
fault  is  situated  near  the  centre  of  the  line,  while  the  second  is 
to  be  preferred  for  faults  near  the  ends.  In  such  cases  it  gives 
very  safe  results,  for  the  reason  that  when  a  =  6  the  formula 
assumes  the  form  of  ^,  but  for  Ae  same  reason,  also,  it  cannot 
be  generally  employed  with  good  results  when  the  fault  is  the 
centre  of  the  line.     The  third  formula  is  the  least  reliable  of  all. 

As  a  general  thing  large  faults  are  easier  to  locate  than  small 
ones,  but  the  difficulties  increase  with  the  length  of  the  cable, 
and  as  the  normal  insulation  decreases.  Care  and  an  accurate 
knowledge  of  the  distance  between  the  two  stations  by  the  cable 
route  are  of  very  great  importance.  When  due  regard  is  given 
to  these  considerations  a  little  skill,  to  be  gained,  by  experience 
only,  will  lead  to  the  greatest  success  in  the  practical  application 
of  tiie  formulae  | 

REMARKS  ON  THE  BRIDGB  OR.  ELECTRICAL  BALANCB. 

in  the  ordinary  arrangement  of  the  Wheatstone  bridge  the 
two  sides  a  and  &,  fig.  565,  joined  to  the  negative  pole  of  the 
battery,  are  frequently  made  equal  and  constant  for  given  tests ; 
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the  unknown  resistance,  cc,  is  then  deduced  from  the  known  and 
variable  resistance,  R  If  the  latter  has  been  so  adjusted  that 
tlio  needle  remains  at  zero  and  a  =  5,  we  have  also  R=a:, 

When  we  wish  to  measure  small  resistances  only,  and  espe- 
cially if  the  same  are  of  wires  which  do  not  require  an  apprecia- 
ble time  to  attain  their  maximum  charge,  the  above  arrangement 
of  the  bridge  answers  very  well ;  it  is  less  satisfactory,  however, 
when  we  wish  to  measure  the  resistance  of  cables.  In  such 
cases  any  variation  in  the  resistance  R  (fig.  555),  changes  the 
resistance  of  the  branch,  C  Hi  Z,  and  thus  modifies,  also,  the  dis- 
tribution of  the  current  in  both  of  the  branch  drcuits,  and  as 


Fig.  656. 

some  time  is  necessary  for  the  charge  to  redistribute  itself 
between  the  two  circuits,  it  becomes  exceedingly  difficult  to 
know  the  exact  moment  when  the  resistance  B  represents  the 
unknown  quantity,  x. 

To  obviate  this  difficulty,  Sir  William  Thomson  makes  the 
resistance  of  the  branch,  C  R  6  Z,  constant,  and  varies  nothing  but 
the  contact  point  of  the  galvanometer  circuit,  which  is  shifted  to 
the  side  i  or  B  until  the  needle  rests  on  the  zero  mark.  To 
ascertain  the  value  of  x,  it  is  then  only  necessary  to  determine 
the  resistance  b  and  R ;  but  as  the  latter  is  a  function  of  the  for 
mer,  there  is,  in  fact,  but  one  unknown  quantity,  x,  to  be  deter 
mined. 
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In  this  case  we  have  x  =  ^. 

The  practical  arrangement  of  this  system  is  shown  in  fig.  666. 

The  resistances  of  the  branches  a  and  h  (fig.  556)  are  repre- 
sented by  a  series  of  coils,  a  b  (fig.  556),  each  one  of  which  termi- 
nates in  a  metallic  contact  plate.  The  latter  are  so  placed  con- 
secutively in  a  straight  line  that  the  movable  spring  r,  mounted 

on 


Fig.  566. 

•on  the  guide  V  V,  and  connected  to  one  terminal  of  the  galvan- 
ometer gr,  may  be  moved  over  or  placed  in  contact  with  any  one 
of  them. 

Figure  557  gives  a  better  idea  of  this  part  of  the  apparatus  ; 
T  is  the  flat  spring  whicli  presses  against  the  contacts  t,  t,  i  of  the 


coils  B,  B,  R  The  spring  is  attached  to  a  movable  slide  0,  on  the 
copper  guide  V  V,  friction  between  the  guide  and  movable  piece 
being  such  as  to  insure  good  metallic  contact  A  small  square 
opening  in  the  slide  0  permits  the  numbers   corresponding 
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to  the  resistance  of  the  adjacent  coils  to  be  read  on  the  scale 
below,  where  they  are  engraved  and  read  each  way,  beginning 
at  opposite  ends  of  the  scale.  The  second  terminal  of  the  gal- 
vanometer is  connected  to  the  resistance  x;  and  the  positive  pole 
of  the  battery,  as  well  as  the  distant  end  of  the  cable,  are  con- 
nected to  earth.  This  arrangement,  in  reality,  is  the  same  as 
that  shown  in  fig.  555,  since  the  earth,  in  consequence  of  the  low 
resistance,  may  be  considered  as  the  point  of  contact  between  a 
and  X, 

To  make  a  test  and  find  the  value  of  a  and  J,  upon  which  that 
of  X  depends,  it  is  only  necessary  to  slide  the  spring  r,  fig.  556, 
along  the  contact  pieces  of  the  coils,  until  the  needle  stands  on 


Fig.  558. 


zero ;  then,  as  the  indications  are  double,  and  numbered  in  oppo- 
side  directions,  the  readings  corresponding  to  the  contact  of  the 
spring  with  the  coils  at  once  gives  the  values  of  a  and  h  without 
calculation.  The  box,  as  usually  constructed,  contains  oiie  hun- 
dred coils  of  1,000  ohms  each,  so  that  the  total  resistance  a  -{-b 
is  equal  to  100,000  ohms. 

It  will  readily  be  .seen  that  resistances  grouped  aiJ  above  will 
not  answer  well  for  practical  purposes.  It  consequently  becomes 
necessary  to  provide  some  means  for  obtaining  subdivision  of 
each  1,000  ohms.  Mr.  Varley  has  effected  this  end  by  adding  a 
series  of  coils,  a'  6',  fig.  558,  to  the  first  and  making  the  num- 
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ber  of  the  latter  101  instead  of  100,  as  in  the  former  arrangement 
The  slide  r,  which  connects  with  the  terminal  pieces  of  these 
coils,  instead  of  being  single,  as  in  fig.  556,  is  double,  and  con- 
structed in  such  a  way  as  to  leave  between  the  contacts  touched 
two  free  coils,  which  thus  become  combined  in  multiple  arc, 
with  the  entire  series  a!  V  representing  the  same  value ;  the  latter 
series  being  composed  of  100  coils  of  20  ohms  each.  It  thus 
becomes  easy,  by  means  of  a  second  movable  contact  spring  r^, 
carried  by  a  guide,  as  in  the  first  case,  to  determine  on  the  new 
scale  which  of  the  coils  corresponds  to  the  resistance  sought,  and 
in  this  manner  the  value  of  the  latter  can  be  ascertained  to  within 
ten  ohms  of  approximation. 

It  will  be  seen  that  the  branch  established  between  the  first 
series,  a  6,  and  the  second  series,  a'  i',  diminishes  the  resistance 
of  the  coils  included  between  the  two  points  of  contact  one  half ; 
or,  in  other  words,  that  the  joint  resistance  of  the  two  coils  and 
the  series  a' 5' is  1000  ohms,  which  is  just  equal  to  the  resistance 
of  a  single  large  coil.  The  two  series  of  coils  combined,  there- 
fore, do  not,  in  reality,  represent  a  greater  resistance  for  the  por- 
tion a  -|-  6  of  the  diagram  a  ft  R  x  (fig.  556)  than  the  whole  of 
Thomson's  bridge,  but  they  enable  us,  when  combined  in  this 
manner,  to  obtain  readings  on  the  galvanometer  over  100  X  1^0 
or  10,000  subdivisions  instead  of  100,  as  with  the  single  series 
of  coila  The  above  combination  is  the  one  that  was  employed 
for  measuring  the  resistance  of  the  Atlantic  cable  during  its 
immersion. 

As,  in  using  this  apparatus,  a  little  calculation  is  required  in 

order  to  arrive  at  the  numerical  value  of  cc,  which  is  equal  to 

R  o  it  has  been  found  desirable,  for  rapid  execution,  to  make 

h  ^ 

the  instrument  itself  furnish  the  ratio  y  in  multiples  or  submul- 

tiples  of  10 ;  the  resistance  of  x  can  then  be  seen  at  a  glance,  and 
calculation  altogether  avoided. 

Mr.  Varley  has  attained  this  result  by  means  of  the  arrange- 
ment represented  in  fig.  559.  In  this  combination  the  resistance 
R  of  Varley  and  Thomson's  bridge  is  replaced  by  the  system  a  \ 
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<x!  V  (fig.  559),  of  which  we  have  already  spoken ;  and  a  third 
aeries  of  coils,  c  d,  along  which  slides  a  spring  c,  in  connection 
with  the  galvanometer,  represents  the  resistance  of  a  -j-  ^  ^  ^^ 
Thomson's  bridge.  In  this  manner  the  sensibility  of  the  appa- 
ratus can  be  regulated  under  known  conditions  which  are  such 
as  to  furnish  a  constant  for  the  ratio  ^  in  the  equation 

Ba 


For  greater  clearness  in  what  is  to  follow  we  will  represent 
(fig.  560)  the  theoretical  arrangement  of  the  new  bridge  reduced 


Fig,  569. 


to  its  simplest  form.  In  this  figure,  when  the  needle  of  the  gal- 
vanometer arrives  at  eero  in  consequence  of  a  displacement  of 
the  terminal  t  of  the  galvanometer  circuit,  the  other  end  of  the 
same  circuit  occupying  the  position  m  on  c  c^  we  have 

whence  ^  ,  d  rf     , 

6+jB  =  a  — or  »  =  0 J, 

0  6 


and  we  find  the  ratio  -  immediately  by  noting  the  place  occupied 

by  the  spring  e  (fig.  559)  on  the  scale  cd.     In  Mr.  Varley's  appa- 
ratus the  resistance  coils  of  the  series  c  rf  are  fourteen  in  number, 
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^  manner,  the 

•1 

—  1000000 

•9 

—  100000 

90 

_  10000 

89-9 

—  1000 

890-2 

—  100 

8100*8 

—  10 

409091 

-  —  1 

'"  40909-1 

—  01 

8100*8 

—  0-01 

890-2 

—  0-001 

89-9 

—  00001 

90 

—  000001 

•9 

—  0000001 

•1 

991 


100,000-0 

As  will  be  seen  above,  the  series  presents  two  symmetrical 
periods — an  increasing  and  a  decreasing  one — ^and  these  repre- 
sent the  two  sides,  c  and  d,  of  the  lozenge,  abed  (fig.  560). 

"When  the  galvanometer  circuit  makes  contact  with  the  middle 
point  of  the  two  series,  that  is,  when  on  contact  1  the  side  c  is 
equal  to  d,  each  containing  50,000  ohms  resistance,  consequently 
the  ratio  ^  is  equal  to  It    "When  on  the  contact  10  the  side  c  has 

e 

a  resistance  of  only  9090*0  ohms,  while  rf  has  had  its  resistance  in- 
creased to  909091,  and,  consequently  the  ratio  £_  is  now  equal  to 

e 
10.  In  the  same  way,  if  the  slide  connecting  with  the  galvan- 
ometer circuit  is  placed  on  the  contact  marked  1000,  the  side  c 
will  have  a  resistance  of  99*9  ohms  only,  while  d  will  have  in- 
creased to  999001  ohms ;  in  this  instance,  therefore,  the  ratio 
will  be  1000.     Again,  hj  moving  the  slide  on  the  contacts  of  the 
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lower  numbers,  it  will  be  found  that  on  "001  the  side  d  has  a 
resistance  of  99*9  and  c  999001  ohms,  which  gives  for  the  ratio 
^.001,  and  so  on  for  the  other  contacts. 

We  thus  see  that  the  above  arrangement  enables  us  to  find  the 
raiio  of  _£  without  any  calculation  whatever,  these  being  given  by 

c 

numbers  corresponding  to  the  contacts,  consequently  the  opera- 
tion for  determining  the  value  of  x  consists  simply  in  reading 
the  value  of  a  and  b  from  the  scales  a  5,  a'  b\  which  are  num- 
bered in  opposite  directions,  as  before  remarked  ;  to  a  are  then 
added  as  many  ciphers,  or,  from  it  as  many  places  are  pointed 
off  as  are  indicated  by  the  readings  opposite  the  points  in  con- 
tact upon  the  scale  c  d,  and  from  this  product  b  is  subtracted. 


When  arranged  as  in  the  above  manner,  the  apparatus,  be- 
sides being  extremely  simple,  relieves  the  observer  of  the 
labor  of  computation,  and  is,  at  the  same  time,  capable  of 
measuring  very  high  as  well  as  very  low  resistances,  it  being  only 
necessary  to  move  the  slide  of  the  scale  c  d  successively  over  the 
contacts  of  the  ascending  series,  1  to  1,000,000,  to  adapt  it  to  the 
measurement  of  resistances  of  any  considerable  magnitude ;  this 
will  readily  appear  from  the  fact  that  the  ratio,^,  by  which  a  is 

multiplied,  increases,  in  this  case,  from  1  to  1,000,000.  Simi- 
larly, by  moving  the  slide  over  the  decreasing  series  1  to  OOOOOl, 
the  apparatus  becomes  as  perfectly  adapted  to  low  resistance 
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measurements,  the  ratio  being  now  a  decimal  fraction  instead  of 
A  multiple  of  10,  as  in  the  former  case. 

When  we  wish  to  measure  resistance  less  than  a,  c  should,  of 
course,  be  greater  than  d.  We  may  then  neglect  the  term  i,  as 
in  such  cases  the  cable  to  be  measured  is  so  short  that  the  intro- 
duction of  this  quantity  has  no  appreciable  influence. 

For  most  factory  and  laboratory  measurements,  as  well  as  for 
testing  submerged  cables,-an  electrometer  is  often  advantageously 
employed  in  place  of  the  galvanometer,  especially  in  localities 
where  the  inductive  action  of  machinery  in  motion  is  liable  to 
interfere  with  the  scale  reading&  It  may  also  be  used  in  con- 
nection with  the  galvanometer,  and  it  is  all  but  indispensable  in 
locating  faults  by  observing  the  potentials  at  different  points  in 
the  line.   One  of  the  simplest  methods  of  doing  this  is  as  follows : 

One  pole  of  a  battery  at  a  terminal  station  is  connected  to 
earth,  and  the  other  to  one  side  of  an  unplugged  rheostat,  the 
opposite  side  of  which  is  joined  to  the  defective  conductor  whose 
distant  end  is  insulated.  Under  these  conditions  the  potential 
will  fall  regularly  from  a  maximum  at  the  junction  of  the 
rheostat  and  battery  to  a  minimum  at  the  fault ;  at  this  point, 
and  at  the  distant  end  of  the  line,  the  potentials  a:re  presumed 
to  be  alike.  We  have,  therefore,  only  to  measure  this  quantity 
on  each  side  of  the  rheostat,  and  at  the  distant  end  to  obtain  data 
for  locating  the  fault 

Calling  the  potentials  on  each  side  of  the  rheostat  P  and  P^, 
P  being  the  highest,  and  that  at  the  distant  station  p,  the  un- 
plugged resistance  B,  and  that  of  the  line  to  the  fault  «,  wo 
have 

P  — P»:R  =  P>— 2>:« 

and  from  this  is  derived  the  general  formula : 

(P>-l»)R 
p  — pi 

which,  divided  by  the  mileage  resistance  of  the  line,  gives  the 
distance  to  the  fault 
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We  have  already  referred  to  the  Peltier  electrometer,  in  Chapi 
XXVI,  when  speaking  of  the  insulation  measurements  of  sub- 
marine cables.  We  will  now  give  a  brief  description  of  Sir 
William  Thomson's  improved  quadrant  electrometer,  an  instru- 
ment which  that  distinguished  scientist  has  brought  to  a  very 
high  degree  of  perfection.  Pig.  561  gives  a  general  view  of  the 
instrument,  the  principal  parts  of  which  are  the  jar,  the  needle 
and  reflecting  system,  four  pairs  of  quadrants,  an  auxiliary 
electrometer  or  gauge,  for  enabling  the  experimenter  to  know 
whether  the  needle  is  maintained  at  a  constant  degree  of  electri- 
fication, and  a  small  inductive  apparatus,  termed  the  replen- 
isher,  by  means  of  which  the  potential  of  the  jar  can  be  raised 
or  lowered  as  occasion  requires.  By  far  the  greater  bulk  of  the 
instrument  is  the  jar,  of  white  flint  glass.  This  is  supported  on 
three  legs  by  a  brass  mounting,  cemented  round  the  outside  of 
its  mouth.  The  latter  is  closed  by  a  plate  of  stout  sheet  brass, 
with  a  lantern-shaped  cover  standing  over  a  wide  aperture  in  its 
centre.  Beneath  the  cover,  and  within  a  circular  metallic  box, 
cut  twice  at  right  angles,  so  that  the  separate  parts  form  quad- 
rants a,  6,  c,  d,  fig.  562,  is  placed  a  thin  alumnium  needle  n, 
whose  shape  somewhat  resembles  that  of  a  double  canoe  paddle. 
The  needle,  at  its  centre,  is  rigidly  fixed  to  an  axis  of  stiff 
platinum  wire  (fig.  568)  in  a  plane  perpendicular  to  itself.  At 
the  top  end  of  the  wire  a  small  cross  piece  y  is  fixed,  to  the  ex- 
tremities of  which  are  attached  the  lower  ends  of  two  suspending 
silk  fibres,  the  other  ends  being  wound  upon  two  pins,  c  rf,  which 
may  be  turned  in  their  sockets  by  a  square  pointed  key.  By 
this  means  the  tension  of  the  fibres  can  be  equalized  and  the 
needle  caused  to  stand  midway  between  the  upper  and  under 
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surfaces  of  the  quadrants.  The  two  silk  fibres  form  what  is 
tenned  the  bifilar  suspension,  which  has  now  superseded  the 
single  fibre  and  magnets  of  the  original  instruments.  In  the 
earlier  forms  a  magnetic  adjustment  similar  to  that  in  the  mirror 
galvanometer  was  employed  to  bring  the  needle  to  zero,  but  the 
bifilar  suspension  has  been  found  to  secure  this  result  in  a  much 
more  advantageous  way.  The  pins  c  d  are  pivoted  in  blocks 
carried  by  springs  e/  to  allow  them  to  be  shifted  horizontally 
when  adjusting  the  position  of  the  points  of  suspension.  The 
ends  of  the  screws  a  6,  which  traverse  these  blocks,  rest  against 


Fig,  561. 

the  fixed  plate  behind,  so  that  when  either  is  turned  in  the 
direction  of  the  hands  of  a  watch,  the  neighboring  point  of  sus- 
pension is  brought  forward,  and  conversely.  The  needle  may 
thus  be  brought  tD  lie  in  such  a  position  that  the  quadrants  are 
symmetrically  placed  about  it  Finally,  by  turning  the  conical 
pin  h  (which  passes  between  the  two  springs  and  screws  into  the 
plate  behind)  to  the  right  or  left,  the  points  of  suspension  are 
made  to  recede  from  or  approach  each  other,  and  thus  the  sensi- 
tiveness of  the  needle  is  decreased  or  increased,  within  certain 
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limits,  at  pleasure.  Just  below  the  cross  piece  y  is  fixed  the 
mirror  m,  which  reflects  the  movements  of  the  needle  upon  a 
scale  placed  in  front  The  needle  itself  is  electrically  connected 
with  sulphuric  acid  in  the  bottom  of  the  jar,  by  means  of  a  fine 
platinum  wire  hanging  from  its  lower  side,  and  kept  stretched 
by  a  platinum  or  leaden  weight  below  the  surface  of  the  liquid. 
It  will  thus  be  seen  that  the  charge  of  the  jar  is  communicated 
to  the  needle,  and  Ae  higher  the  charge  the  more  sensitive  the 


ify.562. 


Fig.  663. 


needle  becomes.  The  acid  serves  a  double  purpose ;  it  keeps 
the  air  dry  within  the  jar,  and  forms  also  the  interior  coating 
of  the  same.  As  the  wire  which  dips  into  the  acid  passes 
through  the  guard  tube  t^  any  great  lateral  deviation  of  the  needle 
and  its  appendages  is  prevented,  and  liability  to  accident  thereby 
much  reduced,  while  at  the  same  time  the  whole  reflecting  sys- 
tem has  perfect  freedom  of  motion  round  a  vertical  axis.  The 
replenisher  and  auxiliary  electrometer  are  not  shown  in  the 
figure.     Two  electrodes  or  terminals,  +  and  — ,  fig.  561,  cotmect 
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witli  the  quadrants,  opposite  pairs  of  which  are  metallically  con- 
nected by  wires,  w  w  (fig.  562),  and  insulated  from  the  rest  of  the 
instrument  by  glass  stems  projecting  downward  from  the  top  of 
the  jar.  The  third  electrode  se.en  in  fig.  661  serves  to  charge 
the  jar.  Lateral  and  micrometric  movements  of  the  quadrants 
are  both  used  for  varying  the  adjustment  of  the  instrument,  and 
in  some  of  the  latest  forms  an  induction  plate  has  been  added, 
which  permits  the  instrument  to  be  used  for  a  greater  range  of 
measurement.  A  pamphlet  containing  clear  and  minute  direc- 
tions for  performing  all  the  necessary  adjustments,  charging, 
cleaning  the  works  and  preparing  sulphuric  acid,  etc.,  accom- 
panies each  instrument 

THE   CONSTRUCTION   OF  CONDENSERS. 

Condensers  are  much  used  for  comparing  the  electro-static 
-capacity  of  cables  and  electro-motive  force  of  batteries,  for  joint 
testing,  and  for  obviating  the  effects  of  earth  currents  in  sub- 
merged cables.  They  are  usually  made  of  tin  foil  and  various 
insulating  substances.  In  Varley's  condensers  alternate  sheets 
of  very  thin  (silver)  paper  saturated  with  paraffin,  and  tin  foil  are 
used.  Clark  uses  tin  foil  and  sheets  of  thin  mica  coated  with 
paraffin  or  shellac.  Specially  prepared  gutta-percha,  containing  a 
large  proportion  of  shellac,  is  also  employed  to  insulate  the  sheets 
of  foil  or  metallic  plates,  and  air  has  been  su^ested  for  the  same 
purpose — the  latter  with  special  reference  to  standard  condensers, 
but  the  inconveniences  attending  its  use  is  such  that  it  is  now 
rarely  employed.  The  electro-static  capacities  of  condensers  are 
■expressed  in  microfarads.  The  best  mode  of  constructing  a 
condenser  is  to  cut  up  the  tin  foil  into  sheets  of  the  size  desired, 
and  to  make  of  them  two  piles  like  the  leaves  of  a  book,  the  one 
which  will  represent  the  outer  coating  of  a  jar  containing  one 
sheet  more  than  the  other,  which  represents  the  inner  coating ; 
upon  the  extreme  end  of  each  of  these  piles  place  a  tinned  wire 
or  strip  of  metal,  and,  by  means  of  a  soldering  iron,  run  all  the 
^dges  together,  so  as  to  make  a  perfect  metallic  connection.  These 
books  of  tin  foil  should  be  well  baked  and  warmed  when  about 
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to  be  used,  to  drive  off  all  moisture  from  the  surfaces  of  the 
metal,  and  it  is  well,  also,  to  rub  each  leaf,  as  it  is  laid  down 
with  a  warm,  dry  cloth.  Cut  sheets  of  paper  large  enough  to 
allow  a  margin  of  at  least  an  inch  round  three  sides  of  the  foil. 
The  paper  should  be  thin,  not  highly  glazed,  and  should  show 
no  acid  reaction  by  reddening  when  moistened  with  a  neutral 
solution  of  litmus.  A  very  superior  quality  of  paper  is  manu- 
factured expressly  for  this  purpose  by  Messrs.  Crane  &  Co.,  of 
Dalton,  Mass.,  which  is  used  by  the  Western  Union  Telegraph 
Company.  The  paper  should  be  baked  thoroughly  dry,  placed 
in  a  vessel  of  paraffin  kept  well  over  its  melting  point,  and  then 
drained,  sheet  by  sheet,  as  smoothly  as  possible.  A  well  baked 
piece  of  wood,  of  the  same  size  or  larger  than  the  paper,  is  laid 
upon  a  table,  its  face  soaked  with  paraffin,  and  a  sheet  or  two  of 
paper  laid  upon  it ;  upon  this  is  laid  the  outer  pile  of  foil  with 
its  soldered  end  somewhat  projecting,  and  all  its  leaves  turned 
back  except  the  lowest  one,  which  is  to  be  rubbed  smoothly  out 
on  the  paper ;  lay  over  this  two  sheets  of  paper,  and  on  the  top 
of  this  the  other  book  of  foil,  so  placed  that  it  lies  exactly  over 
the  fii'st  sheet,  excepting  for  the  margins  at  the  opposite  ends ;. 
turn  back,  as  with  the  other,  all  its  leaves  except  the  first,  and 
upon  this  place  two  sheets  of  paper ;  continue  this  process,  laying 
back  upon  the  paper  sheets  of  foil  from  the  books  alternately, 
and  between  each  foil  two  sheets  of  paper ;  when  the  whole  are 
in  place  cover  with  two  or  three  sheets  of  paper  and  a  board  like- 
the  first.  The  whole  should  then  be  compressed  by  clamps  or  by 
screws  passing  through  the  two  boards,  and  warmed  up  to  the  melt- 
ing point  of  paraffin,  increasing  the  pressure  to  drive  out  all 
excess.  The  first  board  should  be  provided  with  a  binding  screw 
at  each  end,  to  which  the  wire  of  the  corresponding  set  of  foils  is 
soldered  It  is  desirable  to  keep  a  delicate  galvanometer  and  a 
battery  in  circuit  through  these  screws,  so  that  if  by  any  accident 
or  defect  a  contact  or  circuit  is  completed  during  the  process,  the 
galvanometer  will  at  once  show  it  Paper  thoroughly  dried,, 
coated  with  or  dipped  into  thin  shellac  varnish,  and  again  dried^ 
may  be  used  instead  of  the  paraffined  paper,  or  thin  sheets  of 
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ebonite,  gutta  percha  or  mica.     It  is  exceedingly  difficult  to  pre- 
pare a  condenser  which  will  not  lose  its  charge. 

Stearns's   apparatus  for  measuring  resistance  of 
telegraph  wire. 

Fig.  564  represents  an  apparatus  designed  and  employed  by 
Mr.  Joseph  B.  Stearns  for  measuring  the  resistance  of  telegraph 
wire  at  the  manufactory,  a  and  a'  are  A  shapea  steel  contact 
supports,  over  which  the  wire  whose  resistance  is  to  be  measured 
is  drawn  by  a  winding  drum.  I  and  T  are  weighted  levers  for 
keeping  the  wire  in  connection  with  the  contact  points.  A  B 
C  D  are  the  four  sides  of  the  bridge.  G  is  a  galvanometer,  one 
terminal  of  which  is  attached  to  the  junction/  of  the  sides  A  B, 
the  other  terminal  being  connected  with  a  vernier  sliding  upon 
the  graduated  scale  S,  and  carrying  a  rider  for  making  contact 
between  the  bridge  wire  b  and  the  sides  C  D  of  the  balanca 
k  and  k^  are  wires  connecting  the  contact  pieces  a  and  a'  with  the 
branch  B  of  the  balance,  i  and  i'  are  wires  connecting  a  standard 
resistance  r  with  the  branch  A  of  the  balance.  E  is  a  battery 
attached  to  the  terminals  T  T  of  the  balance. 

The  standard  resistance  r  is  made  equal  to  that  of  a  definite 
length  of  the  wire  to  be  tested,  say  one  tenth  of  an  ohm,  and  is 
composed  of  wire  of  the  same  size  and  quality  as  that  which  is 
being  tested,  and  is  placed  in  the  same  room  with  and  near  the 
latter,  that  both  may  be  equally  aflEected  by  changes  of  tempera- 
ture. 

The  measuring  apparatus  must  necessarily  be  situated  at  some 
distance  from  the  place  where  the  wire  is  handled,  to  prevent 
the  constantly  changing  masses  of  wire  and  the  jar  of  the 
machinery  from  influencing  the  galvanometer.  The  two  sets  of 
leading  wires  i  i  and  h  k'  are  of  the  same  size,  length  and  quality, 
each  set  having  a  joint  resistance  of  say  four  tenths  of  an  ohm, 
and  are  so  placed  as  to  be  equally  subjected  to  changes  of  tem- 
perature. The  total  resistance  in  each  side  of  the  balance  is  thus 
made  five  tenths  of  an  ohm  ;  and  when  the  vernier  is  placed  at 
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zero  of  the  scale  and  the  battery  circuit  is  closed,  no  current 
passes  through  the  galvanometer. 

Suppose,  for  example,  we  desire  to  measure  the  resistance  of  a 
No.  8  iron  wire,  the  maximum  resistance  of  which  must  not  ex- 
ceed 16  ohms  per  mile.  The  contact  points  a  and  a'  are  for  con- 
venience placed  at  such  a  distance  that  the  resistance  of  the 
length  of  wire  between  them  shall  be  a  definite  unit,  say  one  tenth 
of  an  ohm.     This,  for  the  quality  and  size  of  wire  above  men- 


Fig.  564. 

tioued,  would  be  precisely  33  feet  In  other  words,  if  the  resist- 
ance of  one  mile,  or  5,280  feet  of  wire,  equals  16  ohms,  then  the 
resistance  of  83  feet  of  such  wire  would  equal  one  tenth  of  an 
ohm. 

The  end  of  the  wire  from  a  bundle  to  be  tested  is  now  drawn 
from  the  reel  through  the  contact  points  a  a'  and  to  the  winding 
drum.     While  the  worlqnen  are  attaching  the  end  of  the  wire  to 
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the  drum,  the  person  in  charge  of  the  measuring  instruments 
observes  that  the  needle  of  his  galvanometer  does  not  stand  at 
zero,  and  he  moves  the  vernier  to  the  right  or  left,  as  the  case 
may  be,  until  the  desired  equilibrium  is  obtained.  If  the  vernier 
has  been  moved  five  divisions  to  the  right,  and  the  whole  scale 
is  divided  into  six  hundred  equal  parts,  it  will  be  manifest  that 
the  resistance  of  the  tested  wire  is  less  than  that  of  the  standard^ 
and  a  simple  calculation  will  show  how  much  less  it  is ;  thus 
305  :  295  : :  .1 :  .0967  X  10  X  16  =  15.47  ohms  per  mile  ;  or,  if  the 
vernier  has  been  moved  one  division  to  the  left,  then  299  :  301  : : 
.1 :  .10066  X  10  16  =  16.105,  and  shows  that  the  wire  has  a 
resistance  of  16.1  ohms  per  mile,  and  is  to  be  rejected. 

The  scale,  instead  of  being  divided  arbitrarily,  may,  with 
advantage,  be  so  divided  as  to  show  definite  degrees  of  increase 
or  decrease  in  the  resistance  of  the  tested  wire ;  for  example,  one 
division  of  the  scale  may  correspond  with  an  increase  or  decrease 
of  one  tenth  of  an  ohm  per  mile  in  the  tested  wire.  When  the 
scale  is  thus  adjusted,  it  is  only  necessary  to  observe  the  position  of 
the  vernier  upon  the  scale  to  know  exactly  the  resistance  of  the 
wire  per  mik. 

By  placing  a  delicate  polarized  relay  in  the  bridge  wire,  and 
using  a  battery  of  somewhat  greater  strength,  the  apparatus  may 
be  made  to  automatically  report  to  the  person  in  charge  of  the 
wire  room  any  defect  or  undue  resistance  of  the  tested  wire  by 
ringing  a  bell,  or  by  tripping  a  magnetic  escapement  or  detent  to 
stop  the  winding  drum,  by  shifting  the  belt,  or  othei'wise.  When 
so  arranged  the  services  of  an  observer  in  the  instrument  room 
may  be  dispensed  with. 

Mr.  Steams  measured  nearly  one  thousand  miles  of  wire  with 
the  above  described  apparatus,  with  such  minute  accuracy  that 
the  variation  of  the  thousandth  part  of  an  ohm  was  always 
detected. 

SPECIFICATION    FOR   GALVANIZED    IRON    TELEGRAPH  WIRE   FOR 
THE   WESTERN   UNION  TELEGRAPH   COMPANY. 

1.  The  wire  to  be  soft  and  pliable,  and  capable  of  elongating 
15  per  cent,  -without  breaking,  after  being  galvanized. 
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2.  Great  tensile  strength  is  not  required,  but  the  wire  must  not 
break  under  a  less  strain  than  2.5  times  its  weight  in  pounds  per 
mile.  Tests  for  tensile  strength  will  be  made  by  direct  appliance 
of  weight,  or  by  means  of  a  single  lever,  at  the  option  of  the  in- 
specting officer. 

8.  Tests  for  ductility  will  be  made  as  follows :  The  piece  of 
wire  will  be  gripped  by  two  vises,  6  inches  apart,  and  twisted. 
The  twists  to  be  reckoned  by  means  of  an  ink  spiral  formed  on 
the  wire  during  torsion.  The  full  number  of  twists  must  be  dis- 
tinctly visible  between  the  vises  on  the  6  inch  piece.  The  num- 
ber of  twists  in  a  piece  of  6  inches  in  length  not  to  be  under  15. 

4.  The  electrical  resistance  of  the  wire  in  ohms  per  mile,  at  a 
temperature  of  60*^  Fahrenheit,  must  not  exceed  the  quotient  of 
the  constant  number  5500  when  divided  by  the  weight  of  the 
wire  in  pounds  per  mile.  Examples  :  A  wire  weighing  550  lbs. 
per  mile  (No.  6)  should  have  a  resistance  not  exceeding  6500  -f- 
550  =  10  ohms  per  mile.  A  wire  of  888  lbs.  per  mile  (No.  8) 
should  have  a  resistance  not  exceeding  5500  -=-  888  =  14.1  ohms 
per  mile.  A  wire  of  835  lbs.  per  mile  (No.  9)  should  have  a 
resistance  not  exceeding  5500  -r-  835  =  16.4  ohms  per  mile. 

5.  The  wire  to  be  cylindrical  and  free  from  scales,  inequali- 
ties, flaws,  sand  splits  and  all  other  imperfections  and  defects. 
Each  coil  must  be  warranted  not  to  contain  any  weld,  joint  or 
splice  whatever  in  the  rod  before  drawn. 

6.  It  is  desired  to  obtain  the  wire  in  coils,  all  of  one  piece,  of 
about  150  lbs.  each.  If  this  cannot  be  undertaken,  the  con- 
tractor may  tender  for  the  supply  of  wire  with  two  pieces  only 
to  the  coil,  joined  by  the  ordinary  twist  joint  and  carefully  sol- 
dered. It  should  be  stated  in  the  tender  whether  there  will  be 
one  or  two  pieces  in  each  coil. 

7.  The  wire  must  be  well  galvanized  and  capable  of  standing 
the  following  test :  The  wire  will  be  plunged  into  a  saturated 
solution  of  sulphate  of  copper,  and  permitted  to  remain  one 
minute,  and  then  wiped  clean.  This  process  will  be  performed 
four  times.  If  the  wire  appears  black  after  the  fourth  immer- 
sion, it  shows  that  the  zinc  has  not  been  all  removed,  and  that 
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the  galvaniziDg  is  well  done ;  but  if  it  has  a  copper  color  the 
iron  is  exposed,  showing  that  the  zinc  is  too  thin. 

COMPOUND  WIKB. 

At  the  present  time  a  great  deal  of  compound  wire  is  coming 
into  use  on  telegraph  lines,  and  it  frequently  becomes  desirable 
to  know  what  amount  of  copper  by  weight  per  mile  will  be  re- 
quired to  form  a  wire  of  a  given  resistance,  the  mileage  resist- 
ance of  steel  being  known.  This  can  readily  be  ascertained  from 
the  joint  resistance  formula : 

Calling  the  resistance  of  the  given  steel  wire .  S, 

That  of  the  copper. C, 

And  the  resistance  which  the  wire  is  to  equal,  R 
We  have  from  the  above  formula 

OS 

R  = 

0  +  8 

and  from  this  we  find  the  copper  resistance  to  be 

BS 
C  = 


S  — R 

Knowing  now  the  resistance  of  the  copper  it  is  only  necessary 
to  divide  the  constant  871*786  thereby,  and  the  quotient  will  be 
the  weight  of  copper  sought  in  pounda  An  example  will  make 
this  clear : 

Suppose  the  resistance  of  the  steel  to  be  68 "2  ohms  per  mile, 
and  that  we  want  a  wire  of  15  ohms  resistance,  how  much 
copper  must  be  deposited 'on  the  steel  to  give  us  the  conductivity 
sought? 

16  X  53-2 

From  the  formula,     C,  the  copper  resistance,  = =  20-9  ohms. 

'  63-2— 16 

8T1-786 

mid  =  ^^''^  lhs.»  the  weight  required. 

20-9 

In  table  IV,  column  VII,  will  also  be  found  the  weight  of 
copper  per  mile,  corresponding  to  the  resistances  in  column  XI. 
When  any  one  of  the  resistances  in  the  latter  column  is  the  same 
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as  the  resistance  found  for  tlie  copper,  a  simple  reference  to  the 
corresponding  line  in  column  VII  will  give  the  required  weight 
without  calculation. 

Sometimes  the  weight  only  of  the  steel  is  given,  certain 
weights  being  selected  so  as  to  give  proper  tensile  strength  for 
particular  purposes.  When  this  is  the  case  the  steel  resistance 
can  be  found  with  sufficient  accuracy  by  dividing  the  constant 
number,  6888,  by  its  weight  per  mile,  as  in  the  case  of  copper, 
6383  being  the  constant  or  weight  in  pounds  per  mile  ohm*  for 
steel,  as  871*781  is  for  copper. 


USEFUL  RECIPES. 

Amalgamating  Solution  for  Zincs.  —  Dissolve  one  part  (by 
weight)  of  mercury  in  five  parts  of  nitro-muriatic  acid  (one  part 
H  N  Og  to  three  paiis  H  CL),  heating  the  solution  moderately 
to  quicken  the  action ;  and,  after  complete  solution,  add  another 
five  parts  of  nitro-muriatic  acid.  It  is  best  to  use  but  a  small 
quantity  of  the  solution  at  a  time.  Apply  with  a  brush.  Dip- 
ping the  zincs  in  large  quantities  of  solution  exhausts  the  latter 
unnecessarily. 

Chatterton^s  Compound, — 

Stockholm  tar. 1  part.    \ 

Resin 1     "       >  By  weight 

Qutta  Percha 3  parts.  ) 

Shellac  Varnish  for  Glass. — Put  one  ounce  of  the  shellac  of 
commerce  into  a  wide  mouthed  eight  ounce  phial,  containing 
five  ounces  of  well  rectified  naphtha,  wood  or  spirit.  Close  the 
bottle  with  a  cork,  and  let  it  stand  in  a  warm  place  until  com- 
pletely dissolved.  Shake  the  mixture  frequently,  and  pass  the 
fluid  through  a  paper  filter ;  add  rectified  naphtha  to  the  solution 
from  time  to  time,  in  such  quantities  as  will  enable  it  to  percolate 
through  the  filter.  Change  the  filter  when  necessary. 
♦  See  note  to  table  VI. 
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JSbo7itte. — 100  parts  caoutchouc,  45  sulphur  and  10  gutta- 
percha. 

Insulating  Varnish  for  Paper, — ^Dissolve  one  ounce  Canada 
balsam  in  two  ounces  spirits  of  turpentine.  Put  into  a  bottle 
and  digest  at  a  gentle  heat    Filter  before  cold. 

Varnish  for  SiOc — Boiled  oil,  6  ounces,  and  2  ounces  of  clear 
spirits  of  turpentine. 

Electrical  Cement — Harris  prefers  the  best  sealing  wax. 

Amalgam  for  Electrical  Ma/chinjes, — Tin  1,  zinc  2,  mercury  4. 
Melt  the  zinc  and  tin  first,  pour  into  a  wooden  dish  and  add  the 
mercury  gradually. 

Solder* — For  line  wires — ^tin  1,  lead  H ;  or  tin  1,  lead  1. 

Marine  Olue,  much  used  in  Batteries. — ^Dissolve  1  part  of  india. 
rubber  in  12  parts  of  benzole,  and  to  the  solution  add  20  parts* 
of  powdered  shellac,  heating  the  mixture  cautiously  over  a  fire* 
Apply  with  a  brush. 

Solutions  for  Chemical  Paper. — 

No.  1.  Nitrate  of  ammonia,  about  4  poimds. 


Ferri-cyan.  potassium   " 

1  oz. 

Gum  tragacanth, 

4  " 

Glycerine, 

4  " 

Water, 

1  gallon. 

No.  2. 

Nitrate  ammonia, 

21b& 

Muriate      " 

2    " 

Ferri-cyan.  potassium, 

1  oz. 

Water, 

1  galloD. 

Na  8. 

Iodide  potassium,. 

Jib. 

Bromide      " 

2   " 

Dextrine  or  starch, 

1  oz. 

Water,  distilled. 

1  gallon. 

*  Connections  in  apparatus  and  test  boxes  must  never  be  soldered  with  adds  of 
chloride  of  zinc.  These  liquids  cannot  be  entirely  removed,  and  will  corrode  the 
metal.  If  spilled  on  wood,  or  even  on  ebonite,  chloride  of  zinc  never  dries,  and 
ii^ures  the  insulation.    Resin  should  always  be  used. 
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No.  4.  150  parts  crystallized  nitrate  ammonia. 
6     "     ferro-cyan.  potassium,  and 
100     "    water. 
No.  5.       1  part  iodide  of  potassium,  and 
20  parts  starch  paste  in 
40     "     water. 
No.  6.  Add  two  parts  nitric  acid  and  two  of  ammonia  to  a 
solution  of  prussiate  of  potash  in  water,  about  1^ 
oz.  to  the  gallon. 
Na  7.  1  part  f  erro-cyanide  of  potassium,  saturated  solution. 
1  part  nitrate  of  ammonia  "  " 

1  part  of  each  solution  to  two  parts  of  water. 

Of  the  above.  No.  1  may  be  considered  best  for  steady  work 
on  short  circuits,  being  also  of  comparatively  high  resistance,  it  is 
least  affected  by  leakages  from  other  lines. 

No.  2  is  much  more  sensitive  and  can  be  made  to  record  with 
the  faintest  trace  of  current,  it  is  therefore  well  adapted  for  long 
circuits. 

No.  8  is  highly  sensitive,  and  capable  of  the  most  perfect  and 
beautiful  work  at  an  extremely  high  rate  of  speed. 

Oement  for  Insulators. — Sulphur,  lead,  plaster  of  paris,  with  a 
little  glue  to  prevent  it  setting  quickly. 

MutrheacPs  Cement, — 3  Iba  Portland  cement,  3  Iba  rough  sand, 
4  lbs.  smiths*  ashes,  4  lbs.  resin. 

Black  Cement — 1  lb.  rough  sand,  1  lb.  smithes  ashes,  2  Iba 
resin. 

Siemens^s  Cement — 12  Iba  black  iron  rust  or  iron  filings,  100 
lbs.  sulphur. 

Sealing  Faults  in  Fresh  Water  Cables. — When  ihe  poles  of  a 
battery  are  put  in  water,  the  latter  is  decomposed,  —  oxygen 
being  developed  at  the  +,  and  hydrogen  at  the  —  pole.  If  the 
+  electrode  is  copper,  it  will  be  oxidized  by  the  gas  formed 
on  its  surface,  and  this  oxide  is  a  very  bad  conductor.  By  putting 
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the  4"  pole  of  a  battery  of  100  volts  to  one  end  of  a  leaky 
cable,  and  insulating  the  other,  the  fault  may  be  effectually 
sealed,  and  the  cable  worked  through  as  if  no  fault  existed. 

DICTIONABT  OF  T£CHNICAL  TERMS. 

The  following  is  intended  to  supply  concise  definitions  of 
terms  for  occasional  reference,  or  to  recall  their  full  explana- 
tion to  mind : 

AmdlgamdtUm. — Zinc  is  protected  from  waste  by  having  its 
surface  coated  with  mercury.     For  the  process  see  page  84. 

BaMery. — A  combination  of  two  or  more  voltaic  cells  coupled 
together  in  series. 

Bridge^  Wheaisione's. — An  apparatus  for  measuring  resistances 
by  balancing  the  unknown  resistance  against  one  known  and 
capable  of  adjustment 

Cell — Each  separate  v^sel  in  which  a  chemical  action  occurs, 
by  which  electricity  is  capable  of  being  developed. 

Oircuit,  Conductive, — The  wires,  instruments,  etc.,  forming  the 
path  for  the  passage  of  the  current 

Circuit,  Inductive. — The  term  applies  to  static  electricity ;  in- 
ductive circuits  are  partly  composed  of  insulating  material,  as 
air  or  condensers. 

Circuit,  Derived — When  part  of  a  circuit  is  divided  into  two 
or  more  parallel  branches  each  of  the  branches  is  called  a  derived 
circuit 

Oircuit,  Combined — ^In  telegraphy  two  or  more  circuits,  so  con- 
nected by  repeaters  or  otherwise  that  signals  in  one  are  repro- 
duced in  the  other. 

Circuit,  Metallic, — One  in  which  a  return  wire  is  used  instead 
of  the  earth,  as  when  two  wires  are  looped. 

Oircuit,  Telegraphic. — That  connection  between  two  terminal 
stations  whereby  signals  can  be  passed  from  either  one  to  the 
other  without  mechanical  repeating  or  translating. 

Commutator. — Break,  contact-breaker,  and  circuit-changer  or 
switch.  They  are  of  many  forms,  according  to  the  purpose  re- 
quired. 
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Cbnductimty. — This  is  a  relative  term,  and  applies  to  that  in- 
herent property  of  any  substance  whereby  the  passage  of  elec- 
tricity through  it  is  effected  with  the  least  opposition ;  it  is  the 
reciprocal  of  resistance. 

Conductors. — Substances  which  most  freely  permit  electricity 
to  pass.  Formeriy,  it  was  thought  that  substances  were  of  two 
distinct  classes,  conductors  and  insulators;  but  it  is  now  known 
that  the  difference  is  one  of  degree  only. 

Connections. — ^Wires,  etc.,  completing  the  circuit  between  the 
lines  and  different  apparatus. 

Current — The  supposed  flow  or  passage  of  electricity  or  elec- 
trical force  in  the  direction  from  -{-^o  —  or  positive  to  negativa 
It,  therefore,  originates  at  the  zinc  surface  in  contact  with  the 
solution,  and  passes  from  the  zinc  to  the  copper  or  other  nega- 
tive element  in  the  liquid  of  the  battery,  but  from  the  negative 
element  to  the  zinc  in  the  external  circuit 

Current^  Reverse.— A,  current  in  an  opposite  direction  to  the 
normal  current 

Currents^  Earik. — This  term  is  used  to  indicate  the  currents 
that  are  observed  in  a  circuit  partially  formed  by  the  earth, 
when  the  batteries  have  been  removed.  They  are  occasioned 
by  the  different  action  of  the  soil  on  the  earth  plates,  or  by  a 
difference  of  potential  in  the  earth  between  the  places  where  the 
wire  is  grounded. 

Deflection. — The  angle  or  number  of  degrees  through  which 
the  needle  of  a  galvanometer  moves  when  a  current  is  passing 
through  its  coils. 

Electromeier. — An  instrument  for  measuring  electric  potential 

Electromotive  Force. — The  force  which  developes  electric  ten- 
sion or  potential.  In  ordinary  galvanic  batteries  the  K  M,  F.  is 
set  up  by  the  attraction  of  the  zinc  for  an  acid  radical ;  its  degree 
depends  upon  the  force  and  number  of  such  chemical  affinities 
in  circuit,  and  inasmuch  as  there  are  also  opposing  affinities 
tending  to  develope  E.  M.  F.  in  the  opposite  direction,  the  actual 
force  depends  upon  the  excess  of  the  total  affinities  in  the  direc- 
tion of  the  current,  over  those  in  the  opposite  direction. 
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Galvanometer, — An  instrument  for  measuring  currents. 

InductioTk — The  name  given  to  effects  produced  outside  of  a 
force  exerting  body,  or  out  of  the  circuit  to  which  the  force  is 
directly  applied. 

Insulators, — Bodies  possessing  high  electrical  resistance.  All 
insulating  substances,  however,  allow  some  electricity  to  pass. 

Telegraphic  Insulators  are  the  glass,  porcelain,  or  vulcanite 
supports  for  the  wires,  which  tend  to  prevent  electrical  commu- 
nication between  the  latter  and  the  earth. 

Intensity. — The  old  tenn  for  the  properties  now  described  as 
electromotive  force  and  potential.  Batteries  were  said  to  be 
arranged  for  intensity  when  the  cells  were  coupled  together  in 
series. 

Measurement — See  Units. 

Negative, — In  the  battery,  the  copper,  carbon,  or  platinum 
plate. 

Ohm. — A  unit  of  resistance,  called  also  the  B.  A.  unit 

Ohm^s  Laws,  — Formula  devised  by  Ohm,  for  calculating  un- 
known electrical  magnitudes  from  certain  given  data.  The 
symbols  should  represent  fixed  units  to  obtain  definite  resulta 
Putting  E  for  the  electro  motive  force,  R  for  resistance,  and  C 
for  current,  the  relations  are  represented  as  follows  : 

F* 

Current  =  C  =  — 

R 

E 
Resistance  =  R  =  — 

C 

Electromoiive  Force   =  E  =  C  X  R 

and  knowing  any  two  of  these  magnitudes  the  third  is  readily 
obtained. 

Polarization  of  Plates, — This  term  is  applied  to  an  action  which 
occurs  whenever  the  current  passes  from  liquid  to  solid  conduc- 
tors ;  there  forms  on  tlie  surface  of  the  latter  a  film  different 
from  the  liquid,  by  which  there  is  not  only  a  greater  resistance 
introduced,  but  an  electromotive  force  is  generated,  opposing  that 
of  the  current,  so  that  if  suddenly  connected  to  a  galvanome- 
ter, and  the  main  circuit  broken,  a  reverse  current  will  be  main- 
tained for  some  time. 
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Poles. — The  wires,  plates,  etc.,  leading  from  the  battery ;  their 
name  is  the  opposite  of  that  of  the  plate  they  lead  from ;  thus 
the  zinc  is  the  positive  metal  or  element  of  the  battery,  but  the 
wire  leading  from  the  zinc  is  the  negative  pole. 

Positive, — In  the  battery,  the  zinc  plate. 

PoieniiaL — A  word  used  tx)  indicate  a  condition  for,  or  tendency 
to  do  work.  Difference  of  potential  is  a  difference  of  electrical 
condition,  in  virtue  of  which  work  is  done  by  positive  electricity, 
in  moving  from  a  point  more  highly  electrified  to  one  electrified 
in  a  less  degree,  or  one  not  electrified  at  all.  The  idea  of  poten- 
tial essentially  involves  a  relative  condition  of  two  points,  so 
that  no  one  point  or  body  can  be  said  to  have  an  absolute  poten- 
tial, but  for  brevity  the  word  is  used  alone  to  denote  the  differ- 
ence between  the  electrical  condition  of  the  body  or  point  and 
that  of  the  earth,  which  is  assumed  to  be  zero. 

Reduced  Length. — A  term  sometimes  used  to  express  a  resist- 
ance in  the  tenns  of  its  equivalent  length  of  wire  or  resistance. 

Besisiance. — The  opposition  presented  by  the  circuit  to  the 
development  of  the  current  It  is  an  inherent  property  of  every 
substance,  varying  only  in  degree. 

Retardation. — A  term  applied  to  the  inductive  action  which 
reduces  the  rate  of  signaling  in  submarine  cables,  etc 

Rheostat — A  variable  artificial  resistance,  employed  for  measur- 
ing unknown  resistances. 

Secondary  Wire,  in  coils,  is  the  long  and  fine  wire  in  which  the 
induced  cun-ent  is  set  up  by  the  magnetic  reaction  of  the  core. 

Units. — The  various  bases  of  any  system  of  measurement 
Absolute  units  are  based  upon  the  units  of  mass,  length  and 
time — 1  gramme,  1  metre  and  1  second ;  the  fundamental  unit  is 
that  force  which  can  generate  a  velocity  of  one  metre  per  second, 
gravity  being  a  force  of  9-811  such  units.  The  centimetre  is 
also  used  in  place  of  the  metre.  *  For  practical  use  larger  units 
have  been  devised  by  the  British  Association,  viz : 

JSlectromotive  Force  and  Potential— The  volt=  10*  or  100,000 
absolute  units. 

Resistance.— The  ohm=  lO**  or  10,000,000  absolute  unita 
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Current — The  ampere,  j^r  =  10-  *  or  '01  absolute  unit  per 
second. 

Veber, — The  unit  of  current  (now  called  the  ampere). 
VoU, — ITie  unit  of  electromotive  force. 

Voltameter. — An  apparatus  for  measuring  the  current  by  its 
chemical  action. 

Weight  per  ifile-ohm. — A  term  used  to  designate  in  pounds 
the  weight  of  metal  required  to  give,  for  a  mile  length  of  the 
material,  a  resistance  of  one  ohm. 

These  weights,  for  steel,  iron  and  copper  are,  as  follows : 

Steel,  as  used  in  compound  wire 6388  lbs. 

Iron,  such  as  supplied  to  the  W.  U.  Tel.  Co.   4884    " 
Copper,  pure 872    " 

By  dividing  the  above  weights  by  the  weight  per  mile  of  any 
given  wire  of  the  different  materials,  we  get  the  approximate 
mileage  resistance  of  such  wire  at  60^  Fahr.  in  ohms. 

CONSTRUCTION  OF   ELECTRO   MAGNETS. 

As  a  result  of  numerous  experiments,  the  following  dimen- 
sions are  recommended  for  ordinary  electro  magnets  to  be 
worked  with  tolerably  strong  currents.  The  length  of  core  to 
be  six  times  its  diameter ;  the  thickness  of  the  layer  of  wire 
with  which  the  bobbin  is  wound  to  be  equal  to  the  diameter  of 
the  core ;  the  core  to  project  to  a  distance  equal  to  half  its  diam- 
eter from  the  bobbin ;  in  the  case  of  horseshoe  electro  mag- 
nets, the  quantity  of  iron  in  each  core  and  in  the  sole  plate  and 
armature  to  be  the  same ;  and  the  width  of  the  armature  to  be 
equal  to  the  diameter  of  the  core.  In  the  case  of  electro  mag- 
nets to  be  worked  with  weaker  currents,  the  diameter  of  the 
cores  may  be  diminished  in  comparison  with  the  other  propor- 
tions. Short  electro  magnets  are  quicker  in  action  than  long 
ones ;  and  magnetized  soft  iron  acquires  and  loses  small  acces- 
sions of  magnetism  more  readily  than  if  in  the  neutral  state. 
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^The  electro-magnet  is  composed  of  a  magnetic  core,  or  cylinder 
of  iron ;  a  helix,  which  consists  of  an  insulated  conductor,  wound 
upon  a  bobbin,  and  surrounding  the  core,  and  an  armature,  a 
piece  of  iron,  usually  of  prismatic  form,  placed  transversely  in 
front  of  the  ends  of  the  core,  which  ends  are  termed  the  poles  of 
the  electro-magnet 

If  the  core  is  composed  of  a  straight  cylinder  the  electro- 
magnet is  termed  a  bar  magnet,  and  usually  acts  by  means 
of  one  of  its  poles  only,  but  if  the  core  is  bent  in  such  a 
manner  that  both  its  extremities  may  act  upon  the  same  armature, 
it  is  termed  a  horse  shoe  or  U  magnet.  The  same  result  may  also 
be  obtained  by  uniting  several  pieces  together.  Thus  two  cores 
of  iron  connected  together  by  a  yoke  or  bridge  piece  of  the  same 
metal,  each  core  being  surrounded  by  a  bobbin,  constitutes  an 


Fig.  5640.  Fig.  664d.< 

electro-magnet  with  two  branches,  this  being,  in  fact,  the  form  in 
which  electro-magnets  are  usually  constructed,  but  many  other 
forms  are  also  employed,  to  a  greater  or  less  extent  When  the 
electro-magnet  just  described  is  without  a  helix  or  coil  upon  one 
of  its  cores,  it  is  termed  a  single  coil  magnet  Kga  664a  and 
5646  represent  two  forms  of  this  kind  of  electro-magnets. 

The  earliest  experiments  which  were  made  with  the  view  of 
improving  and  perfecting  the  electromagnet,  demonstrated  that 
the  effective  force  of  an  electro-magnet  is  proportional  to  the 
strength  of  the  magnetizing  current  and  to  the  number  of  con- 
volutions in  the  magnetizing  helix  ;  and  that  in  order  to  produce 
the  most  advantageous  effect,  the  resistance  of  the  helix  should 

^Abstract  from  Ezpos^  des  Application  de  rElectricit^  by  Ct  Th.  Du  KonoeL 
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be  equal  to  that  of  the  portion  of  the  circuit  not  included  in 
the  helix. 

Subsequent  experiments  proved  that  a  mass  of  iron  is  suscep- 
tible of  a  certain  maximum  of  magnetization  only,  and  only  with- 
in certain  limits  is  the  force  of  the  electro-magnet  proportional 
to  the  square  root  of  the  diameter  of  the  iron  cores,  or  simply 
to  the  diameters,  if  we  take  into  account  their  action  on  the  ar- 
matures. These  experiments  also  proved  that  in  order  to  de- 
velop in  two  electro-magnets  of  different  diameters  the  same 
proportional  part  of  their  maximum  magnetism,  the  product  of 
the  current  multiplied  by  the  number  of  evolutions  must  be 
proportional  to  the  square  roots  of  the  cubes  of  the  diameters. 
A  still  later  series  of  carefully  conducted  experiments  showed 
that  the  magnetic  force  not  only  increases  as  the  square  root  of 
the  diameter  of  the  core,  but  is  also  proportional  to  the  square  of 
the  length.  The  attraction  which  results  from  this  force,  how- 
ever, diminishes  in  the  ratio  of  the  square  root  of  the  distance 
of  the  middle  or  neutral  point  of  the  core  from  the  armature. 

The  result  of  these  experiments  shows  that  the  attractive  force 
exerted  by  an  electro-magnet  upon  its  armature  is  proportional 
to  the  diameter  of  the  core  and  to  the  square  root  of  its  length. 

The  investigation  of  the  question  of  magnetic  saturation 
proves  that  the  maximum  of  saturation  depends  solely  upon 
the  mass  of  iron  contained  in  the  electro-magnet,  irrespective  of 
its  form;  and  that  the  maximum  degree  of  magnetization,  of 
which  a  mass  of  soft  iron  is  susceptible  under  the  influence 
of  the  electric  current,  is  more  than  five  times  as  great  as  that 
which  a  corresponding  mass  of  hardened  steel  is  capable  of 
retaining. 

When  the  electro-magnet  exerts  its  attraction  on  an  armature 
of  soft  iron,  it  creates  a  new  magnet,  which,  reacting  in  turn  on 
the  first,  induces  a  similar  action,  thus  proving  that  the  attractive 
force  of  electro-magnets  is  proportional  to  the  square  of  the 
43trength  of  current  for  a  like  number  of  convolutions,  and  to  the 
square  of  the  number  of  convolutions  for  like  strength  of  cur- 
rent    This  law  can,  however,  only  be  considered  as  rigorously 
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exact  when  the  electro-magnet  and  the  armature  contain  about 
the  same  mass,  and  their  magnetic  state  is  near  the  point  of 
saturation ;  that  is  to  say,  that  which  these  magnetic  pieces  would 
retain  if,  being  of  tempered  steel,  they  were  magnetized  to  a 
maximum.  We  will  only  add,  that  it  follows  from  the  preceding, 
law,  that  if  the  strength  of  current  (acting  on  the  electro-magnet) 
and  the  number  of  convolutions  in  the  helix  vary  at  the  same 
time,  which  is  nearly  always  the  case,  since  by  increasing  the 
number  of  convolutions  without  changing  the  battery,  we  in- 
crease the  resistance  of  the  circuit,  the  attractive  force  of  the 
electro-magnet  becomes  proportional  to  the  square  of  the  strength 
of  current  multiplied  by  the  square  of  the  number  of  convolu- 
tions. When  the  electro-magnet,  instead  of  acting  on  an  arma- 
ture of  soft  iron,  exerts  its  action  upon  another  electro-magnet, 
the  attraction  is  proportional  to  the  sum  of  the  products  of  the 
strength  of  current  by  the  number  of  convolutions  in  the  two 
helicea  Finally,  when  the  electro-magnet  acts  upon  a  steel 
armature  magnetized  to  saturation,  the  attractive  force  is  simply 
proportional  to  the  product  of  the  strength  of  current  by  the 
number  of  convolutions.  It  will  be  observed  at  the  same  time 
that  the  nature  and  diameter  of  the  wire  of  the  magnetizing 
helices  exert  no  influence,  provided  the  strength  of  current  doea 
not  vary. 

In  the  laws  of  the  electro  magnet  which  have  thus  far  been 
summed  up,  the  armature  has  been  assumed  to  be  of  sufficient 
dimensions  to  render  it  capable  of  receiving  the  same  amount  of 
magnetism  as  the  core  itself — a  condition  which  is  necessary 
in  case  the  attraction  exerted  upon  the  armature  is  represented  by 
the  square  of  the  force  proper  of  the  electro-magnet.  In  order 
that  the  law  may  hold  good  in  the  case  of  an  electro  magnet 
which  has  arrived  at  its  maximum  point  of  saturation,  it  is 
evidently  necessary  that  this  araiature  should  present  a  mass 
nearly  equal  to  that  of  the  core  which  is  directly  magnetized  by 
the  helix,  while  in  order  to  satisfy  the  conditions  of  the  law 
of  proportionality  of  the  forces,  with  respect  to  the  diameters 
and  lengths,  the  armature  should  be  of  about  the  same  dimen- 
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^ons  as  the  electro-magnet  Hence  we  arrive  at  the  conclusion 
that  the  maximum  of  force  of  which  an  electro-magnetic  system, 
composed  of  a  helix,  core  and  armature,  is  capable,  is  developed 
when  the  dimensions  of  the  two  latter  in  respect  to  their  length 
and  surface  are  equal. 

The  proportion  of  the  forces  to  the  diameters  indicates  that 
the  former  depends  more  upon  the  surfaces  than  upon  the 
magnetic  masses.  It  follows  from  this  principle,  that  if  a  second 
armature  is  attached  to  the  inactive  pole  of  a  straight  electro- 
magnet, the  effective  force  of  the  combined  system  ought  to  be 
considerably  augmented ;  for  the  reason  that  the  electro-magnet 
with  its  first  armature  constitutes,  in  point  of  fact,  an  electro- 
magnet of  double  length.  Therefore,  the  maximum  of  force 
ought  to  be  developed  when  the  length  of  the  second  armature 
is  also  equal  to  that  of  the  electro-magnet  If  we  consider  the 
system  with  reference  to  the  first  armature,  we  arrive  at  the 
following  general  law : 

In  a  straight  electro-magnet,  the  length  of  whose  core  exceeds 
that  of  the  magnetizing  helix,  at  the  end  opposite  the  armature, 
the  force  progressively  increases  with  the  length  of  the  core,  until 
the  total  length  becomes  three  times  that  of  the  bobbin.  This 
result  is  confirmed  by  experiment  We  are  now  able  to  estab- 
lish other  conditions  of  maxima  in  respect  to  double  electro- 
magnets. In  fact,  since  the  length  of  the  magnetic  core  which 
projects  beyond  the  magnetizing  helix  becomes  more  and  more 
favorable  to  the  development  of  magnetic  force  until  the  core 
becomes  three  times  the  length  of  the  helix,  we  can  readily 
understand  that  the  force  can  be  still  further  augmented  by 
•causing  this  mass  of  iron  to  react  on  the  armature,  and  by 
enveloping  the  latter  in  a  second  helix.  Now,  if  this  second 
helix  is  of  the  same  length  as  the  first,  we  then  have  two  elec- 
tro-magnets, each  of  which  is  placed  in  its  condition  of  maxi- 
mum, and  of  which  the  part  without  the  coils — which  is  usually 
termed  the  yoke — of  the  double  elcctro-magnct  should  be  equal 
in  length  to  one  of  the  cores,  if  it  is  desired  to  keep  it  within  the 
maximum  conditions  already  established     We  may,  therefore, 
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lay  down  the  equality  of  the  four  constituent  parts  of  the  system,. 
as  the  condition  of  maximum  of  double  electro-magnets.  This 
conclusion,  which  experience  has  shown  to  be  correct,  explains 
several  phenomena  exhibited  by  electromagnets,  to  which  we 
shall  have  occasion  to  refer  in  another  place.  The  problem  now 
under  consideration  is  that  of  determining  the  best  construction 
of  the  armature.  If  we  only  take  into  consideration  the  ques- 
tion of  force  without  concerning  ourselves  with  practical  require- 
ments, which  are  sometimes  directly  opposed  to  the  conditions 
of  maximum — as  in  cases  where  the  utmost  rapidity  of  motion  is 
required,  for  example,  when  the  mass  of  the  armature  should  be 
as  small  as  possible — ^it  is  obvious  that  the  flat  prismatic  form  is 
the  best ;  for,  inasmuch  as  the  centre  of  the  magnetic  action  in  the 
armature  coincides  with  its  axial  line,  it  is  clear  that  the  greater 
the  thickness  in  the  normal  direction  of  the  action  of  the  magnet,, 
the  greater  will  be  the  distance  between  the  latter  and  the  mid- 
dle point  of  the  armature,  and,  therefore,  the  less  the  force.  Con- 
sequently, the  cylindrical  form  and  the  prismatic  form  of  equal 
dimensions  should  be  rejectei  The  best  results  will  be  attained 
by  means  of  the  thinnest  possible  armature  placed  broadside  in 
front  of  the  poles  of  the  electro-magnet,  for  the  reason  that  in 
that  case  the  distance  from  the  magnetic  centre  of  the  armature 
to  either  pole  of  the  electro -magnet  will  be  at  its  minimum. 
In  fact,  experiment  shows  that  with  an  armature  one  inch  in 
breadth  and  one  eighth  of  an  inch  in  thickness,  the  difference  in 
the  respective  forces  resulting  from  the  position  of  the  armature, 
whether  flat  or  edgewise,  is  the  ratio  of  ninety-two  to  fifty-nine.  ^ 


^  The  form  and  mass  of  the  armatures  should  depend  upon  several  coDsider- 
ations,  but  principally  upon  the  functions  which  they  are  required  to  fulfil.  In 
respect  to  force  alone,  these  armatures  ought  always  to  be  a  little  broader  than  the 
poles  which  act  upon  them ;  the  length  ought  to  exceed  by  four  or  five  hnes  the 
polar  extremities  of  the  magnet,  and  their  thickness  ought  to  vary  accordmg  to 
the  force  of  the  magnet.  It  is  even  asserted  that  for  a  given  magnetic  force, 
this  thickness  is  susceptible  of  a  maximum,  beyond  which  there  is  a  loss  of  power 
when  the  thickness  is  still  further  augmented.  It  is  easy  to  understand  that  this 
condition  of  force  cannot  always  be  realized,  for  if  we  require  a  very  rapid  mor^^ 
luent  of  tho  armature,  we  ought  to  make  the  latter  as  light  as  possible. 
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On  the  other  hand,  it  is  easy  to  understand,  that  in  order  to  allow 
the  greatest  possible  amount  of  play  with  the  least  loss  of  power, 
it  is  preferable  to  pivot  the  armature  in  such  a  way  that  one  of  its 
extremities  is  in  contact  with  one  of  the  magnetic  cores,  and  the 
other  end  alone  movable.  In  this  manner  the  armature  moves 
angolarly,  and  the  force  which  is  developed,  compared  with  that 
which  ia  obtained  from  the  same  armature  moving  parallel  to 
the  axis  of  the  cores,  is  nearly  double,  being  in  fact,  in  the  ratio 
of  one  hundred  and  twenty-five  to  sixty -four.  The  reason  of  this 
is  obvious,  when  we  consider  that  the  distance  through  which  the 
attractive  force  is  exerted  is  by  this  arrangement  diminished  nearly 
one  halt  From  the  comparison  which  we  have  already  made,  with 
the  yoke  uniting  the  cores  of  the  double  electro-magnet  with  its  ar- 
mature, we  can  readily  see  that  when  these  four  parts  are  equal  to 
each  other  they  constitute  a  double  system,  in  which  each  one  of 
the  magnetic  cores  composing  a  special  electro-magnet  has  a  dis- 
tinct armature,  which  armature  being  of  the  same  length  and 
siirface  as  the  magnetic  core  which  acts  upon  it,  may  give  rise  to 
a  magnetic  reaction  under  conditions  analogous  to  those  of  the 
action  produced  by  the  magnetic  core  itself.  But  this  is  no  longer 
the  case  when  the  armatures  as  well  as  the  yokes  are  of  greater  or 
less  dimensions.  In  this  case  it  may  happen,  either  that  these 
armatures  cannot  furnish  the  sum  of  magnetism  necessary  to 
enable  them  to  resp  >nd  to  the  action,  or,  on  the  other  hand,  that 
the  cores  themselves  do  not  possess  sufficient  magnetic  mass  to  re- 
spond fully  to  the  reaction  which  would  otherwise  be  produced. 
In  this  case  the  forces  depend  upon  the  shortest  parts  constituting 
the  magnetic  system,  but  as  the  proportion  of  the  total  force 
which  they  are  individually  able  to  furnish  is  proportional  to  the 
square  root  of  their  length,  and  as  one  of  these  parts  cannot  vary 
in  length  unless  the  other  also  does,  the  result  is,  that  when  the 
different  parts  of  a  double  electro-magnet  are  not  equal,  the  force 
is  proportional  to  the  length  of  the  shortest  part  This  fact  was 
long  since  discovered  and  made  known  by  Dub.  As  corollaries 
to  this  law,  the  latter  gives  the  following  deductions,  which  may 
be  readily  comprehended  without  further  explanation : 
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1.  The  attractive  force  of  an  electro-magnet  is  proportional 
to  its  length,  when  the  lengths  of  all  the  diflEerent  parts  of  which 
it  is  composed  increase  in  the  same  ratio. 

2.  The  maxima  of  attractive  force  are  proportional  to  the 
various  lengths  of  the  systems,  of  which  the  component  parts  are 
respectively  of  equal  length. 

3.  The  attractive  force  remains  constant  when  the  shortest 
parts  are  equal  to  each  other,  whether  these  are  represented  by 
the  electro-magnet  or  the  armature 

According  to  the  British  Association  committee,  electro-mag- 
netic forces  should  be  measured  by  the  method  of  repulsion,  and 
the  unit  of  electro-magnetic  force  is  represented  by  the  repulsion 
exerted  between  two  like  magnetic  poles  placed  at  a  distance  of 
one  mfetre  apart,  and  acting  upon  each  other  with  a  force  repre- 
sented by  ^\y  (gramrae-m^tre).  Nevertheless,  as  the  greater 
part  of  the  experiments  which  have  been  made  up  to  the  present 
time  with  electro-magnets  have  been  made  by  means  of  a  balance 
and  weights,  the  existing  ratio  between  the  two  systems  of 
measures  still  remains  to  be  ascertained. 

The  accompanying  plates  show  the  various  forms  of  electro- 
magnets generally  used  for  electrical  purposea  Figs.  664cto564i 
inclusive  are  electro-magnets,  whose  poles  are  straight,  bevelled, 
tapering  or  flattened,  according  to  the  purpose  needed.  In  fig. 
664c  the  copper  end  pieces  are  soldered  to  the  core  of  the  electro- 
magnet In  fig.  564/*  the  core  is  hollow,  with  two  iron  disks  at  the 
extreme  ends  to  increase  the  polar  surfaces,  and  to  serve  as  end 
pieces  for  the  bobbins.  Fig.  564A  shows  Bonelli's  electro-mag- 
net, in  which  the  armature  forms  a  part  of  the  magnetized  core, 
and  by  receiving  from  the  helix  a  direct  magnetization,  makes 
the  attraction  between  the  two  parts  more  powerful. 

Fig.  564t  shows  an  electro-magnet  provided  at  both  ends  with 
two  iron  pallets.  This  plan  is  used  to  advantage  as  an  armature 
of  an  electro-magnet,  in  which  case  the  pallets  correspond  to  the 
poles  of  the  electro-magnet  This  arrangemetit  has  been  adopted 
by  Mr.  Maroni  for  the  Italian  Morse  instruments.  Figs,  565  to 
570  and  674, 575  and  577  show  the  various  forms  which  have  been 
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given  to  the  double  branched  electro-magneta  Fig.  566  shows 
the  best  known  and  more  generally  used  form.  Fig.  567  shows 
an  electro-magnet  in  which  the  helix  is  wound  around  the  iron 
core  without  retaining  disks  at  the  ends ;  the  various  spirals  are 
wound  so  as  to  form  two  truncated  cones  in  opposite  direction 
to  their  base.  This  form  of  electro-magnet  is  especially  made 
use  of  in  Clark's  instruments  to  favor  the  effects  of  induction, 
which  is  more  energetic  in  the  centre  of  the  cores  than  at  the 
extreme  ends.  Fig.  569  shows  an  electro-magnet  with  hollow 
cores  and  iron  end  pieces.  Fig.  568  shows  an  electro-magnet 
with  one  coil.  By  bringing  near  together  the  two  branches  of 
such  an  electro-magnet,  and  bending  the  free  branch  around,  as 
shown  in  fig.  570,  we  may  bring  the  two  poles  of  the  electro- 
magnet very  near  together,  and  hence  make  them  react  at  the 
same  time  on  an  armature  placed  endwise,  and  of  very  small  size, 
A  similar  form,  and  devised  for  the  same  purpose,  has  been 
adopted  by  Mr.  Hughes  for  the  two  bobbin  electro-magnets  of 
his  telegraphs,  the  branches,  however,  being  bent  back,  as  in 
fig.  574. 

If  a  soft  iron  cylindrical  case  is  placed  around  the  bobbin  and 
soldered  to  the  circular  end  piece  of  a  straight  electro-magnet, 
this  cylinder  will  share  the  magnetism  of  the  end  piece,  and  will 
present  a  like  pole  to  its  free  end ;  hence  there  would  be  at  one 
of  the  ends  of  the  electro-magnets  a  circular  pole,  in  the  centre 
of  which  the  other  pole  would  be  found,  as  shown  in  fig.  572. 
Manufacturers  of  these  tubular  electro-magnets  claim  a  great 
superiority  for  them  in  strength  over  the  other  forms.  Electro- 
magnets of  this  style  have  been  used  in  electro-motors,  the  poles 
being  oblong  instead  of  circular,  as  -shown  in  fig.  578. 

If  we  place  over  an  iron  tube  electro-magnet  like  that  in  fig. 
664/^,  two  soft  iron  cylindrical  cases,  leaving  between  them 
toward  the  middle  of  the  electro- magnet,  a  small  open  groove, 
we  shall  obtain  a  circular  electro-magnet  having  a  different  pole 
on  each  of  the  two  iron  cases  which  surround  it,  and  hence 
acting  through  its  two  poles  at  the  same  time  on  a  longitudinal 
or  circular  armature,  on  which  it  rests.    This  form  of  magnet,  as 
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«hown  in  figs.  573,  585,  has  been  proposed  for  magnetizing  the 
wheels  of  locomotives  on  railroads,  and  as  an  electro-transmitter 
of  motion  to  supply  gears. 

By  bending  the  yoke  at  right  angles  the  two  opposite  poles  of 
an  electro-magnet  may  be  made  to  face  each  other,  as  shown  in 
675 ;  and  by  cutting  the  yoke  in  two,  and  sliding  the  two  free 
parts  in  a  groove  made  in  a  plate  of  soft  iron,  the  distance  of  the 
poles  from  each  other  may  be  regulated  at  will.  When  it  is 
desired  that  an  armature  should  oscillate  between  the  two  poles 
of  an  electro-magnet,  in  which  case  magnetic  armatures  are 
usually  employed,  there  are  three  ways  that  may  be  followed : 
the  poles  of  the  electro-magnet  may  be  bent  in  such  a  way  as  to 
stand  opposite  to  one  another  at  any  desired  distance  apart, 
or  the  two  cores  are  brought  sufficiently  near  each  other  to 
allow  the  oscillation  to  take  place  between  them ;  or,  lastly,  the 
cores  themselves  are  inclined  at  the  proper  angle  to  bring  the 
poles  near  to  each  other.  The  latter  method  possesses  a  slight 
advantage  over  the  others,  in  not  requiring  any  marked  length- 
ening of  the  cores,  which  is  always  detrimental ;  and  at  the  same 
time  it  allows  a  direct  attraction  on  the  armature,  which  is  more 
powerful  than  lateral  attractions.  Fig.  577  shows  a  magnet  of 
this  description. 

Electro-magnets,  with  multiple  poles,  as  shown  in  576,  are 
sometimes  employed  for  large  electro-motors.  These  magnets  con- 
sist of  an  iron  bar,  carrying  eight,  ten  and  twelve,  or  even  more, 
iron  cores,  on  which  the  magnetizing  helices  are  placed ;  the 
even  branches  are  all  magnetized  alike,  or  are  of  the  same  polar- 
ity, while  the  uneven  are  of  the  other.  The  result  is  that  any  one 
of  these  poles  always  stands  between  two  poles  whose  magnet- 
ism is  opposite  to  that  of  the  one  considered.  Electro-magnets  of 
this  construction  are  very  powerful,  and  consequently  of  consider- 
able importance  in  the  construction  of  electro-motors.  Attempts 
have  also  been  made  to  magnetize  iron  plates  in  different  waya 
579  shows  one  arrangement  of  this  kind  constructed  by  Joule, 
in  which  the  plate  is  rolled  into  a  cylindrical  form,  and  the  wire 
wound  around  it  in  the  direction  of  the  length  of  the  cylinder 
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By  cutting  a  series  of  grooves  in  an  iron  plate,  and  introduc- 
ing therein  an  insulated  wire,  bent  back  upon  itself,  as  shown  in 
fig.  580,  Mr.  Pulvermacher  has  succeeded  in  making  electro- 
magnets, with  multiple  poles,  similar  to  those  of  Mr.  Froment 
With  a  single  wire,  however,  these  magnets  are  not  very  power- 
ful ;  but,  as  they  occupy  but  very  little  room,  their  number  may 
be  multiplied  considerably.  By  making  the  grooves  larger  and 
the  projection  thicker,  the  wire  may  be  turned  back  on  itself 
several  times,  and  the  magnetic  effect  thereby  be  correspondingly 
increased.  Among  the  various  other  methods  of  constructing 
this  style  of  electro-magnets,  there  is  one  suggested  by  Mr.  Pul- 
vermacher which  is  worthy  of  note,  as  giving  a  large  amount 
of  magnetic  power  within  a  comparatively  limited  space.  It 
consists  in  making  the  plate  itself  of  sheet  iron  bands,  one 
twenty-fifth  of  an  inch  thick,  placed  one  next  to  the  other,  and 
separated  only  by  sheets  of  card  board.  An  electro-magnet  of 
this  form,  when  compactly  enclosed  within  its  copper  frame,  and 
having  projections  of  only  one  fourth  of  an  inch,  will,  it  is  said, 
give  good  results,  although  but  a  single  conductor  of  about  one 
eighth  of  an  inch  diameter  is  wound  in  the  grooves. 

ARRANGEMENT  OF  ARMATURES. 

The  armature  of  an  electro-magnet,  whether  consisting  of  a 
temporary  or  permanent  magnet,  or  simply  of  a  soft  iron  bar, 
may  be  arranged  in  various  ways  relative  to  the  electro-magnet, 
which  acts  upon  it.  It  may  be  hinged  to  the  two  bobbins  of 
the  electro-magnet,  or  other  suitable  fixture  in  their  neighbor- 
hood, as  in  fiiT.  590,  in  which  case  its  movement  is  effected 
parallel  to  the  axial  line  of  the  electro-magnet;  and,  conse- 
quently, the  attraction  of  the  two  poles  on  the  iron  is  equal  at 
both  ends.  It  may  be  articulated  by  one  end,  as  in  fig.  590,  bis, 
in  which  case  the  movement  takes  place  in  an  angular  manner 
with  respect  to  the  axial  line  ;  and  hence  the  action  of  the  two 
poles  on  the  iron  is  unequal,  but,  nevertheless,  very  efficacious,  as 
one  of  the  poles  acts  nearly  in  contact ;  or,  lastly,  it  may  be 
articulated  between  the  poles  of  the  electro-magnet  by  means  of 
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a  pivot  parallel  to  the  branches  of  the  latter,  as  in  fig.  598.  The 
movement  then  partakes  of  a  tilting  motion,  and  the  attraction 
is  effected  in  a  lateral  direction.  This  arrangement  of  armatures, 
however,  applies  only  to  the  direct  action  of  electro-magnets, 
which  may  be  either  normal  or  lateral.  When  we  desire  to 
employ  the  force  of  the  latter  on  their  armatures,  through  their 
reciprocal  magnetic  reactions,  the  arrangement  of  the  armatures 
may  be  modified  in  three  different  waya 

They  may  be  fixed  flatwise,  with  regard  to  the  poles  of  the 
electro-magnet,  to  the  end  of  a  lever,  whose  opposite  end  is 
hinged  near  the  yoke  of  the  electro-magnet,  and  whose  motion 
is,  consequently,  in  a  direction  at  right  angles  to  the  line  joining 
the  poles.  The  armature,  being  then  placed  about  one  twenty- 
fifth  of  an  inch  above  the  polar  ends  of  the  electro-magnet,  is 
carried  over  the  poles  by  the  magnetic  action  of  the  latter 
until  its  centre  coincides  with  the  axial  line  of  the  magnet  This 
is,  as  remarked  elsewhere,  one  of  the  best  means  of  obtaining  a 
large  excursion  of  the  armature ;  but,  when  the  magnet  is  some- 
what powerful,  there  is  some  risk  of  bending  the  supports.  Fig. 
594  sufficiently  indicates  this  arrangement  The  second  way  of 
arranging  armatures  to  obtain  a  similar  magnetic  reaction  is  to 
pivot  them  so  as  to  tilt,  as  shown  in  fig.  593.  above  the  ends  of 
the  magnet,  which  is  provided  with  soft  iron  pole  pieces.  Siemens 
employed  this  method,  in  1848,  for  his  dial  telegraph. 

The  third  arrangement  consists  in  pivoting  them  in  such  a  way 
as  to  allow  of  their  turning  between  the  poles  of  the  electro- 
magnet, the  edges  of  which  have  been  hollowed  out  in  order 
that  the  armature  may  turn  freely  through  nearly  half  of  a  cir- 
cumference, as  in  fig.  595.  This  is  evidently  the  best  arrange- 
ment, as  the  normal  attraction  of  the  poles,  which  is  not  con- 
cerned in  the  angular  displacement  of  the  armature,  is  in  this 
case  exerted  at  the  two  extreme  ends  of  the  armature,  and  in 
opposite  directions  There  is,  consequently,  no  injurious  results 
to  be  apprehended  either  to  the  pivoting  or  from  any  flexion 
of  tlie  armature  or  pieces  that  support  it 

One  advantage  in  employing  electro-magnetic  arrangements  of 
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this  description,  besides  the  greater  armature  excursions,  is  that 
with  the  armature  at  but  a  little  distance  from  the  poles  of  the 
electro-magnet,  the  direct  magnetic  action,  which  is  always  the 
strongest,  1  reacts  from  the  first  instant  of  the  armature's  move- 
ment, which  is  precisely  opposite  to  what  takes  place  in  other 
systems  of  attraction,  and  hence  it  is  that  its  advantages  in  many 
instances  are  so  marked.  Two  methods  of  arranging  the  arma- 
tures, and  allowing  the  use  of  bar  electro-magnets  in  place  of 
double  branched  magnets,  aie  shown  in  figs.  586  to 588.  These 
were  first  employed  in  a  couple  of  electro-motors  exhibited  in 
1855.  In  one,  the  armature  is  bent  twice  at  right  angles  to  itself, 
so  as  to  bring  its  extremities  opposite  the  two  poles  of  the  electro- 
magnet ;  the  piece  which  supports  it  stands  perpendicular  to  the 
axis  of  the  electro-magnet,  and  passing  through  the  latter,  may 
also  carry  another  armature,  as  shown  in  fig.  586.  In  the  other 
arrangement,  the  electro-magnet  is  hollow,  and  the  armature  in 
this  case,  a  straight  bar  of  iron,  is  placed  inside  the  iron  cylinder, 
and  the  armature  support  passes  through  the  electro-magnet ;  the 
action  of  the  latter  is  manifest  in  one  direction  or  another,  accord- 
ing to  the  proximity  of  the  armature  to  one  or  the  other  of  the 
inner  sides  of  the  cylinder.  Preferable  forms,  on  account  of  the 
simplicity  of  the  arrangement  of  the  various  parts,  are  shown  in 
figa  587  and  588,  in  which  an  oblong  shape  is  given  to  the 
electro-magnets. 

In  using  any  of  the  diflEerent  combinations  here  referred  to, 
it  is  well,  whenever  practicable,  to  pivot  the  armatures  on  points, 
for  which  purpose  it  is  only  necessary  to  employ  screw  supports 
in  the  framework.  Sometimes,  however,  spring  supports  may  be 
used  instead,  in  which  case  they  are  also  made  to  serve  as 
retractile  springs  to  withdraw  the  armature  after  the  current  has 
been  interrupted.  (See  fig.  591.)  This  arrangement  is  especially 
advantageous  when  a  continuous  vibration  of  the  armature  is 

^  Ezperienoe  shows  that  the  electro-magnetio  foroe  of  an  electro-magnet  is  greater 
St  the  edges  of  the  poles  than  at  its  centre,  a  fact  of  which  we  can  readily  con- 
Tince  ourselves  bj  suspending  a  piece  of  soft  iron  and  exposing  it  normallj  over 
the  polar  centres.    The  iron  will  be  drawn  from  the  vertical  towards  the  edges. 
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desired,  as  in  electric  bells  and  electro-medical  instramentSL 
When  two  diflEerent  mechanical  eflfects  are  to  be  obtained  from 
a  single  electro-magnet,  without  the  employment  of  magnetic 
armatures,  two  soft  iron  armatures,  placed  parallel  to  and  along- 
side of  each  other,  are  required ;  but  in  such  cases  the  retractile 
springs  must  be  unequally  stretched. 

By  arranging  two  separate  batteries  in  connection  with  a 
transmitter  corresponding  to  an  electro-magnet  of  the  previous 
description,  and  adjusting  the  springs  properly,  it  is  possible  to 
actuate  either  one  of  the  armatures  at  will  without  the  other 
taking  part  in  the  movement. 

In  the  arrangement  shown  in  fig.  584,  in  which  the  armature 
plunges  into  the  magnetizing  helices,  we  have  another  form  of 
electro-magnet,  whose  action  is  similar  to  that  of  a  piston  in  a 
steam  engine.  Each  part  is  composed  of  two  cylinders  of  soft 
iron,  united  by  a  yoke  of  the  same  metal,  and  thus  really  form- 
ing a  double  electro-magnet,  although  but  a  single  pair  of  helices 
are  employed. 

Various  other  arrangements  of  electro-magnets  with  perma- 
nently magnetized  armatures  are  also  employed.  The  simplest 
aiTangement  for  this  kind  of  magnets  is  that  represented  in  fig. 
596,  which  is  nothing  more  than  a  bar  electro-magnet  provided 
with  one  or  two  armatures  jointed  at  one  end.  The  arrangement, 
however,  is  not  well  adapted  for  use,  except  when  it  is  desired 
to  produce  a  double  mechanical  effect  by  means  of  a  single  wire. 
When  greater  force  is  required  two  bar  electro-magnets  may  be 
employed,  placed  side  by  side,  as  shown  in  fig/599.  The  arma- 
tures are  then  pivoted  at  their  centres,  and  their  limiting  contacts 
are  placed  on  opposite  sides  of  a  connecting  lever,  or  of  the  ends 
of  the  annatures  themselves,  the  adjustment  being  so  regulated 
that  the  magnetic  reaction  of  the  electro -magnet  on  the  latter,  or 
vice  versa,  at  the  moment  of  attraction,  will  not  interfere  with  the 
desired  mechanical  effects,  notwithstanding  the  similarity  of  the 
poles  which  stand  opposite  to  each  other.  It  must  not  be  under- 
stood, however,  with  two  bar  electro-magnets  arranged  so  as  to 
present  unlike  poles  on  the  same  side  of  an  armature,  that  the 
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latter  can  be  applied  as  shown  in  696  with  advantage ;  on  the 
contrary,  such  is  not  the  case,  as  the  increased  attractive  effect  of 
the  pole  nearest  the  pivoting  of  the  armature  is  far  less  marked 
than  the  decrease  in  the  magnetizing  power  of  the  current,  due 
to  the  increased  resistance  of  the  circuit  by  the  introduction  of 
an  additional  helix.  But  by  combining  the  armatures,  as  shown 
in  697,  almost  equally  good  results  might  be  obtained. 

With  the  foregoing  arrangements  combined  with  other  forms 
of  electro-magnets,  such,  for  instance,  as  that  shown  in  699,  the 
application  of  permanently  magnetized  armatures  is  easily  made^ 
and  the  magnetic  energy  somewhat  increased. 

When  magnetic  armatures  are  to  be  acted  upon  by  both  at- 
traction and  repulsion,  double  electro-magnets  should  be  em- 
ployed. 697  and  598  show  the  more  frequently  used  forms ;  and 
both  present  the  advantage  of  allowing  the  additional  action  of 
a  third  force,  which  may  be  gravity.  In  697  the  armature  is  a 
thin  magnetized  piece  of  steel,  suspended  from  two  pivots  so 
as  to  oscillate  between  the  four  poles  of  two  double  electro- 
magnets, whose  helices  are  connected  in  such  a  way  that  the 
ends  of  the  magnets  facing  each  other  are  of  opposite  polarity 
when  the  current  circulates.  When  the  current  is  interrupted, 
the  weight  of  the  armature  keeps  the  latter  in  a  vertical  position, 
equidistant  between  the  polea  In  598  the  armature  is  pivoted 
at  its  centre,  so  as  to  vibrate  between  the  poles  of  two  electro- 
magnets, but  it  will,  of  course,  be  understood  that  a  single 
double  electro-magnet  may  be  employed.  600  represents  a 
form  in  which  the  electro-magnet  itself  is  movable  while  the 
armature  is  fixed,  but  the  arrangement  is  not  a  good  one  where 
rapidity  of  movement  is  desired.  601  shows  still  another  com- 
bination, somewhat  similar  to  that  represented  in  598,  but  in 
which  the  armature  is  of  soft  iron  and  rendered  magnetic  by  the 
addition  of  a  surrounding  coil,  instead  of  being  permanently 
magnetic  itself. 

The  same  principle  has  also  been  tried  in  connection  with  the 
quadruplex  system  in  the  earlier  experiments,  when  an  electro- 
magnetic, instead  of  a  polarized,  armature  was  used. 
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STANDARD  TIME,   NEW  YORK  CITY. 

The  standard  time  of  New  York  City  has  for  some  months 
been  determined  by  the  dropping  of  a  ball  above  the  Western 
Union  Telegraph  building,  at  the  (jomer  of  Broadway  and  Dey 
Street,  precisely  at  noon  each  day,  by  an  operator  seated  in  the 
National  Observatory,  at  Washington. 

The  upper  portion  of  fig.  602  shows  the  time  ball  raised  a 
little  above  the  supports  on  which  it  is  received  when  it  falls, 
and  also  the  structure  of  the  iron  pole  on  which  the  ball  slides. 
The  plan  of  the  ball  is  shown  in  fig.  608.  Though  from  a  dis- 
tance the  ball  appears  to  be  solid,  it  is  in  reality  composed  of  a 
dozen  thin  vanes  of  sheet  copper  disposed  mdially,  half  of  them 
semicircles,  the  rest  crescents.  By  this  device  the  visual  effect 
of  a  solid  ball  is  secured  with  the  least  possible  resistance  to  the 
wind  or  to  the  air  when  falling.  The  man  in  the  figure  stands 
two  hundred  and  eighty  seven  feet  above  the  street,  and  the  ball 
rises  twenty-eight  feet  higher.  The  ball  falls  twenty-three  feet 
and  is  received  by  the  six  plungers  already  mentioned,  which 
enter  the  closed  cylinders  attached  to  the  ball,  providing  as 
many  air  cushions  for  the  arrest  of  the  motion  of  the  ball  with- 
out the  shock.  The  moment  the  ball  begins  its  downward 
course  is  noon. 

Five  minutes  before  noon  the  ofiicer  in  charge  of  the  station 
climbs  to  the  room  in  the  tower,  shown  in  fig.  604,  and  raises 
the  ball  nearly  to  the  top  of  the  pole.  This  is  done  by  means 
of  a  drum  fixed  at  the  right  hand  end  of  the  table ;  the  cord 
from  the  drum  passing  upward  through  a  box  to  the  foot  of 
the  tower,  thence  through  the  air  to  the  top  of  the  pole,  where  it 
passes  over  a  pulley  and  is  attached  to  the  ball.  Two  minutes 
before  noon  a  signal  is  received  from  Washington  that  all  is 
ready,  whereupon  the  ball  is  raised  to  the  top  of  the  pole,  and 
the  crank  removed.  The  ball  is  now  held  in  position  by  means  of 
the  lever  shown  in  the  cut,  one  end  of  which  engages  the  ratchet 
wheel  of  the  drum,  the  other  being  caught  in  the  notch  in  the 
little  standard  to  the  left  The  latter  is  attached  to  the  armature 
of  an  electro-magnet,  which  is  placed  in  telegraphic,  connection 
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with  the  National  Observatory,  at  Washington.  At  the  moment 
of  noon,  New  York  time,  the  officer  in  cliarge  at  Washington 
closes  the  circuit ;  the  armature  is  retracted,  the  lever  disengaged, 


Fig.  602. 

and  the  ball  drops.  The  instant  the  ball  reaches  the  base  of  the 
pole  the  fact  is  automatically  reported  at  Washington  through 
the  electric  tell  tale  shown  at  the  left  end  of  the  table,  fig.  604. 
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Owing  to  the  great  height  of  the  ball  when  raised,  it  is  visible 
for  manj  miles  around ;  and  directly  or  indirectlj  the  clocks  and 
watches  of  some  two  millions  of  people  are  thereby  kept  from 
straying  far  from  the  true  time.  Even  as  far  off  as  Bayonne, 
X  J.,  according  to  a  local  paper,  the  principal  of  a  public  school 
regulates  his  clock  daily  by  the  falling  ball.  The  ball  and  its 
discharging  apparatus  were  designed  by  Mr.  Geoige  M.  Phelps, 
superintendent  of  the  Western  Union  manufactory.  The  pub- 
lic service  thus  rendered  by  the  Western  Union  Tel^raph  Com- 
pany is  wholly  gratuitous,  and  affords  not  only  a  notable  illus- 
tration of  the  public  spirit  of  this  great  corporation,  but  also  an 
illustration  of  the  far  reaching  indirect  benefits  which  applied 


F[g.  603. 

science  is  constantly  conferring  upon  modem  life,  free  of  ex- 
pense  to  the  recipienta 

But  the  time  service  does  not  end  here.  To  reap  the  full 
benefit  of  the  time  ball,  a  great  number  of  people  must  watch 
for  its  fall ;  that  takes  time,  and  time  is  money.  It  is  cheaper 
to  employ  one  man  with  a  little  machinery  to  regulate  the  time 
of  all,  and  the  service  is  much  more  surely  attended  to.  Ac- 
cordingly, Mr.  J.  Hamblet  has  introduced  a  system  of  constant 
time  service,  by  which  our  clocks  may  be  kept  constantly  under 
the  electrical  control  of  a  central  regulator  or  standard  clocks 
which  is  kept  in  exact  time  with  the  clock  of  the  National 
Observatory,  at  Washington,  due  allowance  being  made,  of 
course,  for  the  difference  in  geographical  position. 
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Fig.  604. 
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The  central  regulator  is  stationed  in  the  Western  Union  Tele- 
graph Company's  building,  and  is  so  constructed  as  to  keep  time 
with  the  highest  attainable  accuracy.  In  addition,  it  is  every 
day  compared  with  the  clock  of  the  National  Observatory,  at 
Washington,  and  checked  by  the  daily  time  observations  made 
at  the  observatories  at  Allegheny,  Pa.,  and  Cambridge,  Mass., 
with  which  it  is  in  telegraphic  connection.  By  this  it  must  not 
be  inferred  that  the  clock  in  question  is  kept  in  exact  accord 
with  either  or  all  of  the  observatory  clocks,  that  being  a  me- 
chanical impossibility.  The  range  of  variation,  however,  is  kept 
within  a  few  hundredths  of  a  second.  It  is  possible  to  measure 
and  record  the  hundredth  part  of  a  second.  Fig.  606  will  make 
clear  how  it  is  done.  It  shows  a  section  of  the  paper  tape  of  the 
chronograph,  which  is  used  in  comparing  the  standard  clock 
with  the  clock  of  the  Washington  Observatory.     The  chrono- 

N£W'Ym  CLdCK 
wASHmroM  aocK 

Fig,  605. 

graph  is  electrically  connected  with  both  clocks,  and  records  the 
pendulum  beats  of  each  on  the  strip  of  paper.  If  the  beats  are 
exactly  synchronous,  the  dots  stand  side  by  side.  If  the  beats 
are  not  synchronous,  the  dots  will  be  separated  by  an  interval, 
long  or  short,  according  to  the  difference  of  the  clocks — ^that  is, 
the  difference  in  time  between  the  beginnings  of  corresponding 
beats — and  the  speed  of  the  chronograpL  Supposing  the  clock 
to  be  beating  seconds,  and  the  chronograph  to  discharge  an  inch 
of  tape  each  second,  it  is  obvious  that  the  dots  recording  the 
beats  of  each  clock  will  stand  one  inch  apart  It  is  obvious, 
too,  that  the  lineal  space  between  the  recording  dots  of  two 
clocks  not  beating  exactly  together  can  easily  be  measured,  as 
shown  by  the  scale  placed  below  the  dots  in  the  cut  (fig.  605), 
and  thereby  the  difference  in  time  exactly  determined. 
The  next  step  in  the  time  service  is  to  distribute  the  accurate 
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time  thus  maintained  to  such  as  want  it,  which  is  done  through 
an  electrical  attachment  to  the  standard  clock.  This  controlling 
clock  was  constructed  by  R  Howard  &  Company,  of  Boston, 
from  designs  by  Mr.  Hamblet,  and  has  a  Dennison  gravity 
escapement  The  front  clock  plate  and  the  electrical  mechanism 
are  shown  in  fig.  606.  The  wheel  in  the  centre  with  the  second 
hand  revolves  once  a  minute.    One  of  its  thirty  teeth  has  been 


Fig.  606. 

filed  away,  the  vacant  space  causing  the  omission  of  the  tick 
which  would  otherwise  mark  the  fifty-eighth  second  of  the 
minute.  The  remaining  teeth  act  upon  a  delicate  jeweled  spring, 
which  breaks  an  electric  circuit  at  the  passage  of  each  tooth. 
The  two  wires  connecting  with  this  spring  and  its  banking  oper- 
ate the  relay,  at  the  left  of  the  figure,  and  through  it  the  sounder,. 
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which  indicates  the  beginning  of  each  minute  by  a  pause  of  two 
seconds.  The  beginning  of  each  five  minutes  is  identified  by  a 
pause  of  twenty  seconds,  obtained  through  the  agency  of  the 
five  minute  wheel  to  the  left  of  the  seconds  wheel  At  each 
revolution  of  the  five  minute  wheel  the  lever  at  the  top  drops 
into  the  notch  in  the  wheel,  making  electric  connection  between 
the  two  wires  governing  the  relay,  thus  preventing  the  minute 
wheel  from  breaking  the  circuit  for  the  space  of  twenty  seconds. 
At  the  right,  near  the  top  of  the  figure,  is  shown  a  sounder, 
which  may  be  located  at  any  point  on  the  lines.  It  is  by  means 
of  these  sounders,  with  which  the  recipients  of  the  service  are 
supplied,  that  their  time  pieces  are  regulated. 

The  practical  advantages  of  this  constant  and  trustworthy  time 
service  will  appear  to  any  one  who  has  to  do  with  important 
commercial  or  industrial  affairs.  One  of  the  great  sources  of 
friction  in  social  and  business  intercourse  is  time  variation  and 
uncertainty.  The  maintenance  of  a  common  and  authoritative 
standard  will  go  far  to  lessen  such  friction,  to  the  great  time 
saving  of  all  classes,  and  the  prevention  of  many  mistakes  and 
misunderstandings.  Wliere  thousands  are  engaged,  delays  of  no 
more  than  a  minute  at  a  time  amount  in  practical  effect  to  the 
loss  of  hours,  days,  even  months  of  individual  labor.  In  a 
factory  employing  only  three  hundred  men,  a  variation  of  one 
minute  in  the  signal  for  starting  and  stopping  means  the  loss  of 
one  man's  work  for  a  whole  day, 

DUPRfi's  OALL-STITD  FOR   FIRE   ALARMa 

The  principal  advantage  of  this  device  consists  in  the  com- 
bination of  an  automatic  fire  alarm  with  the  ordinary  push 
button  of  an  electric  belL  For  this  purpose  Dupr^  fastened  to 
the  lower  metallic  strip  g,  fig.  608,  a  nut  made  of  fusible  alloy  in 
such  a  manner  as  to  prevent,  under  normal  conditions,  the  con- 
tact of  this  strip  with  p.  This  push  button  acts  like  an  ordinary 
push  button  until  the  piece  of  alloy  fuses  at  a  convenient  tem- 
perature, generally  about  37^  C. ;  then  the  lower  spring,  g,  is 
released,  rises,  and  comes  in  contact  with  the  upper  spring,  p^ 
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thus  closing  the  circuit  and  causing  a  continuous  ringing  of  the 
bell.  Another  arrangement  consists  of  the  combination  of  an 
automatic  fire  alarm  with  a  bell  pull  in  a  manner  analogous  to 
the  above. 

ELSCTBIC  CALL   B£LL& 

The  introduction  of  call  bells  or  alarms,  which  have  now  be- 
come of  such  extensive  application  in  hotels,  factories,  elevators, 
and  wherever  else  their  service  has  been  desirable,  or  where  it 
has  been  found  convenient  to  employ  electricity  for  operating 
them,  followed,  as  a  matter  of  course,  with  the  early  introduction 
of  the  electric  telegraph.  The  invention  of  these  instruments 
may,  therefore,  be  said  to  date  as  far  back  as  that  of  the  tele- 
graph itself. 

It  will  readily  be  understood  that,  whatever  may  be  the  sys- 
tem of  telegraphy  employed  for  correspondence  between  places 
distant  from  or  near  to  each  other,  it  is  important,  first  of  all,  to 
have  some  means  at  command  by  which  the  attention  of  the 
correspondent  with  whom  we  wish  to  communicate  may  be  ob- 
tained ;  and  this,  of  course,  for  cases  under  consideration,  includes 
the  means  of  producing  a  noise  of  some  kind  within  his  hearing. 
A  wide  field  has  thus  been  allowed  for  the  exercise  of  man's 
constructive  faculties  ;  and  the  devices  which  have  been  succes- 
sively introduced  to  meet  the  want  have  consequently  been 
exceedingly  numerous.  Their  general  development,  however, 
has  been  very  much  the  same  as  that  of  the  telegraph. 

Professor  Wheatstone,  in  his  earliest  telegraph  experiments, 
made  use  of  a  call  which  was  run  by  clock  work,  the  movement 
of  the  latter  being  controlled  by  the  action  of  an  electro- magnet. 
This  seems  to  have  been  about  the  first  really  practical  instru- 
ment of  the  kind  introduced,  and  even  it  was  not  considered 
Altogether  satisfactory  in  its  operation  at  that  time.  Since  then, 
however,  the  apparatus  has  been  so  much  improved  and  simpli- 
fied in  one  way  and  another,  and  the  varioas  domestic  uses  to 
which  it  has  been  applied  have  given  rise  to  so  many  different 
forms,  that  a  knowledge  of  their  details  becomes  desirable.     Wc 
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have,  therefore,  thought  it  worth  our  while  to  devote  a  chapter  to 
the  consideration  of  the  more  important  of  this  class  of  instru- 
ments. 

The  push  button  or  key  used  in  short  circuits  serves  to  close 
the  latter  in  a  very  simple  and  effectual  manner.  Its  general 
plan  will  be  made  apparent  by  reference  to  figs.  607  and  608. 


Fig.  607. 

The  former  shows  the  case  T  of  wood  or  other  insulating  sub- 
stance, within  which  are  secured  the  two  metallic  strips  p  and  ^, 
one  above  the  other.  In  its  normal  state  the  upper  strip  is 
separated  from  the  other  by  a  steel  or  spiral  spring.  When, 
therefore,  such  a  key  is  inserted  in  the  circuit  the  latter  remains 
open,  but  may  be  closed  when  desired  by  pressing  upon  the 


Fig.  60a 

knob  p\  which  brings  the  points^  and  g  together.  Upon  the 
removal  of  the  pressure  the  circuit  is  again  opened  by  the  re- 
tractile force  of  the  spring. 

Various  patterns  of  keys  are  made  to  suit  the  different  pur- 
poses for  which  they  are  to  be  used.  The  form  shown  in  fig. 
607  is  the  ordinary  one.  Fig.  609  represents  another  form,  used 
for  electric  door  bells,  in  which  the  circuit  closer  is  contained 
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within  a  hollow  in  the  base,  the  latter  being  usually  of  marble, 
and  provided  with  screws  for  securing  it  wherever  desired. 

Fig.  (510  is  a  convenient  form  for  combining  a  number  of  keys 
within  a  small  compass ;  eight  push  buttons,  corresponding  to 
as  many  distinct  circuits,  are  arranged  at  equal  distances  around 
a  cylindrical  case,  within  which  the  connections  between  the 


Fig.  609.  Fig,  610. 

metallic  strips  and  wires  are  made.  Each  wire  is  separately 
insulated  by  a  silk  covering,  and  the  whole  wound  together  into 
a  single  strand,  where  they  leave  the  case. 

COMBINATION   KEYS. 

With  the  keys  above  described  it  is  evident  that  the  signals 
last  only  so  long  as  the  button  is  depressed  by  the  operator ;  it 
will  also  be  observed  that  the  operator  has  no  means  of  knowing 
with  certainty  that  a  signal  has  been  given,  and  that  he  must 
therefore  be  still  less  sure  of  its  having  been  noticed.  To  meet 
this  defect,  and  provide  a  suitable  arrangement  for  every  require- 
ment, a  special  combination  is  needed,  such  as  is  shown  in  fig. 
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611.  This  consists  of  a  case  containing  a  magnetic  needle,  an 
electro-magnet,  and  the  metallic  contact  springs  a  b  and  c  d. 
One  end  of  the  coil  of  the  electro-magnet  E  is  attached 
to  the  screw  c,  the  other  to  the  line  wire  by  the  insulated  screw 
V.  The  spring  a  ^  is  connected  to  the  binding  screw  r  lead- 
ing to  the  battery,  the  other,  c  rf,  to  the  plate  at  c,  by  which 
communication  with  the  line  is  made  through  the  coil  of  the 
electro-magnet.  To  the  axis  of  the  magnetic  needle,  A,  is  fas- 
tened a  pin  g,  which  presses  against  the  platinum  contact  r,  when 
the  lower  pole  is  attracted  by  the  electro-magnet,  and  the  needle 


Fig.  611. 

thus  made  to  take  up  the  position  represented  by  the  dotted 
lin^  opposite  which,  on  the  cover,  is  the  word  understood, 
or  here.  The  axis  of  the  needle  is  also  in  electrical  connec- 
tion with  the  metallic  back  of  the  instrument,  to  which  are 
attached  the  metallic  plate  p  and  binding  screw  y,  so  that  all 
three  are  electrically  connected.  The  small  plate  connecting 
with  C,  a  and  r  is  insulated  from  the  back,  and  a  spiral  wire  n  m 
joins  q  with  the  binding  screw  e  and  coil  of  E.  In  its  normal 
position  the  pin  g  rests  against  a  stop  not  shown. 

The  operation  of  the  key  will  now  be  readily  understood 
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When  the  knob  B  is  depressed  the  current  from  C  passes  along  ab 
and  erf  to  c  and  through  the  coil  of  E  to  V,  thence  to  line  L  and  other 
apparatus,  where  an  audible  or  visible  signal  is  to  be  givea  The 
attraction  of  the  needle  A  by  the  electro-magnet  E,  causing  the 
former  to  point  to  the  word  here  on  the  cover,  enables  the  opera- 
tor to  see  that  the  key  has  properly  performed  its  office.  At  the 
same  time  the  deflection  of  the  needle  brings  the  pin  gin  contact 
with  r,  so  that  the  current  now  has  a  second  route  through  springs 
rr  and  g,  and  the  needle  remains  deflected  after  the  finger  has  been 
withdrawn  from  B.  Thus  a  continuous  signal  is  given  until  noted 
by  the  person  for  whom  it  is  intended,  who  then  interrupts  the 
circuit  momentarily  by  such  means  as  are  provided  for  the  pur- 
pose. With  the  interruption  of  the  circuit  the  needle  returns  to 
its  normal  position,  and  thus  shows  that  the  signal  has  been  re- 
ceived When  a  vibrating  bell,  to  be  described  presently,  is  used 
for  the  call  apparatus,  a  continuous  to  and  fro  movement  of  the 
needle  takes  place  as  long  as  the  circuit  remains  uninterrupted. 

APPARATUS  FOR  GIVING  THE  SIGNAIA 


The  ordinary  form  of  bells 
used  for  giving  single  laps  is 
shown  in  figure  612. 

It  consists  of  an  electro-mag- 
net MM,  opposite  whose  poles, 
n  Sy  U  placed  the  armature  with 
its  clapper,  k.  The  latter,  in  its 
normal  position,  is  held  back 
from  the  bell  G  by  a  spiral 
spring  attached  to  the  movable 
upright  dj  which  serves  to  regu- 
late its  tension.  The  stroke  of 
the  armature  is  limited  by  the 
set  screw  r.  Another  form  devis- 
ed by  Breguet,  in  which  the  pro- 
longation of  the  armature  lever 


Mg,  612. 
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is  a  rather  stiff  spring,  is  shown  in  figure  618.  When  such  an 
iipparatus  is  placed  in  circuit  with  a  battery  and  one  of  the  push 
button  keys  already  described,  a  ringing  tap  is  given  every 
time  the  button  is  depressed.  By  combining  a  certain  number  of 
taps,  with  proper  intervals  between  them,  it  is  possible  to  com- 


Fig.  613. 

mnnicate  words  and  sentences,  and  thus,  besides  being  a  simple 
call,  the  apparatus  becomes  a  veritable  telegrapL 

THE   VIBRATING    BELL. 

The  principle  employed  in  this  arrangement  is  shown  in  figure 
614.  MM  are  the  coils  of  an  electro-magnet,  which  are  so  con- 
nected that  one  end  of  the  wire  leads  to  the  binding  post  B  and 
the  other  to  the  post  C.  To  the  latter  is  also  attached  a  straight 
spring  which  carries  the  armature  e,  and,  when  the  current  is  not 
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<5irculating,  tends  to  keep  it  withdrawn  from  the  poles  of  the 
magnet  and  against  another  spring,  r  ;  this  again  is  in  electrical 
communication  with  the  bin; ling  pofvt  D,  and  both  B  and  D  are 
<x)nnected  respectively  to  A  and  E  by  brass  strips. 

When  such  an  apparatus  is  included  in  the  circuit  with  the 
battery  and  push  button,  and  the  button  is  depressed,  the  cur- 
rent arriving  at  b  passes  through  the  coils  to  the  post  C  and  arma- 


Fig.  614. 

ture  e,  thence  via  the  spring  r  to  post  E  and  wire  c,  completing 
the  circuit.  The  soft  iron  cores  consequently  become  magnetized 
and  attract  the  armature  which  interrupts  the  current  at  r,  this 
causes  the  cores  to  become  demagnetized  again  and  the  armature 
falls  back  against  the  spring,  when  the  circuit  is  once  more  estab- 
lished and  an  attraction  follows  as  before.  Thus  a  rapidly  vibra- 
ting movement  is  set  up  and  continued  as  long  as  the  button  is 
depressed  or  the  circuit  remains  closed  by  the  needle  pin  before 
referred  to. 
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By  a  sliglit  modification  of  the  connections  in  the  bell  instru- 
ment the  apparatus  can  be  used  both  as  a  vibrator  and  as  an  in- 
strument to  give  simple  taps.  The  general  plan  is  shown  in  fig. 
616,  in  which  M  and  e  refer  to  the  same  parts  as  in  the  last  S 
is  a  switch  which  can  be  turned  on  B  or  E  at  pleasure.  When 
it  is  on  E  the  connections  are  precisely  the  same  as  those  just 
described  and  the  apparatus  becomes  a  vibrating  instrument ; 
when  turned  on  B  there  is  no  interruption  of  the  current  with 


ng.  616. 

the  attraction  of  the  armature,  and  the  instrument  simply  re* 
sponds  by  single  taps  to  each  closing  of  the  circuit  by  the  push 
button.  The  path  of  the  current,  when  the  switch  is  on  B  and  E^ 
is  sufficiently  evident  from  the  figure  without  further  description* 

DOUBLE   BELLa 

When  it  is  desirable  to  produce  a  very  loud  sound,  double 
bells  and  double  electro-magnets  are  usually  employed  in  the 
vibrating  apparatus.  Figure  616  represents  an  arrangement  of 
this  kind.  The  current,  arriving  at  the  binding  post  C,  follows 
the  metallic  strips  in  connection  therewith  to  D  and  D',  thence 
through  the  coils  M  M'  and  strips  H  V,  H'  V  to  the  contact 
springs  R  E'  and  armature  A.  From  A  the  continuation  of  the 
circuit  may  be  traced  by  way  of  B  and  binding  post  Z,  which 
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leads  back  to  the  battery.  One  of  the  bobbins,  M  for  instance, 
is  wound  so  as  to  produce  a  greater  magnetic  effect  than  that 
produced  by  the  other  M';  this  causes  the  armature  A  to 
be  drawn  towards  M  until  the  circuit  of  the  latter  is  broken  at 
E;  M'  now  acts  alone  until  interrupted  in  turn  by  the  break  at 
K',  when  the  same  alternation  is  begun  anew.     Thus,  at  each 


Fig.  616. 

vibration  of  the  armature,  one  of  the  two  bells  is  struck  with 
considerable  violence,  and  the  noise,  with  rapidly  recurring 
strokes,  is  well  calculated  to  arrest  the  attention. 

In  double  bells  of  this  kind  the  line  circuit  is  never  broken 
by  the  vibrating  armature — the  effect  of  this  movement  being 
merely  to  shift  the  current  from  one  coil  to  the  other.     This,  in 
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some  particular  cases,  is  an  advantage  of  considerable  import- 


anca 


In  general,  the  principle  of  all  vibrating  bells  is  that  of  th^ 
self-acting  make  and  break;  but,  when  the  contacts  are  rigid 
points,  the  vibrations  of  the  armature  take  place  only  within 
narrow  limits,  and  the  arrangement  cannot  very  well  be  utilized 
for  ringing  a  belL  Siemens  has  devised  a  plan,  in  his  dial  in- 
struments, which  answers  the  purpose  much  better,  by  giving 
the  armature  a  greater  range  of  movement ;  but  the  adaptation 
of  this  device  to  the  ringing  of  bells  for  simple  calls  is  a  little 
troublesome,  and,  in  fact,  for  general  use,  would  be  altogether 
too  complicated.  By  far  the  most  preferable  way  of  obtaining 
the  desired  range  of  stroke  is  that  already  described,  in  which  a 
spring  of  some  kind  forms  part  of  the  path  for  the  current,  and 


|i  ran         ■fni 


Fig.  61 T. 

which,  with  the  attraction  of  the  armature,  follows  the  latter  for 
such  a  distance  as  may  be  required. 

When  one  battery  is  to  serve  for  operating  several  of  the  bells 
above  described,  the  vibrators  cannot  all  be  placed  in  one  ciicuit^ 
as  each  one  interrupts  the  circuit  independently  of  the  others; 
and  it  is  impossible,  or  rather  impracticable,  to  make  the  arma- 
tures of  the  various  instruments  so  that  they  will  all  vibrate  in 
exactly  the  same  time,  or  always  be  in  unison. 

The  plan  generally  adopted  for  such  cases  is  shown  in  figure 
617,  where  each  bell,  I,  II,  III,  has  a  separate  conducting  wire 
of  its  own,  as  represented  by  the  numerals  1,  2,  8,  and  a  return 
wire,  L  L,  serves  for  all.  If,  now,  one  of  the  bells  is  operated 
by  the  pressure  of  a  push  button  in  1, 2  or  8,  as  the  case  may  b6| 
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it  acts  without  in  any  way  interfering  with  the  others,  as  they 
are  all  quite  independent  of  the  circuit  thus  interrupted. 

BINGLE   BELLS  TO   BE  WOBKED  WITHOUT  INTEIIRUPTING  THE 

CIRCUIT. 

The  fault  just  noticed  in  connection  with  the  vibrating  arma- 
ture, causing  a  break  at  each  vibration,  may  be  remedied  in  a 
very  easy  manner  simply  by  causing  the  armature  to  cut  its  own 
magnet  out  of  circuit  after  each  attraction.  The  principle  works 
very  satisfactorily,  and  will  be  readily  understood  by  reference 
to  figures  618  and  619,  which  represent  two  phases  of  its  appli- 
cation, m  m  are  the  coils  of  the  electro-magnet ;  a,  the  armature 
to  which  the  clapper  k  is  attached  by  means  of  a  rather  stifE 


lU" 


Mg.  618. 


JPig.  619. 


spring,  and  /  an  elastic  steel  spring,  which  readily  follows  the 
to  and  fro  movement  of  the  armature  for  a  short  distance.  In 
figure  618,  the  armature  itself  forms  part  of  a  shunt  circuit,  by 
which  the  current  is  withdrawn  from  m  m.  As  will  be  seen,  a 
current  arriving  at  C  passes  through  the  wire  1,  coils  m  m  and 
wire  2  to  the  line  L  ;  the  armature  is  thus  attracted  to  the  spring 
/,  and  a  second  route  made  for  the  current  by  way  o{  a  c/.  As 
the  resistance  of  this  route  is  exceedingly  small,  compared  to  that 
of  the  helices,  almost  the  entire  current  passes  by  the  new  path, 
and  the  cores  become  demagnetized.  The  retractile  force  of  the 
spring  now  preponderates,  and  the  armature  falls  against  the 
back  stop,  breaking  the  shunt  circuit  on  its  way.  By  this 
means  the  magnetism  of  the  cores  is  again  renewed,  and  a  coa- 
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stant  vibration  kept  up.  In  figure  682,  the  forward  movement 
of  the  armature  brings  a  spring  /  against  a  contact  c,  and  forms 
the  shunt  quite  independent  of  the  armatura 

As  either  of  these  arrangements  does  not  break  the  main  cir- 
cuit, any  desired  number  of  them  can  be  placed  in  the  same  line 
and  worked  without  interfering  with  each  other. 

When  the  bell  system  is  to  be  used  for  long  distances,  or  when 
a  very  loud  ringing  is  desired,  for  which  purpose  the  main  line 
current,  as  a  rule,  is  not  sufficient,  a  relay  and  local  battery  are 


Fig.  620. 

generally  used ;  and  with  the  heaviest  apparatus,  requiring  still 
more  power,  the  ringing  is  done  by  means  of  weigh ta 

Figure  620  represents  an  arrangement  devised  by  Aubine,  in 
which  a  single  set  of  electro-magnets,  M  M,  serve  both  for  the 
relay  and  the  call.  A  small  projection  on  the  upper  end  of  the 
armature  a,  when  the  latter  is  in  its  normal  position,  supports 
the  lever  3,  keeping  it  from  making  contact  with  spring  4,  and, 
at  the  same  time,  holding  it  firmly  against  spring  2.  When  now 
a  current  is  sent  into  the  line,  it  passes  along  the  connection  1  to 
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spring  2,  thence  to  lever  3  and  its  connecting  wire  to  spring  / 
and  armature  a,  and  from  there  on  through  the  coils  to  earth. 
This  causes  an  attraction  of  the  armature ;  lever  8  falls  down  on 
spring  4  and  closes  the  local  circuit,  which  again  results  in  a 
magnetization  of  the  core.  The  armature  is  thus  made  to  vibrate 
in  the  manner  already  described,  and  a  violent  ringing  is  set  up, 
which  continues  until,  by  pressure  on  the  knob  i,  lever  3  is  again 
raised  and  supported  by  the  armature  projection, 

D 


Fig.  621. 

Figure  621  represents  another  relay  based  upon  similar  prin 
ciples,  and  much  used  in  France.  The  main  line  circuit  is  suffi- 
ciently apparent  without  further  explanation.  The  local  battery 
O  B  is  inserted  between  the  binding  post  K  and  Z.  From  K  an 
insulated  copper  strip  h  h  leads  upward,  and  at  the  top  is  bent  so 
as  to  catch  the  pin  e,  when  the  latter  is  carried  upward  by  the 
spiral  spring  d,  A  projecting  pin  from  the  armature,  when  the 
latter  is  not  attracted,  serves  to  keep  the  rod  F  M  depressed. 
With  the  arrival  of  the  line  current  the  armature  is  attracted  and 
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the  rod  released ;  this  allows  the  spring  d  to  act,  and  close  the 
local  circuit  at «  ft  when  the  ringing  is  commenced.  By  pressing 
on  the  knob  P  the  lower  end  cf  the  rod  is  caused  to  engage  with 
the  projecting  armature  pin,  and  the  apparatus  is  once  more 
ready  for  auother  call. 

SIEMENS  AND   HALSKE's  STATION   ALARM. 

This  is  shown  i:i  figure  622,  and  consists  of  an  ordinary  relay 
and  bell  magnet,  wiih  an  automatic  make  and  break  arranged 
upon  the  same  principle  as  Siemens'  dial  instrument,  m  m  are 
the  coils  of  the  relay  magnet,  and  1^  and  1'  its  terminal  wires, 
one  of  which  leads  to  line,  the  other  to  earth.  The  poles  only  of 
the  bell  magnet-are  shown  at  M  M,  one  of  its  coils  is  connected 
to  the  binding  post  Z,  the  other  to  a  V  shaped  piece  of  metal, 
termed  the  shuttle,  which,  in  its  normal  position,  rests  with  one 
end  against  an  adjustable  screw  ia  the  plate  E,  the  latter  also  iu 
metallic  connection  with  t'lo  relay  lever  a.  The  local  battery  is 
joined  to  the  binding  posts  Z  and  K.  When  a  current  is  sent 
into  the  main  line  the  armature  a  is  attracted  and  closes  the  local 
circuit ;  this  charges  the  magnet  M  M  and  actuates  armature  A, 
but  after  p  issing  a  little  distance  the  long  projecting  arm  on  the 
latter  moves  the  shuttle  against  tho  stop  r  and  breaks  the  local 
circuit ;  the  spring  F,  being  no  longer  restrained,  now  withdraws 
the  armature,  but  in  doing  so  causes  the  shuttle  to  close  the  cir- 
cuit once  more,  and  thus  a  constant  ringing  is  maintained  as  long 
as  the  main  line  is  closed. 

BREGUET's  ALARM   OR   CALL. 

With  most  of  the  apparatus  heretofore  described  the  call  or 
alarm  is  only  maintained  for  such  a  period  of  time  as  the  circuit 
may  be  closed  by  the  person  giving  the  signal,  or,  as  with  the 
arrangement  shown  in  fig.  620,  until  the  messenger  called  stops 
the  ringing  by  depressing  the  knob.  Various  other  combinations 
have  been  suggested  by  Aubine,  Breguet  and  other:*,  by  means 
of  which  a  single  signal  is  made  to  give  any  number  of  taps^ 
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Breguet's  arrangement  is  shown  in  figure  628,  and  its  operation 
may  be  described  as  follows :  The  line  current  arriving  at  L  in 
consequence  of  the  key  being  depressed,  passes  to  the  contact 
screw  S,  thence  by  way  of  the  lever  0  c,  pivoted  at  C,  through 
the  coils  of  the  electro-magnet  E  to  the  armature  a  and  contact 
b  to  earth.  The  armature  is  thus  drawn  forward  for  a  short  dis- 
tance, but  returns  immediately  afterward,  owing  to  the  break  in 
the  circuit  occasioned  by  the  movement,  and  closes  the  circuit 
again.  In  this  manner  a  vibratory  motion  is  set  up,  and  with 
each  backward  movement  of  the  armature  the  toothed  wheel  B, 


I^,  623. 

is  forced  forward  one  cog,  so  that  the  lever  c  C  is  soon  released 
from  the  pin  g  and  falls  on  the  contact  screw  d,  placing  the  local 
battery  in  circuit  The  continued  vibration  of  the  armature 
keeps  the  wheel  in  motion,  the  arm  D  is  thus  brought  against 
the  hammer  lever,  and  the  latter  carried  forward  a  certain  dis- 
tance and  then  released,  when  the  hammer  strikes  against  the 
bell  with  considerable  force.  With  the  complete  revolution  of 
the  wheel  the  pin  g  engages  with  the  lever  C  c  again,  and  once 
more  closes  the  main  current 
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COMBINATION  OP  A  SINGLE   CALL  BELL  WITH  TWO  OR  MORE 
RELAYS  FOR  SEVERAL   LINES. 

When  two  or  more  wires  terminate  at  one  place  a  single 
-call  bell  may  be  made  to  answer  for  them  all,  but  in  such  cases 
each  relay  must  be  provided  with  some  arrangement  such  as  the 
rod  F  M  in  fig.  621,  to  show  on  which  of  the  lines  the  signal  has 
been  sent.  Fig.  624  shows  an  arrangement  of  this  kind.  A  is 
the  electro-magnet  of  the  relay,  whose  armature  ends  in  a  bent 
hook,  H,  which  engages  with  the  rod  FI;  m  and  n  are  two 
screws  attached  to  the  upright,  D  K,  and  serve  to  limit  the  plaj 


Fig,  624. 

of  the  armature.  This  upright  is  made  in  two  parts,  insulated 
from  each  other ;  the  one  marked  D  is  connected  to  one  pole  of 
the  local  battery ;  the  other,  K,  is  connected  by  a  wire  S  to  the 
interrupting  spring  M  of  the  vibrating  bell  already  described. 
When  the  armature  of  the  relay  magnet  is  attracted,  its  upper 
part  is  brought  in  contact  with  the  screw  n  and  the  local  circuit 
is  completed,  at  the  same  time  the  attraction  of  the  armature 
releases  the  rod  F  I,  which  is  raised  by  the  action  of  the  spring  rf, 
and  thus  shows,  when  attention  is  called  by  the  bell,  which  line 
has  given  the  signal. 
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Each  of  the  several  relays  are  connected  with  the  bell  magnet 
in  the  manner  shown  in  the  figure,  so  that  there  are  yirtaallj  as 
many  distinct  keys  for  closing  the  local  circuit  as  there  are  re- 
lays. After  the  call  has  been  observed  the  knob  F  is  again  de- 
pressed when  it  engages  with  the  armature  and  is  held  until 
released  by  another  signal. 

It  is  frequently  desirable  that  the  bell  should  continue  to  ring 
after  the  main  line  current  has  ceased  ;  and,  in  order  that  this 
may  be  the  case,  the  upper  part  of  the  pillar  D  K,  fig.  624,  is  made 
the  same  as  its  lower  part,  in  two  sections,  P  and  Q,  and  each 
insulated  from  the  other.  Two  wires,  S'  Z',  shown  by  the  dotted 
lines,  connect  Q  and  P  respectively  to  the  wires  S  and  Z  when, 
therefore,  the  rod  F  I  is  released,  the  action  of  the  spring  d  brings 
the  small  platinum  tipped  piece  e  against  a  similar  contact  on  Q 
and  forms  a  second  closing  of  the  local  circuit,  so  that  the  bell 
continues  to  ring  until  the  call  has  been  observed  and  the  knob 
depressed. 

SIEMENS  AND  HALSKE'S  RELAY  WITH  ANNUNCIATOR  PLATE. 

These  instruments  are  made  in  a  very  perfect  manner,  and  are 
much  used  on  the  German  Fire  Alarm  Telegraph.  Fig.  626  rep- 
resents a  perspective,  and  fig.  626  a  sectional  view  of  the  relay, 
which  docs  not  differ  materially  from  the  ordinary  forms,  except 
in  the  addition  of  the  annunciator  disk  and  lever  b  c  dj  pivoted 
at  c.  The  relays  are  made  for  both  open  and  closed  circuits, 
the  one  represented  being  designed  for  closed  circuits.  The  line 
connections  are  male  at  1  and  2.  K  and  B  connect  with  the 
Morse  recording  apparatus,  while  the  alarm  bell  is  joined  to  A 
and  the  metallic  piece  W  V.  In  its  normal  state  the  lever  of 
tho  disk  is  held  in  a  horizontal  position  by  the  hook  on  the 
lever  a  a,  but  with  any  interruption  of  the  main  circuit  the  ar- 
mature is  drawn  off  by  the  action  of  spring/  and  releases  the 
disk,  which  is  now  raised  to  a  vertical  position  by  th^  weight  6/ 
this  closes  the  call  circuit  at  i  at  t'le  same  time  that  the  armature 
a  a,  falling  on  the  back  contact  m,  actuates  the  Morse  recording 
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I\g.  626. 
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instrument  When  the  automatic  vibrating  bell  is  used  the 
ringing  is  kept  up  until  the  lever  and  disk  are  returned  to 
their  horizontal  position  by  the  operator. 


m 

1      2     *^~-m    , 

"^irln  ' 

'^i'-fll 

^  ~  dj 

"^  P"  . 

r-^T^ 


Ji^.  627. 


CLOCK  WORK  ALARM. 


These  calls  are  coBstructed  in  various  ways,  to  suit  the  diflEerent 
purposes  for  which  they  are  to  serve ;  in  some  the  hammer  is 
operated  by  weights  or  springs,  and  made  to  give  a  single  stroke 
for  each  impulse  of  current  sent  into  the  line ;  in  others,  the 
strokes  are  repeated  a  certain  number  of  times ;  or  again,  the 
ringing  is  continuous ;  but  in  all  cases  the  current  has  only  one 
function  to  perform,  that  of  releasing  the  train  of  clock  work. 
This  is  usually  accomplished  by  the  action  of  an  electro-magnet 
on  its  armature,  and  the  weights  or  springs  cause  the  signalling. 
An  important  and  much  used  apparatus  of  this  kind  is  that  of 
HagendorflE's,  which  gives  but  a  single  stroke  for  each  depression 
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of  the  signaling  key,  and  which  is  therefore  preferable  to  the 
vibrating  "bells  for  many  purposes,  especially  in  places  where  the 
rattle  ol  the  latter  is  likely  to  be  more  or  less  annoying. 

The  use  of  weights  or  springs  for  causing  the  separate  bell  taps 
is  also  to  be  preferred  to  the  tapping  from  a  clapper  cariied  by 
the  armature  lever,  as  with  the  latter  arrangement,  owing  to  an 
occasional  tardy  withdrawal  of  the  hammer,  the  signals  are  not 
always  very  distinct. 


Fig.  628.  Fig.  629. 

Figures  628  to  631,  inclusive,  show  the  principal  parts  of 
Hagendorffs  apparatus;  the  letters  refer  to  the  same  parts  in 
each  figure. 

Figure  628  gives  an  interior  view  of  the  works.  B  B  is  part 
of  the  brass  frame  to  the  back  of  which  is  attached  an  electro- 
magnet M  ;  fig.  680  represents  the  inside  view  of  the  same  plate. 
The  wheel  I,  fig.  628,  is  loose  on  the  axis  n '  and  carries  a  disk 
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<7,  better  shown  in  figure  629 ;  this  is  provided  with  a  detent  S 
and  spring  F  F,  which  presses  the  former  into  the  teeth  of  the 
ratchet  wheel  Z,  thus  preventing  the  latter,  as  well  as  the  wheel 
R,  which  is  fastened  to  it,  from  turning  in  the  direction  indicated 
by  the  arrow  without  at  the  same  time  causing  the  wheel  1  to 
turn  with  it  Tlie  wheel  R  is  provided  with  radial  pins  which 
catch  in  a  chain  passing  over  it  and  attached  to  the  weight  P, 


Fig,  630. 

fig.  681,  the  pins  serving  to  prevent  the  chain  from  slipping.  As 
will  be  seen,  the  ratchet  allows  the  wheel  Z  and  R  to  be  freely 
turned  in  a  direction  opposite  that  indicated  by  the  arrow ;  this 
raises  the  weight  P,  which,  in  descending  again,  sets  the  whole 
train  in  motion,  wheel  1  communicating  its  movement  to  wheel 
11,  and  the  latter,  in  turn,  acting  on  axis  /  and  stop  lever  / 
connected  to  it 
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The  wheel  11,  fig.  630,  carries  near  its  circumference  eight  or 
ten  projecting  pins,  h  A,  which  raise  the  arm  1  on  the  axis  h  A 
powerful  spring,  S,  surrounding  this  axis  and  in  communication 
with  it  and  with  the  frame  of  the  apparatus,  tends  continually  to 
keep  the  arm  depressed.  When,  therefore,  the  latter  is  raised  by 
the  revolution  of  the  wheel  the  spring  is  subject  to  considerable 
tension,  and  as  soon  as  a  pin  passes  from  under  the  arm,  causes 


Fig,  630. 

the  latter  to  descend,  and  the  hammer  K,  attached  to  the  axis  k 
by  the  arm  r?,  strikes  the  bell  with  some  violence.  The  pin  m 
serves  to  limit  the  play  of  the  arm  n. 

Figure  628  represents  the  relay  armature  attracted.  When 
no  current  passes  in  the  coils  of  the  magnet  the  armature  re- 
mains down  and  the  train  work  is  arrested  by  the  arm^  which 
catches  in  the  escapement  d!  e  e'.  The  ends  e  c'  of  the  escapement 
are  so  made  that  the  back  one  e  is  a  little  nearer  than  the  front 
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one  6  to  the  plate  B  B,  but  the  two  are  attached  to  one  piece, 
and  move  together  with  any  movement  of  the  armatura  The 
operation  of  the  apparatus  will  now  be  readily  understood. 
When  a  current  is  sent  into  the  line  the  armature'  of  magnet  M 
is  attracted,  the  front  point  e  of  the  escapement,  fig.  628,  is 
moved  to  the  left,  and  the  arm /is  carried  forward  by  the  action 
of  the  weight  on  the  train  work  to  c,  and  as  soon  as  the  circuit 
is  broken  e  moves  toward  the  back  B  B,  and  the  arm  makes  one 
complete  revolution,  when  it  is  stopped  again  by  e^.  Simul- 
taneously with  this  hiovement  the  pins  h  h  pass  under  the  arm 
Z,  and  the  hammer  strikes  against  the  bell,  making  one  tap  for 
each  make  and  break  in  the  circuit 

THE   ELECTRO-MOTOGRAPH. 

The  sahent  feature  in  this  discovery  is  the  production  of 
motion  and  of  sound,  by  the  stylus  of  the  Bain  telegraph  instru- 
ment, without  the  intervention  of  a  magnet  and  armature.  By 
the  motion  thus  produced,  any  of  the  ordinary  forms  of  telegraph 
printing  or  sounding  instruments  or  relays  may  be  worked. 
More  than  this,  the  apparatus  operates  in  a  highly  effective  man- 
ner under  the  weakest  electric  currents,  rendering  it  possible  to 
receive  and  transmit  messages  by  currents  so  weak  that  the  or- 
dinary magnetic  instruments  fail  to  operate,  or  even  to  give  an 
indication  of  the  passage  of  electricity.  The  apparatus  is  shown 
in  figs.  632  and  633. 

In  fig.  632  A  is  a  lever  pivoted  upon  a  universal  joint  C,  and 
is  provided  at  its  extreme  end  with  a  screw  F,  tipped  with 
platina,  resting  upon  a  strip  of  moistened  paper,  which  is  carried 
forward  (in  the  direction  shown  by  the  arrow)  by  the  drum  G. 
This  drum  G  is  continuously  rotated  by  clock  work.  The  spring 
S  is  used  for  the  purpose  of  creating  a  pressure  of  the  point  F 
on  the  moistened  paper. 

The  spring  R  is  to  draw  the  lever  to  the  left  and  against  the 
point  X.  L  is  a  main  battery,  K  a  key.  The  zinc  pole  of  the 
battery  is  connected  to  the  point  F,  while  the  carbon  pole  is 
connected  to  the  metallic  drum  G,  throudi  the  kev  K.    When  K 
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is  closed,  the  chemicals  with  which  the  paper  is  saturated  are 
decomposed  by  the  passage  of  the  current  through  the  paper, 
and  the  lever  rests  against  the  point  X,  closing  the  local 'circuit 
containing  the  sounder  AX  and  local  battery  LB.  If  the  key 
K  is  opened,  the  normal  friction  of  the  platina  point  F  upon  the 
paper  is  so  great  that  the  spring  R  is  insufficient  to  keep  it 
against  the  point  X,  and  it  is  carried  forward  by  the  rotation  of 
the  drum  to  the  point  D,  where  it  remains  until  the  key  K  is 
again  closed ;  then,  by  the  passage  of  the  current,  the  friction  is 
reduced  so  as  to  be  imperceptible,  and  the  spring  R  easily  pulls 
the  lever  against  X,  where  it  remains  as  long  as  the  current  is 
allowed  to  pass.     As  will  be  seen  from  this  brief  description,  the 


Ftg.  632. 

lever  is  moved  backward  and  forward  by  a  difference  in  frictions, 
caused  by  the  decomposition  of  the  chemicals  (a  solution  of 
chloride  of  sodium  and  pyrogallic  acid),  with  which  the  paper  is 
moistened,  by  the  passage  of  the  current. 

Why  the  paper  becomes  so  extremely  slippery  on  the  pas- 
sage of  the  current,  the  inventor  is  unable  to  state. 

The  apparatus  is  extremely  sensitive,  and  can  be  worked  over 
a  circuit  of  two  hundred  miles  with  two  cells  of  battery.  Some 
idea  of  its  wonderful  sensitiveness  may  be  formed  from  the 
statement  that  by  employing  a  delicate  construction  of  mechan- 
ism and  using  clock  work  to  actuate  the  same,  a  movement  of 
the  lever  has  been  obtained,  sufficient  to  close  a  local  circuit, 
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'mth  a  current  that  was  incapable  of  discoloring  paper,  mois- 
tened with  |)otassic  iodide,  or  of  moving  the  needle  of  an  ordi- 
nary galvanometer. 

Unlike  a  magnet,  no  secondary  currents  are  set  up,  upon 
opening  and  closing  the  circuit,  to  delay  the  movements  of  the 
lever ;  neither  has  it  cores  to  consume  more  time,  in  charging 
and  discharging,  but  moves  with  a  maximum  effect  instantly. 

Tlie  plan  shown  in  fig.  683  is  called  a  polarized  motograph. 

The  key  K  alternately  connects  the  batteries  A  and  B  to  the 
lever  of  the  motograph,  one  sending  a  positive  and  the  other  a 
negative  current    The  current  from  the  battery  A  passes  to  the 


Fig.  633. 

point  X,  thence  through  the  paper  to  the  point  G,  up  through  G 
back  to  the  other  end  of  the  battery  A.  Thus  hydrogen  is 
generated  on  the  point  F,  which  becomes  slippery,  while  oxygen 
is  generated  on  the  point  G,  which  retains  its  normal  friction ; 
hence  the  point  G  is  carried  to  the  right  by  the  rotation  of  the, 
drum.  If  the  direction  of  the  current  be  reversed  by  putting  on 
the  battery  B,  hydrogen  is  generated  on  the  point  G,  which 
becomes  slippery,  and  oxygen  on  F,  which  retains  its  normal 
friction,  and  the  lever  is  thrown  to  the  left. 

The  diagram  is  arranged  merely  to  illustrate  the  principle  of 
the  invention. 

In  practice,  a  single  battery  and  reversing  key  are  used. 
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DUMOULIN-FROMENT'S   ELECTRIC  COUNTER   FOR   GAS  METERS* 

The  method  hitherto  most  frequently  employed  for  ascertain- 
ing the  revolutions  of  a  machine  was  to  mechanically  connect 
the  counter  with  the  rotatory  shaft  Spme  used  the  electric 
current,  which  made  a  new  figure  appear  on  the  counter  at  each 
emission  of  the  current.  The  problem  is  far  more  difficult, 
however,  when  we  have  to  deal  with  several  independent  appar- 
atus, each  with  its  own  rotation,  and  when  the  counter  must 
totalize  the  numbers  of  the  separate  shafts. 

In  some  cases  mechanical  transmission  cannot  be  used,  for 
the  totalizing  counter  must  be  placed  at  a  distance  so  that 
readings  can  be  made  at  any  hour,  day  or  night,  and  no  light  is 
allowed  to  be  brought  into  the  places  where  the  partial  counters 
are  placed.  Electricity  had  to  be  used  to  fulfil  these  conditions, 
and  M.  Dumoulin-Froment  has  succeeded  in  surmounting  all  these 
difficulties.  As  the  movements  of  gas  meters  are  absolutely  inde- 
pendent of  each  other,  it  might  happen  that  at  certain  moments 
there  would  be  a  concordance  between  the  current  emissions  of 
two  or  several  of  the  meters,  in  which  case  the  various  currents 
arriving  simultaneously  in  the  totalizer,  the  action  would  be 
exactly  the  same  as  for  a  single  emission,  and  the  totalizing 
counter  would  be  practically  in  arrears  of  the  actual  consump- 
tion as  indicated  by  the  partial  counters. 

The  inventor  has  met  this  difficulty  by  storing  the  simultane- 
ous emissions  of  the  current,  to  send  them  only  in  succession  to 
the  totalizing  counter,  so  that  each  will  have  the  same  effect  as 
if  it  were  alone  at  the  tima  He  has  brought  into  requisition 
for  this  purpose  the  remanent  magnetism  of  electro-magnets. 
Fig.  63 1  represents  the  distributing  system  which  stores  the  cur- 
rent emissions  and  sends  them  successfully  to  an  ordinary 
shaped  electric  counter,  fig.  635,  which  adds  them  up.  The 
separate  parts  of  an  electro-magnet  of  the  distributor  are  shown 
in  fig.  636. 

The  distributor  contains  four  electro-magnets,  the  details  of 
which  are  seen  in  fig.  636.     Each  of  them  communicates  with 
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one  of  the  partial  counters,  and  is  traversed  by  a  current  at  the- 
moment  that  there  has  been  a  complete  rotation  of  the  shaft  of 
the  corresponding  partial  counter.  Before  each  electro-magnet 
A  (fig.  636),  is  an  iron  plate,  B,  separated  from  the  poles  of  A  by 
a  delicate  spring  B. 

The  totalizer  can  receive  no  current  as  long  as  the  armature 
remains  attached  to  the  electro-magnet  It  is  only  when  the  blade 
leaves  the  electro-magnet  that  there  is  an  emission  of  the  current 
in  the  totalizer.  We  must,  therefore,  avoid  having  two  arma- 
tures leaving  their  electro-magnets  at  the  same  time,  in  order  to 


prevent  the  corresponding  emissions  being  confounded  and  min- 
gled in  the  totalizer.  To  do  this,  we  have  a  clock  work  run  by 
weight  and  regulated  by  a  conical  pendulum,  which  produces 
the  rotation  of  the  shaft  as  seen  in  the  section  in  C.  The  shaft 
has  a  cam  in  front  of  each  electro-magnet,  these  cams  being 
wedged  in  such  a  manner  that  the  steel  knives  at  their  ends  are 
regularly  arranged  in  a  spiral  form  round  the  shaft  During 
their  rotation  the  cams  meet  the  pieces  D,  fixed  at  the  lower  end 
of  the  armatures  B,  when  these  latter  are  set  against  the  electro- 
magnets A.    The  rotation  of  the  shaft,  0,  is  considerably  shorter 
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than  that  of  the  gas  meters.     The  working  of  the  system  is  as 
follows : 

The  armature,  B,  of  each  magnet  remains  separated  from  it 
as  long  as  the  corresponding  counter  has  not  finished  its  revolu- 
tion. At  that  moment  a  current  is  sent  into  the  electro-magnet, 
A,  and  the  armature,  B,  is  attracted.  The  current  sent  by  the 
partial  meter  traverses  the  electro-magnet.  A,  but  for  a  short 
time,  while  the  armature,  B,  remains  attached  to  the  electro-mag- 
net by  the  action  of  the  remanent  magnetism,  and  the  totalizer 
receives  nothing;  the  rotation  of  the  shaft,  C,  however,  puts  the 
cam  in  motion,  the  armature  is  separated  from  the  electro-mag- 
net, and,  at  the  same  moment,  a  current  is  sent  to  the  totalizer, 
which  indicates  a  unit  more.  In  the  next  revolution,  if  the 
armature  has  not  been  again  attracted  during  the  interval,  the 
cam  on  the  shaft,  C,  will  pass  on  without  touching  D,  and  there 
will  be  no  emission  to  the  totalizer  as  long  as  the  armature,  B,  is 
not  again  attracted.  As  the  gas  meters  make  their  revolutions 
less  rapidly  than  the  shaft,  C,  there  cannot  be  two  successive 
emissions  until  the  cam  has  detached  the  armature,  and  conse- 
quently, there  can  be  no  revolution  that  is  not  marked.  In  case 
the  four  gas  meters  should  complete  their  revolutions  simul- 
taneously the  four  electros  would  simultaneously  attract  the 
four  blades,  but  the  four  currents  would  only  be  sent  succes- 
sively to  the  totalizer,  since  they  correspond  to  the  successive 
passage  of  the  cams  before  the  pieces  D.  The  totalizer  would 
thus  mark  the  right  indications  in  any  case. 

carpenter's  proportion  galvanometer. 

This  apparatus,  fig.  637,  is  composed  of  two  circular  frames 
arranged  at  right  angles  and  containing  two  identical  circuits. 
There  is  a  small  magnetic  needle  suspended  by  a  cocoon  thread 
in  the  centre  of  the  instniment,  free  to  turn  in  a  horizontal  plane, 
and  a  mirror,  which  allows  the  positions  of  the  needle  to  be 
ascertained  exactly. 

The  aim  of  the  apparatus  is  to  give  the  direction  of  the  hori- 
zontal component  of  the  magnetism  at  the  point  of  the  field 
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where  the  needle  is  situated.  Now,  at  any  one  point  of  this 
field,  the  force  that  a  magnetic  pole  would  bear — supposing  the 
terrestrial  action  eliminated — results  from  the  composition  of  the 
forces  issuing  from  each  of  the  two  circuits,  when  they  are 
traversed  by   a   current     In  the  centre  those  two  forces  are 


Fig,  637. 

horizontal,  perpendicular  to  each  other,  and  proportionate  to  the 
respective  intensities  of  the  currents  that  engendered  thenu  The 
resultant  is,  therefore,  horizontal,  and  its  direction  depends  only 
on  the  proportion  of  the  intensity  of  the  currents.  This  propor- 
tion is  given  very  exactly  by  the  trigonometric  tangent  of  the 
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angle  a,  formed  by  the  resultant  and  one  of  the  components. 
The  angle  is  besides  very  easily  measured.  The  instrument, 
therefore,  gives  the  proportion  of  intensities  of  two  currents, 
and  this  fact  may  be  made  the  basis  of  a  certain  number  of  appli- 
cations, among  which  is  the  measuring  of  resistances. 

Measuring  Resistances, — The  two  coils  of  the  galvanometer 
being  identical,  a  current  that  is  intended  to  bifurcate  between 
them  will  divide  into  two  exactly  equal  currents.  But,  sup- 
posing a  resistance  that  is  to  be  ascertained  is  added  to  one  of 
the  circuits,  the  division  of  the  current  will  be  made  in  inverse 
proportion  to  the  resistances.  Another  method  would  be  to 
add  at  the  same  time  to  the  other  circuit  a  known  resistance 
of  the  same  order  as  the  unknown  resistance,  so  as  to  keep  the 
readings  in  a  part  of  the  scale  where  they  are  more  exact  and 
more  easily  found.  The  instrument,  however,  gives  the  propor- 
tion of  intensity  of  the  derived  currents  and,  therefore,  gives 
the  proportion  of  resistances,  or  the  value  of  the  unknown  re- 
sistance inserted  with  the  known  resistance  of  the  circuits  of  the 
apparatus.  For  convenience  of  the  calculation,  an  ohm  is  given 
as  the  resistance  to  the  circuits  of  the  galvanometer. 

The  observations  having  been  made  on  a  scale  of  tangents, 
the  calculation  shows  that  the  relative  error  made  in  estimating 
a  resistance,  a^  is  proportional  to  the  relative  error  of  reading, 
properly  so  called,  and  to  the  factor  ?^,  in  which  R  is  the  com- 
mon resistance  of  the  two  circuits  of  the  compass. 

If  the  unknown  resistances  are  always  added  to  the  same  cir- 
cuit of  the  galvanometer,  the  angular  field  of  the  readings  is  re- 
•duced  to  45  degrees. 

Adjusting  the  Apparatus. — The  forces  that  belong  to  each  cir- 
cuit must  be  perpendicular  to  each  other.  These  two  forces 
must  be  equal  for  a  same  intensity  of  current  The  two  circuits, 
joined  end  to  end,  will  be  simultaneously  traversed  by  a  current 
The  needle  must  occupy  the  diagonals  of  the  angle  formed  by 
the  two  positions  which  it  would  take  if  the  current  passed  suc- 
cessively into  each  circuit  If  this  condition  be  not  fulfilled, 
the  length  of  the  wire  of  one  of  the  coils  must  be  increased  or 
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diminished.  The  circuits  must  have  the  same  resistance  Any 
current  that  bifurcates  between  them  should  divide  into  two 
equal  derivations,  and  the  needle  mark  a  deviation  of  45  degrees. 
If  this  condition  be  not  filled,  the  value  that  is  lacking  on  the 
less  resisting  circuit  will  be  completed  by  a  wire  that  must  be 
outside  the  frame,  and  which,  consequently,  will  not  change  the 
action  of  this  circuit  on  the  needle. 

Influence  of  Terrestrial  Magnetism. — All  that  is  requisite  to 
eliminate  the  disturbing  action  of  terrestrial  magnetism  is,  either 
to  place  the  suspending  thread  of  the  needle  parallel  to  the  lines 
of  force  of  the  terrestrial  field,  or,  the  apparatus  remaining  ver- 
tical, to  restore  the  needle  to  equilibrium  in  the  plane  of  the 
magnetic  meridian,  by  a  rotation  at  each  observation. 

SIEMENS  ELECTRIC  FURNACE. 

This  apparatus,  fig.  638,  is  a  voltaic  arc  regulator,  in  which, 
the  arc  is  represented  by  the  material  to  be  fused,  or  already 
melted,  the  positive  pole  by  a  crucible  of  gas  carbon  or  graphite, 
and  the  negative  pole  by  a  bundle  of  carbon  rods.  The  sub- 
stance fused  by  the  arc  is  generally  a  quantity  of  steel,  consist- 
ing of  broken  files. 

It  is  the  heat  developed  by  the  resistance  of  the  metal  to  the 
passage  of  the  current  which  produces  the  fusion.  To  regulate 
the  length  and  the  resistance  of  the  arc  maintained  in  the  cruci- 
ble, a  solenoid,  included  between  the  upper  carbon  and  the  cruci- 
ble in  a  derived  circuit,  is  employed.  This  coil  attracts  a  core 
of  soft  iron  suspended  from  the  extremity  of  a  scale  beam,  and 
acting  thereby  to  lift  the  upper  carbons  attached  to  the  opposite 
end  of  the  lever,  maintains  at  every  moment  a  proper  separation 
between  the  carbon  crucible  and  the  opposed  pole,  however  the 
condition  of  the  material  submitted  to  fusion  may  vary.  The 
regulation  is  adjusted  by  a  weight  gliding  upon  the  beam.  The 
current  is  supplied  by  a  powerful  Siemens  continuous  current 
dynamo-electric  machine. 

To  acconiplish  the  fusion  of  steel,  it  is  necessary  to  produce  a 
temperature  higher  than  1,800°,  and  to  supply  a  quantity  of  heat 
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Fig.  638. 
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which  theoretically  must  be  at  least  equal  to  860  jonles  per 
pound  of  steel  fused. 

When  a  current  of  100  amperes  and  a  diflEerence  of  potential 
of  about  50  volts  is  employed,  there  is  disengaged  in  the  furnace 
an  amount  of  heat  equal  to  5.04  joules  per  second,  which  corre- 
sponds to  an  expenditure  of  electric  energy  of  about  seven  horse 
power,  requiring  an  expenditure  of  about  ten  eflEective  horse 
power  upon  the  generating  machina 

THOMAS'   ELEOTRO-GHRONOMETRIC  INDICATOR 

This  apparatus,  fig.  639,  consists  of  a  straight  electro-magnet, 
the  poles  of  which  are  prolonged  at  right  angles  to  the  core  by 
two  armatures,  which  clear  the  spool,  and  are  again  bent  at  right 
angles  toward  each  other,  close  to  the  spool  and  parallel  with 
the  core.  Between  them  there  is  left  a  space  wherein  a  perma- 
nent magnet,  in  the  form  of  an  S,  is  supported  upon  a  vertical 
axia  This  axle  carries  an  endless  screw  which  engages  with 
the  train  of  wheels  that  drives  the  hands.  Every  half  minute  a 
current  is  sent  through  the  electro-magnet  by  the  regulator,  first 
in  one  direction  and  then  the  other,  alternately.  The  direction 
of  the  current  is  so  determined,  that  each  time  it  develops  in 
each  armature  of  the  electro-magnet  a  polarity  of  the  same  kind 
as  that  opposed  to  it  by  the  contiguous  pole  of  the  S  magnet 
The  nearest  or  like  poles  of  the  S  magnet  are,  therefore,  re- 
pelled, and  the  most  remote  or  opposite  poles  attracted,  where- 
by a  half  revolution  of  the  S  magnet  is  determined,  which  brings 
the  unlike  poles  of  the  two  magnets  in  juxtaposition.  The  cur- 
rent is  permitted  a  duration  of  two  or  three  seconds,  in  order 
that  the  S  magnet  may  attain  its  position.  When  the  electric 
current  ceases,  the  influence  of  the  S  magnet  causes  the  electro- 
magnet to  maintain,  temporarily,  the  polarity  it  had  acquired, 
and  to  act  as  a  magnetic  break,  which  holds  the  S  armature  in 
position.  The  transit  of  the  succeeding  current  in  the  reverse 
direction  inverts  the  polarization  of  the  electro-magnet,  and 
causes  the  S  magnet  to  complete  its  revolution,  and  so  on.  The 
endless  screw  engaged  with  the  train  of  wheels  carries  the  hands 
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forward  at  each  movement  In  virtue  of  its  inertia,  the  S  magnet 
tends  to  fly  past  the  position  of  equilibrium.  To  obviate  this 
inconvenience,  the  velocity  it  has  acquired  toward  the  end  of 


Fhj.  639. 

each  half  turn  is  retarded  by  a  pin  inserted  in  the  axle  of  the  end- 
less screw,  which  rubs  against  a  flexible  strip  of  metal  depend- 
ing from  the  frame  above. 
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The  apparatus  requires  no  further  regulation.  The  rotation 
is  produced,  whatever  may  be  the  distance  between  the  extremi- 
ties of  the  S  armature  magnet  and  the  electro-magnet,  and  this 
■distance  may  vary  between  one  and  three-twentieths  of  an  inch. 
The  electric  force  acts,  through  the  electro-magnet,  upon  the 
long  arm  of  a  lever,  the  S  magnet,  while  the  eflEect  is  transmitted 
by  the  short  arm  of  the  lever,  the  endless  screw,  wh^ch  is  the 
inverse  of  other  gearing.  The  power  of  the  apparatus  may  be 
graduated  by  the  dimensions  of  the  S  magnet,  and  of  the  elec- 
tro-magnet, and  by  the  size  and  length  of  the  wire  which  sur- 
rounds the  soft  iron  core.  By  augmenting  the  intensity  of  the 
battery  employed,  a  great  number  of  clocks  may  be  included 
in  one  circuit,  and  dials  of  six  feet  in  diameter  may  be  associ- 
ated in  circuit  with  the  smallest  clocks. 

maxim's  electro-automatic  fire  extinguisher  for 
USE  in  theatres. 

As  fires  in  theatres  almost  invariably  begin  on  the  stage,  the 
system  of  automatic  extinguishers  is  established  there ;  the 
upper  part  of  the  stage — the  friezes — being  provided  with  a 
regular  system  of  suitably  distributed  pipes.  These  pipes  are 
ordinarily  filled  with  slightly  compressed  air,  the  water  being 
stopped  by  a  cock,  which  can  be  seen  in  fig.  640,  under  the 
footlights.  In  the  upper  part  are  cocks  that  are  kept  closed  and 
out  of  gear  when  in  their  normal  position.  Small  combustible 
cords,  stretched  from  the  dangerous  points,  keep  in  place  the 
gearing,  which  prevents  the  cocks  from  opening.  In  case  of  fire, 
the  cords  are  naturally  burned,  the  cocks  opened,  and  the  air  es- 
capes, while  by  a  combination  of  levers  and  gearing,  worked  by 
a  valve,  kept  raised  by  the  air  pressure,  the  cock  beneath  the 
stage  is  opened,  the  water  under  pressure  flows  through  the 
pipe?,  which  were  previously  filled  with  air,  and  is  poured  in 
streams  over  the  points  where  the  cords  were  burned,  and  at 
once  inundates  the  place  where  the  fire  began. 

Mr.  Maxim  employs  electricity  for  the  purpose  of  obtaining  a 
rapid  disengaging  gear,  and  thus  dispenses  with  the  cord  and 
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Fig.  641. 


Digiti 


ized  by  Google 


ELECTRO-AUTOMATIC   FIRE   EXTINGUISHER,  107S 

the  compressed  air  in  the  pipea  Fig.  641  shows  this  arrange- 
ment. A  reservoir,  A,  filled  with  water,  is  provided  with  a 
dome,  D,  in  which  is  a  glass  bottle  containing  sulphuric  acid. 
When  one  of  the  electric  alarms  is  set  going,  it  sends  a  current  into 
the  electro-magnet,  H,  the  armature  I  is  attracted  and  releases 
the  hammer,  J,  which  falls  on  the  iron  rod,  F ;  the  latter  slides 
in  its  packing  and,  striking  the  bottom  of  the  bottle,  breaks  it 
The  acid  falls  into  the  water  and  comes  in  contact  with  pieces  of 
chalk  in  the  bottom  of  the  reservoir.  A,  thus  immediately  dis- 
engaging an  abundant  supply  of  carbonic  acid  gas,  by  which  the 
water  is  put  under  pressure  and  inundates  the  point  in  danger. 

To  open  an  aperture  near  the  burning  point,  a  few  cells  of 
Leclanchd  s  battery  are  used,  while  water  holes  in  the  shape  of 
ajutage  and  closed  with  a  cap  are  arranged  at  certain  distances 
from  each  other.  The  stopper  cap  contains  a  little  gun  cotton, 
which  is  inflamed  by  a  platina  spiral  which  connects  with  the 
battery  and  the  fire  alarm.  The  result  is,  that  the  water  under 
pressure  escapes  at  the  point  where  the  local  explosion  takea 
place  on  the  breaking  out  of  fire. 

In  another  arrangement  devised  by  Mr.  Maxim,  fire  alarms 
are  arranged  along  the  stage  for  the  purpose  of  closing  an  elec- 
tric circuit  when  the  temperature  rises  above  a  certain  degree  at 
that  point  This  alarm  is  composed  of  two  metallic  plates,  R 
R  (fig.  642),  forming  a  spring,  separated  by  a  small  block  of  fusi- 
ble metal  T,  which  is  electrically  insulated  from  the  plates  R  R, 
by  two  small  sheets  of  paper.  Similar  apparatus  are  placed  at 
suitable  distances.  If  the  temperature  rises  sufficiently  to  melt 
the  metallic  block  T,  the  plates  will  come  in  contact  and  close 
the  circuit 

The  current  then  traverses  the  electro-magnet  M  (fig.  642), 
which  attracts  the  armature  N,  and  causes  the  lever  N  O  to 
swing.  The  weight,  F,  being  no  longer  kept  in  a  vertical  posi-f 
tion,  falls,  and  describes  from  left  to  right  a  quarter  of  a  circle. 
A  hand,  G,  which  is  fixed  on  the  same  lever  as  the  weight  F, 
frees  the  end  of  the  lever  H.  The  weight  F,  acting  on  H^  by  a 
combination  of  levers  P  and  K,  opens  the  cock  C,  and  the  water 
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in  the  municipal  main,  being  no  longer  stopped,  flows  freely 
into  the  pipe  system  A.  The  apparatus  also  opens  a  pipe  in 
the  neighborhood  of  the  alarms,  and  inundates  the  threatened 
point 

The  pipes  have  orifices,  A,  fig.  643,  closed  by  a  cap  B,  having 
an  elastic  and  water  tight  washer,  C.  It  is  kept  in  place  by 
screws  D  D,  having  a  wormed  shoulder  which  screws  in  turn  in 
small  cylinders  containing  gun  cotton  or  other  explosive  matter. 
The  screws  D  are  perforated  lengthwise  by  a  central  hole 
through  which  very  combustible  wicks  are  passed.  If  a  fire 
bursts  out,  the  wicks  take  fire,  explode  the  gun  cotton,  the  cap 
is  blown  off,  and  the  orifice  is  opened.  In  another  arrangement 
the  aperture  is  opened  by  the  electric  current     To  this  end 


each  of  the  small  cylinders,  like  those  in  fig.  641,  has  an  insulat- 
ing socket  traversed  by  a  conducting  wire.  The  lower  extrem- 
ity of  this  conductor  has  a  small  platina  wire  connected  with  the 
negative  pole  of  the  battery,  while  the  positive  pole  is  attached 
to  a  wire  which  is  rolled  in  spiral  form  round  the  wire  leading 
to  the  upper  extremity  of  this  conductor.  The  two  wires  are 
separated  by  a  very  combustible  insulating  substance,  and  a 
coating  of  a  conducting  fusible  metal.  The  combustion  of  the 
insulating  matter  and  the  fusion  of  the  metal  produce  a  contact 
between  the  wires  which  closes  the  circuit,  and  the  platina  wire 
placed  in  the  cylinder  becoming  incandescent,  sets  fire  to  the  gun 
cotton. 

The  cock,  0,  must  open  every  time  that  the  fire  alarms  work, 
and  for  this  purpose  all  the  dilatable  apparatus  are  placied  in 
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derivation,  and  connected  with  the  conductor  going  to  the  elec- 
tro-magnet of  the  automatic  cock.  Each  closure  of  the  circuit 
in  the  dilatation  apparatus  blows  oflE  the  covering  from  the  cor- 
responding water  pipe,  and  causes  an  electro-automatic  opening 
of  the  cock  C. 

BROOKS*   UNDERGROUND  TELEGRAPH  SYSTEM. 

In  this  system  copper  wires,  wrapped  in  cotton  or  flax  and 
bound  together  so  as  to  form  a  flexible  cable  and  enveloped  in  a 
tightiy  braided  coating  of  jute,  are  drawn  into  an  iron  pipe^ 


which  is  then  filled  with  paraffine  oil.  Joint  boxes,  fig.  644^ 
are  provided  at  suitable  distances  for  splicing  adjacent  cables. 
Fig.  645  shows  the  construction  of  a  splice  box  capable  of  ac- 
commodating 400  wires,  which  enter  the  box  through  the  main 
conduit  C,  consisting  of  a  lap  welded  iron  pipe  two  and  a  half 
inches  in  diameter.  These  boxes  are  made  of  cast  iron  and 
have  an  inside  diameter  of  seven  inchea  D  is  a  movable  cover 
which  screws  into  the  top  of  the  box,  A,  thus  rendering  the 
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wires  easy  of  accesa  Branch  wires  may  be  taken  out  of  either 
side  of  the  box  through  aa  outlet,  K  When  the  box  is  to  be 
used  for  splicing  the  ends  of  adjacent  cables,  sufficient  room  for 


the  operation  is  obtained  by  the  use  of  a  cast  iron  dome,  F, 
which  is  substituted  for  the  cap,  D,  and  is  provided  with  a  mov- 
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able  cover,  G,  for  the  purpose  of  filling  the  box  with  oil  after 
the  splice  has  been  made.  Oxidation  of  the  outside  of  the  pipe 
is  usually  prevented  by  enclosing  it  in  a  wooden  trough  and  fill- 
ing the  space  between  the  pipe  and  the  trough  with  pitch. 

lewis'  improved  insulator. 

Mr.  Lewis  has  made  an  exceedingly  simple,  but  valuable,  im- 
provement in  the  method  of  fastening  the  line  wire,  to  the  or- 
dinary form  of  glass  or  porcelain  insulator,  by  means  of  which 


Fig,  646. 

the  old  and  troublesome  binding  is  entirely  dispensed  with,  and 
the  line  wire  is  quickly  and  eflEectually  secured  without  the 
use  of  tools.  A  conical  and  expanding  screw  thread,  fig.  646, 
is  formed  upon  the  exterior  of  the  upper  portion  of  the  insulator, 
similar  to  that  upon  the  point  of  a  gimlet,  and  the  fastening  is 
accomplished  by  hooking  on  the  line  a  rigid  galvanized  iron 
clip  of  horseshoe  shape,  and  inserting  the  conical  screw  therein. 
The  insulator  is  provided  not  only  with  a  conical  exterior  ex- 
panding screw,  but  also  with  an  interior  female  screw,  adapted 
to  turn  upon  a  supporting  pin,  provided  with  a  corresponding 
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screw  thread,  by  means  of  which  the  insulator  is  secured  to  the 
pin  by  the  same  movement  that  fastens  the  wire  to  the  insulator. 
By  these  improvements  the  insulator  is  kept  free  from  the  usual 
streaks  of  rust,  which  are  found  under  the  binding  wire  now  in 
use,  and  which  are  due  to  the  cracking  off  of  the  coating  of  zinc 
in  the  process  of  binding  it  around  the  line  wire.  The  resist- 
ance of  the  ordinary  insulator  is  considerably  diminished,  in  con- 
sequence of  the  binding  wire  being  in  close  contact  with  the 
glass  or  porcelain,  and  forming  a  great  number  of  receptacles 
for  dirt  and  moisture,  a  defect  to  which  the  improved  form  is 
not  subject,  because  the  line  wire  and  clip  only  touch  at  three 
points.  It  is  well  known  that  oxidation  and  an  injurious  chem- 
ical action  also  take  place  to  a  greater  extent  where  the  bind- 
ing wire  is  wrapped  arouml  the  line  wire  than  at  any  other 
point,  and  that  breakages  are  more  frequent  at  those  points 
than  elsewhere.  As  Mr.  Lewis'  improvement  entirely  dispenses 
with  the  wrapping,  its  use  ought  to  result  in  a  material  dim- 
inution of  interruptions  of  that  character. 
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CHAPTER  XLVI 
d'arlincourt's  relay. 

A  practical  defect  in  the  Siemens  polarized  relay,  described 
on  page  509,  VoL  I.,  is  that  the  force  of  restitution  is  sometimes 
less  than  the  rest  force,  so  that  when  the  current  ceases  the 
tongue  0  C,  fig.  647,  may  fail  to  return  from  the  stop  D'  to' 
the  stop  D.  This  is  partly  due  to  adhesion  between  the  surfaces 
of  the  tongue  and  the  stop  D',  and  partly. to  residual  magnetisnL 
It  will  be  observed,  moreover,  that  the  force  of  restitution, 
which  takes  the  place  of  the  retractile  force  in  a  neutral  relay, 
is  a  fixed  and  constant  quantity  in  the  Siemens  relay,  quite  inde- 
pendent of  the  magnitude  of  the  working  force,  which  constitutes 
another  defect.  To  remedy  these  defects,  Mr.  C.  F.  Varley  in- 
troduced the  double  current  system,  by  which  the  line  wire  is 
connected,  during  the  pauses  between  the  signals,  to  the  op- 
posite pole  of  the  battery  ;  a  positive  current  being  employed  to 
attract  the  tongue,  and  a  negative  current  to  throw  it  back  to 
its  initial  position,  thus  obtaining  a  force  of  restitution  which 
could  be  made  even  greater  than  the  working  force,  while  the 
working  force  and  the  force  of  restitution  both  follow  the 
variations  of  the  condition  of  the  line  and  always  remain  pro- 
portional to  one  another. 

The  defects  incidental  to  the  design  of  the  Siemens  relay 
have  also  been  very  successfully  overcome  by  Mr.  d'Arlincourt 
by  means  of  a  relatively  slight,  but  novel  modification  of  the 
instrument  The  novelty  of  the  relaj'  in  principle  is  attested 
by  the  fact  that  in  a  description  of  it  published  in  the  Journal 
Telegraphique  of  Berne,  its  action  was  misinterpreted,  while  in 
his  report  to  the  French  administration  on  the  Vienna  Exhibi- 
tion, Mr.  Cl^rac  says :  "  This  second  armature  vibrates  as  the 
first,  under  the  direct  action  of  the  line  current,  but,  when  this 
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-current  ceases,  it  effects  still  a  final  beat  under  the  influence 
of  a  magnetic  reaction,  of  which  the  cause  has  not,  thus  far, 
been     completely    explained."    Subsequently,    however,    Mr. 


QBI 


Schwendler,  in  India,  and  Count  Du  Moncel,  in  France,  correctly 
explained  its  action,  which  we  reproduce. 

If  the  soft  iron  rod,  A  B,  fig.  648,  be  wound  with  insulated 
copper  wire  in  the  way  shown  in  the  figure,  and  a  current  be  sent 
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through  the  wire  in  the  direction  indicated  by  the  arrow,  then 
the  core  will  assume  a  south  polarity  at  A,  and  a  north  polarity 
at  B.  If  the  wire  be  wound  continuously  and  symmetrically 
along  A  B,  there  will  be  a  single  neutral  line,  x  o  a:',  passing 
through  the  centre,  o,  of  the  electro  magnet,  at  right  angles  to  \\& 
axis,  and  the  whole  of  one  half,  A  o,  of  the  rod  will  be  south,. 


while  the  whole  of  the  other  half,  B  o,  will  be  north.  If,  how- 
ever, the  wire  be  wound  symmetrically,  but  not  continuously  (the 
middle  part  of  the  bar  being  left  uncovered),  as  in  fig.  649,  there 
will  be  three  neutral  lines,  viz. :  x  o  x'  (passing  as  before 
through  the  middle  point  of  the  rod) ;  y  y'  (passing  through  the 


right  hand  helix,  and  lying  nearer  to  o  than  to  B) ;  and  z  z'^  pass- 
ing through  the  left  hand  helix,  and  lying  nearer  to  o  than  to  A. 
From  A  to  2  3',  the  rod  will  be  south,  from  z  z'  to  xo  x'^  north 
(weaker  than  the  former) ;  from  x  o  x'io  y  y\  south  (equal  to  the 
latter) ;  and  from  y  y'  to  B,  north  (equal  to  the  first).  As  the 
bare  space  intervening  between  the  two  helices  diminishes,  so  do 
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the  two  neutral  lines  y  y'  and  z  z'  (fig.  649)  approach  toward 
the  principal  neutral  line,  xox' ;  and  tiiey  finally  coincide  with 
it  when  the  rod  is  covered  with  wire  throughout,  as  shown  in  fig. 
648.  Consider  the  case  represented  in  fig.  649.  So  long  as  the 
current  continues  to  flow  through  the  coils  it  is  distributed  in 
the  manner  indicated  above.  If,  however,  we  interrupt  the  cur- 
rent an  action  supervenes  which  has  been  taken  advantage  of  by 
Mr.  d'Arlincourt,  and  constitutes  the  novelty  of  his  relay.  As 
already  stated,  the  outer  poles  are  stronger  than  the  inner  poles, 
and  hence,  at  the  moment  of  interrupting  the  current,  the  resid- 
ual magnetism  due  to  the  outer  poles  will  be  greater  than  that 
due  to  the  inner  poles,  and  will  overcome  it  Further,  the  outer 
poles  have  a  greater  distance  to  travel  to  neutralize  one  another 


than  the  inner  poles,  and  will  consequently  outlive  them. 
Hence,  when  the  current  is  interrupted,  the  neutral  lines,  y  \f 
and  z  z\  will  rapidly  approach  toward  the  principal  neutral 
line,  X  0  x\  and  coincide  with  it,  thus  leaving  the  half  A  o  of  the 
rod  temporarily  magnetized  south  throughout  its  length,  and  the 
hfdf  B  0  temporarily  magnetized  north  throughout  its  length.  It 
will  be  seen,  therefore,  that  as  soon  as  the  current  is  interrupted 
the  polarity  of  the  core  lying  immediately  on  either  side  of  the 
principal  neutral  line,  x  o  x\  is  temporarily  reversed. 

Bearing  the  foregoing  principles  in  mind,  we  will  now  exam- 
ine the  construction  and  operation  of  the  relay,  which  is  shown 
in  fig.  650. 
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A  B  C  is  of  soft  iron,  formiDg  the  core  of  a  horseshoe  electro- 
magnet, wound  in  the  manner  indicated.  D  and  E  are  projec- 
tions to  bring  the  core  near  the  tongue.  T  is  a  horizontal 
section  of  a  vertically  pivoted  soft  iron  tongue,  polarized  by  a 
large  permanent  magnet,  and  free'  to  play  between  the  stops  P 
and  Q,  which  are  respectively  the  local  contact  and  the  rest 
stops.  S  is  an  adjusting  screw  of  soft  iron  for  regulating  the 
sensibility  of  the  instrument,  by  varying  the  mass  of  iron  pres- 
ent in  the  projection  E.  x  o  x'  is  the  principal  neutral  line  of 
the  electro-magnet 

We  shall  assume  the  end  T  of  the  tongue  to  be  a  south  pola 
Suppose  the  stops  P  and  Q  to  be  adjusted  so  that  they  both  lie 
to  the  right  of  the  neutral  line  x  o  x'.  The  tongue  T  is  attracted 
by  both  the  projections  D  and  E,  but  since  it  is  necessarily 
nearer  to  E  than  to  D  it  will  rest  in  contact  with  the  rest 
stop  Q. 

Now,  suppose  a  current  to  flow  through  the  wire  in  the  di- 
rection indicated  by  the  arrows.  Then  A  will  become  a  south 
pole,  and  B  a  north  pole ;  D  a  weaker  north  pole,  and  E  a 
weaker  south  pole.  Hence,  since  T  is  a  south  pole,  T  will  be 
attracted  by  D  and  repelled  by  E ;  and,  if  the  resultant  force 
be  sufficiently  great,  T  will  move  over  and  rest  in  contact  with 
the  local  contact  stop  P,  and  remain  there  so  long  as  the  current 
continues  to  flow.  When  the  current  is  interrupted,  T  tends  by 
its  own  inductive  action  (since  it  is  nearer  E  than  D)  to  return  to 
Q ;  but,  over  and  above  this,  the  moment  the  current  is  inter- 
rupted D  is  changed  to  a  south  pole  and  E  to  a  north  one,  so  that 
T  is  now  attracted  toward  E  and  repelled  from  D.  Under 
the  influence  of  these  forces,  if  sufficiently  strong,  the  tongue  T 
will  return  and  rest  against  Q,  where  it  will  be  ready  to  be 
moved  by  a  fresh  current 

If,  instead  of  adjusting  the  stops  P  and  Q  so  that  they  both 
lie  to  the  right  of  the  neutral  line  x  o  x\  we  adjust  them  so 
that  they  both  lie  to  the  left  of  the  neutral  line,  then  normally, 
tl  c,  when  no  current  is  passing,  the  tongue  T  will  rest  in  contact 
with  the  stop  P.     Now,  suppose  a  current  to  pass  as  before  in 
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the  direction  indicated  by  the  arrows.  Then  since,  as  before,  T 
is  attracted  toward  D  and  repelled  from  E,  the  tongue  will  not 
move,  but  will  only  press  harder  against  the  stop  P  so  long 
as  the  current  continues  to  pass.  The  instant,  however,  we  in- 
terrupt the  current,  the  polarity  of  D  and  E  is  reversed,  D  tem- 
porarily becoming  a  south  and  E  a  north  pola  Hence  T  will 
now  be  attracted  by  E  and  repelled  by  D  temporarily.  Under 
the  influence  of  this  momentary  reverse  force,  if  sufficiently 
strong,  the  tongue  will  fly  over  from  P  to  Q.  But  this  force 
being  essentially  transient  the  tongue  will  as  quickly  return  to 
its  normal  position.  Hence,  when  the  relay  is  adjusted  as  here 
described,  at  the  closing  of  the  circuit  there  will  be  no  motion 
of  the  tongue,  but  at  the  opening  of  the  circuit  the  tongue  will 
execute  a  complete  oscillation,  i  e.,  will  move  from  P  to  Q  and 
back  again.  From  the  peculiar  flick  with  which  this  movement 
is  executed  by  the  tongue,  Mr.  d' Arlincourt  has  Very  aptly  com- 
pared it  to  the  stroke  of  a  whip. 

It  is  easy  to  see  that  if  the  signalling  current  ,be  sent  in  the 
proper  direction  through  the  coils  of  the  relay,  the  line  wire 
attached  to  the  tongue,  and  earth  or  zinc  to  the  stop  Q,  every 
time  the  key  is  opened,  earth  or  zinc  will  be  momentarily  put  to 
line.  X 

Instead  of  the  residual  magnetism  being  a  retarding  influ- 
ence, as  in  other  forms  of  electro-magnets,  Mr.  d'Arlincourt  em- 
ploys it  as  an  antagonistic  force,  and  thus  obtains  great  rapidity 
of  action.  The  stronger  the  line  current  received,  the  stronger 
also  the  residual  magnetism,  and  consequently  the  stronger  the 
antagonistic  force,  and  hence  this  relay  requires  very  little  ad- 
justment 
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THE  HARMONIC   TELEGRAPH   OR  TELEPHONE. 

The  transmission  of  sounds  over  a  telegrapla  line,  or,  to  speak 
more  accurately,  the  reproduction  of  musical  tones  at  a  distance 
by  means  of  electro-magnetism,  is  not  only  in  itself  a  matter  of 
great  scientific  interest,  but  has  of  late  assumed  so  much  impor- 
tance, in  view  of  its  possible  applications  in  practical  telegraphy, 
that  a  work  of  this  kind  would  scarcely  be  complete  without 
some  explanation  of  the  principles  involved,  and  a  brief  state- 
ment of  the  practical  results  thus  far  obtained. 

The  peculiar  sensation  which  we  call  sound  is  excited  in  the 
organs  of  hearing  by  the  vibratory  motion  of  bodies,  when  trans- 
mitted to  the  «ar  through  an  elastic  medium.  It  is  always  the 
result  of  rapid  oscillations  imparted  to  the  molecules  of  elastic 
bodies,  when  their  equilibrium  has  been  disturbed  either  by  a 
shock  or  by  friction.  Such  bodies  tend  to  return  to  their  first 
position  of  equilibrium,  but  only  reach  it  after  perfonning  on 
each  side  of  that  position  a  decreasing  series  of  very  rapid  vibra- 
tory movements.  A  simple  musical  tone  results  from  a  continu- 
ous rapid  and  uniformly  recurring  series  of  vibrations,  provided 
the  number  of  complete  vibrations  per  second  falls  within  cer- 
tain limits.  If,  for  example,  the  vibrations  number  less  than 
seven  or  eight  per  second,  a  series  of  successive  noises  are  heard 
instead  of  a  tone,  while  if  their  number  exceeds  24,000  to  36,000 
per  second,  the  ear  becomes  incapable  of  appreciating  the  sound. 

The  ear  distinguishes  three  distinct  qualities  in  sound.  1. 
The  tone  or  pitchy  by  virtue  of  which  sounds  are  high  or  low, 
and  which  depends  upon  the  rapidity  of  the  vibratory  move- 
ment. The  more  rapid  the  vibrations  the  more  acute  will  be  the 
sound.  2.  The  intensity,  by  virtue  of  which  sounds  are  loud  or 
soft,  and  which  depends  upon  the  amplitude  of  the  vibrations. 
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8.  The  quality  or  timbre,  by  which  we  are  able  to  distinguish  a 
note  sounded  upon,  for  example,  a  violin,  from  the  same  note 
when  sounded  upon  a  flute.  By  a  remarkable  series  of  experi- 
mental investigations,  Helmholtz  succeeded  in  demonstrating 
that  the  different  qualities  of  sounds  are  due  to  the  different  in- 
tensities of  the  harmonics  which  accompany  the  primary  tones 
of  those  sounds. 

The  different  characteristics  of  sound  may  be  graphically 
represented  and  the  phenomena  thus  rendered  more  easy  of  com- 
prehension. In  fig.  661,  for  example,  let  the  line  c^  8  represent 
a  certain  length  of  time,  and  the  continuous  curved  line  the  suc- 
cessive vibrations  producing  a  simple  tone.     The  curves  above 


Fig.  651. 

the  line  represent  the  compression  of  the  air,  and  those  below  the 
line  its  rarefaction ;  the  air,  an  elastic  medium,  is  thus  thrown 
into  vibrations  which  transmit  the  sound  waves  to  the  ear.  The 
ear  is  unable  to  appreciate  any  sensations  of  sound  other  than 
those  produced  by  vibrations  which  may  be  represented  by 
curves  similar  to  that  above  described.  Even  if  several  tones 
are  produced  simultaneously,  the  elastic  medium  of  transmission 
is  under  the  influence  of  several  forces  acting  at  the  same  time, 
and  which  are  subject  to  the  ordinary  laws  of  mechanics.  If  the 
different  forces  act  in  the  same  direction  the  total  force  is  repre- 
sented by  their  sum,  while  if  they  act  in  opposite  directions,  it 
is  represented  by  the  difference  between  them. 
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In  fig.  651  three  distinct  simple  tones,  Cj,  g  and  e,  are  repre- 
sented, the  rapidity  of  the  vibrations  being  in  the  proportion  of 
8,  6  and  5.  The  composite  tone  resulting  from  the  simultaneous- 
production  of  the  three  simple  tones  is  represented  graphically  by 
the  fourth  line,  which  correctly  exhibits  to  the  eye  the  effect  pro- 
duced upon  the  ear  by  the  three  simultaneously  acting  simple 
tones. 

It  will  also  be  observed  that  the  curves  in  the  diagram  repre- 
sent the  three  characteristics  of  sound  which  have  been  referred 
to.  The  pitch  is  denoted  by  the  number  of  vibrations  or  waves 
recurring  within  a  given  horizontal  distance ;  the  intensity,  by 
the  amplitude  of  the  vibrations — that  is,  their  comparative  height 
above  or  depth  below  the  horizontal  line ;  and  the  tirribre  or 
quality,  by  the  form  of  the  waves  themselves.  It  is,  therefore, 
easy  to  understand  that  if,  by  any  means  whatever,  we  can  pro- 
duce vibrations  whose  curves  correspond  to  those  of  a  given  tone, 
or  a  given  combination  of  tones,  the  same  impression  will  be 
produced  upon  the  ear  that  would  have  been  produced  by  the 
original  tone,  whether  simple  or  composite. 

REISS'S  TELEPHONE. 

The  earliest  experiments  in  the  production  of  musical  sounds- 
at  a  distance,  by  means  of  electro-magnetism,  appear  to  have 
been  made  in  1861,  by  Philip  Reiss,  of  Friedrichsdorf,  Germany. 
His  apparatus  was  constructed  in  the  manner  shown  in  fig.  652. 
A  is  a  hollow  wooden  box,  provided  with  two  apertures,  one 
at  the  top  and  the  other  in  front  The  former  is  covered  with  a 
membrane  S,  such  as  a  j^iece  of  bladder,  tightly  stretched  in  a 
circular  frame.  When  a  person  sings  into  the  mouthpiece  M, 
which  is  inserted  in  the  front  opening,  the  whole  force  of  his 
voice  is  concentrated  on  the  tight  membrane,  which  is  thrown 
into  vibrations  corresponding  exactly  with  the  vibrations  of  the 
air  produced  by  the  sound  of  the  singing.  A  thin  piece  of  pla- 
tinum is  glued  to  the  centre  of  the  membrane  and  connected 
with  the  binding  screw  a,  in  which  a  wire  from  the  battery  B  is 
fixed.     Uf^on  the  membrane  rests  a  little  tripod  efg^  of  whicK 
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the  feet  e  and /rest  in  metal  cups  upon  the  circular  frame  over 
which  the  skin,  is  stretched.  One  of  them,/  rests  in  a  mer- 
cury cup  connected  with  the  binding  screw  b.  The  third  foot  g^ 
consisting  of  a  platinum  contact  point,  lies  on  the  strip  of  plati- 
num which  is  placed  upon  the  centre  of  the  vibrating  membrane 
and  hops  up  and  down  with  it  By  this  means  the  closed  circuit 
which  passes  through  the  apparatus  from  a  to  6  is  momentarily 
broken  for  every  vibration  of  the  membrane.  The  receiving 
instrument  R  consists  of  a  coil  or  helix,  enclosing  an  iron  rod 
and  fixed  upon  a  hollow  sounding  box,  and  is  founded  on  the 
fact,  first  investigated  by  Professor  Joseph  Henry,  that  iron  bars^ 
when  magnetized  by  means  of  an  electric  current,  become 
slightly  elongated,  and  at  the  interruption  of  the  current  are  re- 


Fig.  652. 

stored  to  their  normal  length.  In  the  receiving  instrument  these 
elongations  and  shortenings  of  the  iron  bar  will  succeed  each 
other  with  precisely  the  same  interval  as  the  vibrations  of  the 
original  tone,  and  the  longitudinal  vibrations  of  the  bar  will  be 
communicated  to  the  sounding  box,  thus  being  made  distinctly 
audible  at  the  receiving  station. 

It  is  obvious  that  this  apparatus  is  capable  of  producing  only 
one  of  the  three  characteristics  of  sound,  viz.,  its  pitch.  It  can- 
not produce  different  degrees  of  intensity,  or  other  qualities  of 
tones,  but  merely  sings  the  melodies  transmitted  with  its  own 
voice,  which  is  not  very  unlike  that  of  a  toy  trumpet  Referring 
to  the  graphic  representation  of  the  composite  tone,  in  fig.  651, 
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this  apparatus  would  reproduce  the  waves  at  properly  recurring 
intervals,  but  they  would  all  be  of  precisely  the  same  amplitude 
or  intensity,  for  the  reason  that  they  are  all  produced  by  an 
electric  current  of  the  same  strengtL 

The  sounds  produced  by  the  above  instrument  are  very  weak, 
but  Dr.  Wright,  by  passing  the  current  through  the  primary 
wire  of  a  small  induction  coil,  and  placing  a  condenser  consist- 
ing of  two  sheets  of  silvered  paper  back  to  back,  in  the  second- 
ary circuit,  succeeded  in  producing,  by  its  rapid  charge  and  dis- 
charge, musical  notes  loud  enough  to  be  heard  throughout  a 
large  halL 

gray's   TELEPHONIC   APPARATUS. 

It  was  observed  by  Mr.  Elisha  Gray  of  Chicago,  in  1873,  that 
if  an  induction  coil  be  put  in  operation  by  means  of  an  auto- 
matic circuit  breaker  or  electrotome,  and  one  of  the  electrodes  of 
the  secondary  wire  be  held  in  the  hand,  while  the  dry  finger  of 
the  same  hand  is  rubbed  upon  a  sonorous  metallic  plate,  that 
a  tone  will  proceed  from  the  point  of  contact  between  the 
fingers  and  the  plate,  the  pitch  of  which  corresponds  exactly 
with  that  of  the  tone  produced  by  the  rapid  vibrations  of 
the  circuit-breaker  of  the  coiL  Acting  upon  this  hint  Mr. 
Gray  constructed  a  key-board  of  two  octaves  (fig.  668),  each 
key  of  which,  when  depressed,  sets  in  action  a  steel  reed 
tuned  to  a  certain  definite  rate  of  vibration,  corresponding  to 
its  position  in  the  musical  scala  The  vibration  of  the  reed 
is  kept  up  by  the  action  of  electro-magnets  in  the  manner 
iUustcatcd  in  fig.  654.  One  end  of  the  reed  a  is  rigidly  fixed 
to  a  ])ost  ft,  while  the  other  end  is  left  free  to  vibrate  under 
.  tlje  alternate  action  of  the  electro-magnets  e  and  /  The  mag- 
net e  has  a  resistance  of  about  4  ohms,  while  that  of  the 
magnet  /  is  about  30  ohms.  Both  magnets  are  placed  in  the 
circuit  of  the  same  local  battery,  and  as  a  necessary  consequence 
the  one  which  has  the  higher  resistance  develops  the  strongest 
magnetism ;  but  if  the  magnet  of  higher  resistance  be  cut  out 
of  the  circuit  the  attractive  force  of  the  other  will  be  increased. 
When,  therefore,  the  local  circuit  is  closed  at  d  by  the  depres- 
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sion  of  the  key  C,  the  whole  current  from  battery  L  B  passes 
through  the  magnet  e,  for  the  reason  that  /is  shunted  or  cut  out 
by  the  spring  contact  G,  which  rests  against  the  reed  and  forms 
a  connection  by  the  way  of  2, 1  J  and  G.  The  magnet  e  attracts 
the  reed  with  a  certain  force  until  it  has  removed  it  from  contact 
with  the  spring  G,  when  the  current  is  thrown  through  both 
magnets ;  the  attraction  of  e  is  at  once  greatly  reduced,  while 
that  of  /  is  correspondingly  increased,  and  tlie  reed  is  then 
attracted  towards  /  until  contact  is  reestablished  at  G. .  This 
operation  is  repeated  indefinitely  as  long  as  the  key  C  is  de- 


Fig.  663. 

pressed,  the  rate  of  vibration  being  determined  by  the  size  and 
length  of  the  reed,  which  corresponds  with  the  fundamental  of 
the  note  it  j-epresents.  By  this  an-angement  the  centre  of  oscil- 
lation coincides  with  the  centre  of  the  reed  when  at  rest,  so  that 
the  pitch  of  the  tone  is  not  aflEected  by  any  ordinaiy  fluctuations 
in  the  strength  of  the  current,  as  when  only  one  magnet  is  used. 
If  the  series  of  keys  thus  arranged,  but  with  their  reeds  tuned 
to  the  different  notes  of  the  scale,  be  manipulated,  a  tune  may 
be  played  ;  the  instrument  being  in  fact  an  organ  whose  motive 
power  is  electricity  instead  of  corn- rpsr-c:!  air. 
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The  vibrations  may  be  transmitted  over  a  telegraphic  line 
merely  by  connecting  the  main  line  with  the  reed,  and  thence 
through  the  contact  spring  I  and  key  C  with  the  battery  M  B 
and  earth,  as  shown  in  fig.  654  All  the  other  keys  are  con- 
nected in  separate  branches  of  the  main  line,  between  the  points 
1  and  4.  Thus  the  depression  of  any  key  transmits  a  series  of 
pulsations  corresponding  to  its  own  note,  and  if  two  or  more 
keys  are  depressed  simultaneously,  the  resultant  effect  will  be 


LINE 


EARTH 


Fig,  654. 

the  same  as  in  Keiss's  method,  that  is,  the  pitch  will  be  given 
and  nothing  more. 

Among  the  various  devices  invented  by  Mr.  Gray  to  convert 
these  electrical  pulsations  into  audible  vibrations,  one  of  the  moat 
curious  is  shown  in  fig.  655.  It  consists  of  a  thin  cylindrical 
wooden  sounding  box,  the  face  of  which  is  covered  with  thin 
sheet  metal,  and  arranged  so  as  to  be  turned  by  an  insulated 
crank.      The  metallic  covering  of  the   cylinder  is   connected 
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through  the  stand  with  the  earth.  Now,  if  the  operator  holds 
the  electrode  connected  with  the  line  in  one  hand,  and  presses  the 
fingers  of  the  same  hand  against  the  metal  plate,  which  is  turned 


Itg.  655. 

by  the  other  hand,  the  tone  which  is  being  played  at  the  other 
end  of  the  line  becomes  distinctly  audible,  so  as  to  be  heard 
throughout  a  large  room.  The  faster  the  plate  is  revolved  the 
louder  the  tones  become,  and  vice  versa.     The  cause  of  this  sin- 
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Fig.  656. 

gular  pnenomenon  nas  not  been  satisfactorily  explained.  A 
current  of  considerable  potential,  at  least  60  volts,  is  necessary 
in  order  to  produce  the  tones,  and  this  may  be  most  conveniently 
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obtained  by  the  use  of  an  induction  coil  at  the  receiving  end  of 
the  line. 

In  the  spring  of  1874  Mr.  Gray  invented  a  method  of  trans- 
mission by  means  of  which  the  intensity  of  the  tones,  as  well  as 
their  pitch,  was  properly  reproduced  at  the  receiving  station. 
This  was  a  very  important  step  in  the  development  of  the 
system,  and  was  accomplished  in  the  manner  illustrated  in  fig. 
656,  which  represents  two  transmitting  reeds,  A  and  B,  and  two 
receiving  instruments  A'  and  B',  the  local  circuits  and  mag- 
nets being  omitted  to  avoid  confusion.  Each  transmitter  is 
placed  in  a  shunt  wire  around  its  own  battery,  while  the  main 
circuit  runs  directly  through  both  batteries,  so  that  each  separate 
series  of  vibrations  passes  into  the  line  accompanied  by  its  own 


Fig.  667. 

current,  and  thus  the  intensities  of  the  vibrations,  as  shown  by 
the  varying  height  of  the  waves,  when  three  tones  are  sent  simul- 
taneously, corresponds  to  the  graphic  representation  on  the 
fourth  or  bottom  line  of  fig.  651.  If  two  separate  waves  from 
two  transmitter  coincide,  the  intensity  of  the  sound  is  increased 
by  the  joint  action  of  the  two  batteries,  and  so  on,  and  thus  a 
tune  may  be  reproduced,  at  any  distance,  with  perfect  accuracy, 
so  far  as  its  pitch  and  varying  intensity  is  concerned.  With  a 
receiving  instrument  constructed  as  shown  in  fig.  657  the  tones 
become  very  loud.  It  consists  of  an  electro-magnet,  having  its 
armature  rigidly  fixed  to  one  pole,  and  separated  from  the  other 
by  a  space  of  ^  of  an  inch,  and  mounted  upon  a  hollow  sound- 
ing box. 
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grays  harmonic  multiple  telegraph. 

The  practicability  of  simultaneously  transmitting  a  number  of 
distinct  tones  and  reproducing  them  at  a  distance  having  been 
thus  experimentally  established,  the  utilization  of  these  separate 
tones  for  the  simultaneous  telegraphic  transmission  of  a  corres- 
ponding number  of  different  communications  was  next  under- 
taken. The  only  thing  necessary  to  be  done  was  to  effect 
the  analysis  of  the  composite  tones  into  their  constituents  at  the 
receiving  station. 

The  possibility  of  thus  separating  composite  tones  passing 
through  the  air  had  been  experimentally  demonstrated  by  the 
celebrated  German  physicist,  Helmholtz,  and  it  only  remained 
to  discover  some  analagous  means  for  separating  the  composite 


Fig.  658. 

vibrations  communicatea  to  the  cores  of  an  electro-magnet  This 
result  was  successfully  accomplished  by  Mr.  Gray,  by  the  use  of 
an  instrument  termed  an  analyzer,  which  is  represented  in  658, 
and  consists  simply  of  an  electro-magnet,  the  armature  of  which 
is  replaced  by  a  steel  ribbon,  stretched  in  a  metallic  frame  and 
provided  with  a  tuning  screw  at  one  end,  by  which  the  proper 
tension  may  be  given  to  it  If  this  ribbon  is  tuned  to  a  certain 
note  it  will  be  thrown  into  vibrations  whenever  the  pulsations 
from  its  corresponding  transmitting  reed  traverse  the  electro- 
magnet, but  if  another  note  be  transmitted  it  will  not  respond. 
If,  however,  its  own  note  be  transmitted  as  a  part  of  a  composite 
tone,  it  will  respond  ;  but  if  this  note  ceases  it  will  immediately 
stop.     Consequently,  it  is  only  necessary  to  cause  the  main  cir- 
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cuit  at  the  receiving  station  to  pass  successively  through  as  many 
analyzers  as  there  are  separate  reeds  at  the  transmitting  station, 
each  of  which  is  tuned  to  the  same  note  as  its  own  reed,  and  will 
respond  to  that  note  only,  whether  sent  singly  or  as  a  part  of  a 
composite  tone. 

In  applying  the  apparatus  to  multiple  telegraphic  transmission, 
each  electrotome  or  reed  is  mounted  as  in  fig.  659,  and  oper- 
ated by  a  common  Morse  key,  by  which  the  continuous  tone  is 
broken  up  into  dots  and  dashes.  The  receiving  instrument  em- 
ployed may  be  a  simple  Morse  sounder,  connected  to  the  ana- 
lyzer in  a  peculiar  manner,  so  that  the  latter  acts  as  a  relay, 
opening  and  closing  the  local  circuit  of  the  sounder.  A  simpler 
construction  of  the  analyzer,  and  one  which  renders  the  sounder 
unnecessary,  is  shown  in  fig.  660.     The  electro-magnet  M  M| 


Fig.  659. 

which  has  very  short  cores,  is  provided  with  an  armature  a, 
rigidly  attached  to  the  lower  core,  but  separated  from  the  upper 
one  by  a  space  of  -^  of  an  inch.  This  may  be  increased  or 
diminished  by  moving  the  upper  core  in  or  out,  by  means  of  the 
screw  5.  The  armature  is  made  thinner  at  the  point  i,  being 
filed  down  until  it  vibrates  to  a  certain  note,  the  nicer  adjust- 
ment being  accomplished  by  adjusting  the  movable  weight  w. 
The  whole  is  mounted  upon  a  sounding  box  B,  open  at  one  end, 
which  is  termed  a  resonator.  The  principle  involved  in  the 
action  of  the  resonator  is  this :  A  volume  of  air  contained  in  an 
open  vessel,  when  thrown  into  vibrations,  tends  to  yield  a  cer- 
tain note,  and  consequently  strengthens  that  note,  when  the 
latter  is  sounded  in  its  neighborhood.  By  placing  the  instru- 
ments upon  corresponding  resonators  the    sound    is    greatly 
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strengthened,  so  that  an  operator  may  readily  read  by  sound 
the  telegraphic  characters  into  which  the  continuous  tone  is 
broken  by  the  transmitting  key. 

Pig.  661   shows  the  same  arrangement  of  the  electro-magnet 


Fig.  660. 

and  armature,  mounted  upon  an  ordinary  wooden  base  instead  of 
a  sounding  box,  and  arranged  as  a  relay  to  open  and  close 
local  circuit  The  light  contact  lever  c  is  armed  with  a  contact 
point  at  its  free  end,  resting  merely  by  the  weight  of  the  lever 


Fig.  661. 

itself  in  the  concave  cup  d  upon  tlie  extremity  of  the  armature 
a.  When  the  armature  is  thrown  into  vibration  the  contact  lever 
hops  up  and  down,  and  does  not  close  the  local  circuit  (which  is 
connected  to  I  and  ZJ,  with  sufficient  firmness  to  actuate  the 
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sounder,  but  when  the  vibration  stops  the  local  circuit  is  closed. 
This  reverses  the  writing  upon  the  sounder,  but  it  may  be 
operated,  as  in  the  quadruplex,  by  means  of  a  local  relay. 

Mr.  Gray  has  also  combined  his  harmonic  with  the  Morse 
system  of  telegraphy,  so  that  two  communications  may  be  simul- 
taneously transmitted  in  either  direction  upon  a  line  having  in- 
termediate stations,  the  apparatus  being  so  arranged  that  while 
a  communication  is  being  transmitted  from  one  terminal  station 
to  the  other  by  the  harmonic  system,  either  terminal  station  or 
any  way  station  may  receive  a  message  from  or  transmit  one  to 
either  of  the  terminal  or  any  one  of  the  way  office  by  means  of 
the  ordinary  Morae  apparatus. 


-L^l|l|l|l|ll|l|l|l|li* 
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Fig.  662  represents  the  instruments,  in  connection  with  the 
line,  at  a  terminal  station,  including  both  the  telephonic,  or  elec- 
tro-harmonic, and  the  ordinary  Morse  apparatus,  the  former  con- 
sisting of  transmitter  T,  key  K,  local  batteries  c,  c^  and  e*,  vi- 
brator or  reed  V,  receiving  instrument  or  analyzer  A,  repeating 
relay  A^,  sounder  S,  rheostat  E^  and  main  battery  B  ;  and  the 
latter  consisting  of  relay  D,  sounder  S^,  key  K^,  rheostat  R  and 
condenser  C,  the  earth  terminal  of  the  line  being  at  G.  Each 
intermediate  office  is  equipped  with  the  Morse  apparatus  only^ 
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including  the  condenser  and  rheostat ;  while  the  terminal  sta- 
tions have  both  the  electro-harmonic  and  the  Morse  apparatus, 
arranged  as  shown  in  the  diagram. 

To  simultaneously  transmit  two  communications  in  the  same 
or  in  opposite  directions,  sounder  S  must  respond  solely  to  the 
movements  of  key  K  and  transmitter  T  of  the  harmonic  appa- 
ratus; while  sounder  S^,  which  is  connected  with  the  Morse 
instruments  at  the  distant  terminal  and  at  the  several  interme- 
diate oflBces,  must  respond  solely  to  the  movements  of  key  K*. 

This  is  accomplished  as  follows :  The  transmitter  T,  which  is 
similar  to  that  used  in  the  duplex  and  quadruplex  systems,  is 
operated  by  key  K.  The  auxiliary  lever  i,  one  end  of  which 
rests  upon  a  suitable  fulcrum,  while  the  free  end  rests  upon  the 
anvil  of  transmitter  T,  serves,  in  connection  with  the  armature 
a  of  the  latter,  to  control  the  local  circuit  of  sounder  S  in  a 
manner  and  for  a  purpose  to  be  hereinafter  described.  The  vi- 
brator or  reed  V  (which,  with  the  receiving  instrument  or  ana- 
lyzer A,  are  illustrated  and  described  on  pages  1092  and  1097) 
is  kept  constantly  in  vibration  by  electro-magnets,  and  tuned  to 
a  pitch  corresponding  to  the  reed  E  of  the  receiving  instrument 
A.  A  small  secondary  lever  6^,  having  one  end  pivoted  and 
the  other  resting  upon  the  free  end  of  the  armature  E,  controls 
the  local  circuit  of  the  relay  A^,  and  reverses  the  signals  of  the 
receiving  instrument  A,  so  that  they  may  appear  correctly  upon 
the  sounder  S.  The  normal  condition  of  the  key  K*  of  the 
Morse  apparatus  is  closed,  while  that  of  key  K  and  transmitter 
T  is  open.  The  route  of  the  circuit  is  from  the  earth  G,  battery 
B  and  wires  1  and  2,  to  the  receiving  instrument  A ;  thence  by 
wire  8  to  rheostat  R^,  and  wire  4  to  the  lever  a  and  spring  s  of 
transmitter  T;  thence  by  wire  5  to  relay  D  and  key  K^  to  the 
line.  With  key  K  closed,  and  the  consequent  operation  of 
transmitter  T,  the  route  of  the  circuit  is  changed  as  follows : 
Prom  earth  G  and  wires  1  and  6  to  the  vibrator  V,  and  wire  7 
to  stop  o  and  spring  s  of  transmitter  T ;  thence  by  wire  6  to 
relay  D  and  key  K^  to  the  line  and  distant  station,  as  before. 

The  resistance  of  rheostat  E^  and  helices  A  should  equal  that 
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<3aused  by  the  vibration  of  the  reed  V,  so  that  no  variation  in 
the  strength  of  the  current  going  to  the  line  may  be  manifested 
in  the  Morse  relay  D  when  the  transmitter  T  is  either  open  or 
closed.  The  rheostat  R  should  be  so  adjusted  that  when 
inserted  in  the  line  by  opening  the  key  K^,  it  will  diminish  the 
strength  of  the  current  to  an  extent  sufficient  to  cause  the  arma- 
ture of  the  Morse  relay  D  to  yield  to  the  force  of  its  retractile 
spring,  thus  opening  the  local  circuit  of  sounder  S*. 

The  condenser  C  is  connected  on  one  side  to  wire  5,  and  on 
the  other  to  the  front  stop  of  key  K^,  so  as  to  shunt  the  relay  D 
and  rheostat  R,  and  thus,  when  the  key  is  opened  and  the  resist- 
ance R  introduced  into  the  circuit,  the  full  diminution  of  the 
current  does  not  take  place  instantaneously,  but  only  after  an 
exceedingly  brief  interval  of  time  and  in  a  gradual  manner,  while 
the  condenser  is  charging.  By  this  means  the  effect  of  a  sudden 
change  in  the  current  on  the  receiving  instrument  A,  which 
would  tend  to  make  the  latter  give  a  false  signal,  is  entirely 
avoided.  The  condenser  also  assists  in  maintaining  a  uniform 
condition  of  magnetism  in  the  cores  of  the  Morse  relay  D,  by  dis- 
charging through  the  electro-magnet  between  the  vibrations. 

The  lever  6,  which  rests  upon  the  anvil  of  transmitter  T, 
serves  to  prevent  a  false  signal  being  given  upon  the  sounder  S, 
caused  by  the  sudden  release  of  the  reed  E  from  the  attractive 
force  of  the  magnets  A.  The  upper  limiting  stop  of  the  lever  a  of 
the  transmitter  T  is  insulated  from  the  anvil ;  and,  together  with 
the  lever  6,  forms  a  portion  of  the  local  circuit  of  sounder  S,  so 
that  when  the  lever  a  approaches  the  magnet  T  the  local  circuit 
of  sounder  S  is  broken  ;  and,  when  released  from  magnet  T,  the 
force  with  which  it  strikes  against  the  upper  limiting  stop  causes 
the  lever  b  to  vibrate  enough  to  compensate  for  the  vibrations  of 
the  reed  E  of  the  receiver  A,  caused  bj'  the  latter  being  restored 
to  its  previous  condition,  thus  preventing  a  false  signal  being 
given  upon  the  sounder  S.  The  sliding  weight  o  is  to  regulate 
the  movement  of  the  lever  b. 

Thus  by  a  depression  of  key  K  and  the  consequent  operation 
of  transmitter  T,  the  electrical  pulsations  caused  by  the  vibrating 
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reed  V  will  pass  to  the  line  and  operate  the  analyzer  A  and  reed 
E  at  the  distant  terminal,  so  as  to  record  the  desired  signal  upon 
sounder  S,  without  producing  any  effect  upon  the  Morse  instru- 
ments at  the  several  intermediate  stations ;  while  at  the  same 
time,  by  means  of  key  K*  and  rheostat  R  and  relay  D,  a  com- 
munication may  be  transmitted  to,  or  received  from  any  of  two 
or  more  way  offices,  equipped  with  suitably  arranged  Morse 
instrumenta 

bell's  harmonic  multiple  telegraph. 

In  1876,  Mr.  A.  G.  Bell,  the  inventor  of  the  electric  speaking 
telephone,  perfected  a  method  of  harmonic  multiple  telegraphy 
by  which  two  or  more  communications  could  be  simultaneously 
transmitted  over  the  same  wire  without  interference.  The  ap- 
paratus consisted  of  a  series  of  automatic  circuit  breakers,  each 
having  a  different  rate  of  vibration,  placed  in  branch  circuits 
diverging  from  the  same  pole  of  the  main  battery,  the  other  pole 
of  which  was  connected  to  earth.  To  each  of  these  branches  a 
key  was  connected,  by  the  depression  of  which  the  correspond- 
ing branch  was  connected  to  the  main  lina 

Thus  upon  the  depression  of  any  one  of  the  keys  the  corre- 
sponding circuit  breaker  was  set  in  action,  transmitting  its  pul- 
sations through  the  line;  and  when  two  or  more  keys  were 
simultaneously  depressed,  two  or  more  distinct  sets  of  electrical 
vibrations  were  sent  through  the  line.  The  receiving  instru- 
ments were  electro-magnets,  with  steel  reeds  for  armatures,  each 
tuned  to  respond  to  its  own  transmitter.  The  main  circuit  at 
the  receiving  station  passed  through  the  instruments  in  succes- 
sion and  thence  to  the  earth. 

LA  COUR'S  harmonic  TELEGRAPH 

La  Cour's  transmitter  is  composed  of  a  series  of  tuning  forks, 
kept  in  continuous  vibration  by  electro-magnets.  The  receiving 
instruments  consist  of  tuning  forks  of  soft  iron,  arranged  to 
close  the  circuit  of  a  local  battery,  when  thrown  into  vibration 
by  the  pulsations  passing  over  the  lina 
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Mr.  Delany's  synchronous  multiplex  method  of  transmission, 
although  based,  like  Meyer  s,  upon  the  principle  of  the  division 
of  a  single  current  into  rapidly  recurring  pulsations,  differs  very 
materially  from  the  latter  in  the  method  of  accomplishing  it 
Like  Meyer,  Delany  synchronously  rotates  two  disks  placed  at 
the  opposite  ends  of  a  line  for  the  purpose  of  giving  the  latter 
in  sufficiently  rapid  succession  to  the  several  corresponding  in- 
struments situated  at  each  end ;  but  while  Meyer  slowly  and 
imperfectly  obtains  his  synchronism  by  clock  work,  Delany 
rapidly  and  effectually  secures  his  by  the  intermittent  action  of 
an  electro-magnet 

Fig.  668  represents  two  distant  stations,  X  and  Y,  respect- 
ively, electrically  connected  by  a  single  line  wire.  The  ap- 
paratus at  each  end  of  the  line  is  identical.  A  steel  fork  a,  at 
each  station,  is  automatically  vibrated  by  the  action  of  the  local 
battery  L  B,  and  the  electro-magnet  A.  The  cores  of  the  latter 
being  prolonged  in  the  direction  of  the  free  ends  of  the 
vibrating  fork  by  the  adjusting  screws  a\  The  object  of  this 
adjustment  of  the  extended  magnet  poles  is  to  enable  them 
to  be  approached  toward,  or  withdrawn  from  the  tines  of  the 
Tibrating  fork,  so  as  to  regulate  with  great  nicety  the  rate  of 
Tibration  of  the  latter. 

Platinum  contacts,  x  and  cc^,  are  placed  on  the  inner  faces  of 
the  tines  of  the  fork,  and  make  and  break  contact  with  delicate 
contact  springs,  y  y^,  supported  by  adjustable  insulated  levers 
B,  B\  pivoted  on  the  bed  plate  of  the  apparatua  The  adjust- 
ment of  these  levers  is  secured  by  the  thumb  screws  6,  i, 
against  which  they  are  drawn  by  the  action  of  spiral  springs. 

The  local  battery  circuit  a\  runs  from  the  positive  pole  of  the 
battery,  through  the  coils  of  the  vibrator  magnet  A,  to  the  head 
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of  the  fork,  and  through  the  contacts  y,  y\  to  the  insulated 
lever  B  *,  from  whence  it  passes  back  to  the  opposite  pole  of  the 
battery.  In  order  to  prevent  injurious  sparking  of  the  contacts 
0^  and  y*,  a  resistance  coil  R\  is  placed  in  a  shunt  circuit  around 
them,  extending  from  the  point,  a*,  to  the  head  of  the  fork,  and 
to  the  insulated  arm  B  \ 

The  fork  being  mechanically  put  into  a  vibratory  motion,  will 
automatically  make  and  break  its  local  circuit,  and  thus  send 
impulses  into  the  magnet  A,  that  will  continuously  maintain  the 
vibrations  of  the  fork. 

The  making  and  breaking  of  contacts  x  and  y  (which  are 
placed  in  connection  with  the  opposite  tine  of  the  fork),  conse- 
quent on  the  fork's  vibration,  opens  and  closes  the  circuit  of 
another  local  battery  in  which  is  placed  an  electro-magnet,  D, 
the  function  of  which  is  to  maintain  the  continuous  rotation  of 
the  transmission  apparatus  C. 

This  circuit  passes  from  the  positive  pole  of  the  motor  battery 
D^  to  the  lever  B,  through  the  platinum  contacts  y  and  x,  to  the 
tine  of  the  fork,  to  its  head  or  support  A\  and  thence  through 
the  wire  d,  to  the  coils  of  the  motor  magnet  D,  and  back  to  the 
opposite  pole  of  the  battery.  A  resistance,  R,  placed  in  a  shunt 
between  the  head  or  support  of  the  fork  and  the  line  of  the 
lever  B,  prevents  injurious  sparking  between  the  platinum  con- 
tacts X  and  y. 

As  the  continuous  vibration  of  the  fork  is  automatically 
maintained  by  the  local  battery  L  B,  it  will,  at  each  vibration, 
make  and  break  the  contacts  at  x  and  y,  and  thereby  make  and 
break  the  motor  circuit  The  alternate  magnetization  and  de- 
magnetization of  the  cores  of  the  motor  magnet  D  causes  the 
rotation  of  the  transmission  apparatus  C.  The  cores  of  the 
magnet  D  have  their  faces  shaped  so  as  to  conform  to  the  cir- 
cumference of  the  apparatus  C,  the  teeth  of  which  pass  in  close 
proximity  to  the  faces  of  the  curved  magnet  polea 

The  arrangement  of  the  motor  magnet  and  transmission  disk 
C,  the  latter  provided  with  projections  c  c,  is  the  invention  of 
Poul  La  Cour,.and  is  styled  by  him  aphonic  wheel. 
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The  main  line  has  one  of  its  ends  connected  with  the  trailing 
brush/through  the  radial  arm  F'  and  vertical  shaft  F.  As  the 
shaft  F  rotates,  the  line  is  therefore  brought  into  successive 
electrical  connection  with  the  series  of  insulated  contacts  in  the 
upper  face  of  the  table.  The  toothed  armature  or  phonic  wheel 
C  is  securely  keyed  to  the  vertical  shaft  F.  In  order  to  equalize 
the  speed  of  rotation  of  the  apparatus,  a  cylindrical  vase  of  wood 
filled  with  mercury  is  attached  to  the  face  of  the  phonic  wheel 
C,  and  rotates  with  it  The  cores  of  the  motor  magnet  D  can  be 
readily  adjusted  toward  or  from  the  armature  teeth  on  the 
phonic  wheel  C  by  the  motion  of  a  screw. 

The  synchronous  rotation  of  the  phonic  wheel  C  is  brought  about 
in  this  manner :  When  the  wheel  C  is  at  resi,  one  of  its  teeth  c 
nearest  a  pole  of  D  will  be  attracted  toward  it  Should,  how- 
ever, the  phonic  wheel  be  set  into  motion  with  a  velocity  that 
shall  cause  a  to  'th,  c,  to  pass  the  pole  D  for  each  intermittent 
impulse  of  the  current  traversing  the  coils  of  D,  the  wheel  will 
be  maintained  in  a  rotation,  the  speed  of  which  will  be  controlled 
by  the  frequency  of  intermission  of  the  current  That  is  to  say, 
the  speed  of  rotation  of  the  phonic  wheel  C,  and  consequently 
the  rapidity  with  which  the  successive  contacts  are  made  by  the 
trailing  arm  /  are  regulated  solely  by  the  duration  of  the 
oscillation  of  the  fork  a.  In  starting  the  disk  G,  an  impulse  of 
rotation  is  given  to  it  somewhat  in  excess  of  the  speed  at  which 
it  will  be  maintained  by  the  motor  magnet,  by  means  of  a 
thumb  piece  on  the  shaft  F,  and  then,  as  the  speed  of  rota- 
tion decreases,  the  armature  teeth  will  come  into  proper  relation 
with  the  poles  of  the  magnet,  and  into  the  periods  at  which 
the  malces  and  breaks  occur  in  the  circuit  traversing  its  coils, 
and  the  disk  will  be  continuously  driven  by  the  motor  magnet 

Any  suitable  number  of  insulated  contacts  may  be  placed  on 
the  circular  table ;  sixty  are  shown  in  the  figure.  In  practice 
these  contacts  are  connected  in  accordance  with  the  special  num- 
ber of  circuits  which  it  is  desired  to  simultaneously  maintain 
on  the  same  wire.  In  the  figure  it  is  arranged  so  that  four  sep- 
arate circuits  shall  be  established  on  the  same  line  wira     The 
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sixty  contacts  are  placed  in  six  independent  series,  numbered 
from  1  to  10  consecutively.  Two  of  the  contact  pieces,  in  each 
series  of  ten,  are  connected  in  the  same  circuit,  and  as  there  are 
six  series,  each  of  the  circuits  so  connected  has  twelve  contacts 
for  each  rotation  of  the  disk.  The  I's  and  the  5's  in  each  series 
are  all  connected  in  one  circuit ;  the  2's  and  the  6's  in  another 
circuit ;  the  3's  and  the  7's  in  another  circuit,  and  the  4's  and  the 
8's  in  another  circuit,  thus  providing  four  separate  circuits  in  alL 
The  contacts,  therefore,  from  one  to  eight  in  each  series,  are  ap- 
portioned among  the  four  independent  circuits,  each  of  which 
will  receive,  for  each  revolution  of  the  trailing  brush  twelve 
contacts  and  twelve  electrical  impulses,  as  will  be  afterward 
described.  The  detailed  mechanism  by  means  of  which  the 
separate  and  independent  circuits  so  obtained  are  utilized  for 
the  transmission  and  reception  of  messages  consists  of  four  Sie- 
mens polarized  relays,  four  Morse  sounders,  and  four  transmit- 
ting sounders.  The  first  relay  is  connected  with  the  contacts  1 
and  5 ;  the  second  relay  with  the  contacts  2  and  4 ;  the  third 
relay  with  the  contacts  3  and  7,  and  the  fourth  relay  with  the 
contacts  4  and  8.  Similar  instruments  and  circuits  are  placed 
at  each  end  of  the  line,  and  the  corresponding  relays  at  the  two 
terminal  stations  are  connected  with  the  correspondingly  num- 
bered contacts.  When,  therefore,  the  trailing  contact  brush  at 
each  station  simultaneously  touches  the  contacts  bearing  the 
same  number,  the  corresponding  instruments  connected  with 
these  contacts  at  each  station  will  be  placed  in  communication 
over  the  main  line ;  and  if  the  trailing  brushes/  at  each  station, 
are  maintained  in  synchronous  rotation,  they  will  pass  regularly 
and  simultaneously  to  the  next  contact,  and  successively  over 
the  similar  contacts  at  each  station ;  and  during  the  time  that 
the  trailing'  contact  brushes  are  on  the  correspondingly  num- 
bered contact  pieces  at  each  station,  a  complete  and  independent 
circuit,  that  has  no  connection  whatever  with  the  other  circuits, 
is  established  between  these  stations. 

Under  the  arrangements  described,  each  of  the  four  separate 
circuits  will  be  placed  in  independent  electrical  connection  with 
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the  main  line  twelve  times  for  each  rotation  of  the  distributing 
wheel  C.  Assuming  the  normal  rate  of  vibration  of  the  fork  at 
eighty-five  vibrations  per  second,  and  that  the  distributing  wheel 
C  is  furnished  with  thirty  armature  teeth,  or  polar  projections, 
the  armature  disks  and  trailing  brushes  will  be  rotated  at  the 
rate  of  two  and  live-sixths  times  per  second,  so  that  the  corre- 
sponding instruments  at  the  two  stations  will  be  placed  in  inde- 
pendent electrical  communication  with  the  main  line  thirty-four 
times  each  second.  This  number  of  contacts  per  second  will 
give  to  each  set  of  operators  a  practically  unbioken  ciixjuir,  so 
that  the  operators  at  any  two  connecting  staiions  may  communi- 
cate with  each  other,  in  either  direction,  as  if  they  had  a  separate 
and  independent  line  devoted  entirely  to  their  exclusive  use. 

We  will  now  describe,  in  greater  detail,  the  method  adopted  for 
transmitting  and  receiving  the  messages  over  any  or  all  of  the 
four  circuits  so  provided.  The  main  battery,  split  and  grounded 
in  the  middle,  has  its  positive  pole  connected  with  the  back 
stops  of  the  transmitting  sounder,  and  its  negative  pole  with 
its  front  stops.  The  act  of  transmitting,  therefore,  sends  into 
the  line  impulses  of  opposite  polarity,  and  permits  of  the  em- 
ployment of  polarized  relays. 

Since  each  operator's  circuit  is  made  up  of  numerous  rapid  con- 
tacts with  the  main  line  at  the  rate  of  thirty-four  contacts  per 
second,  each  of  the  ordinary  Morse  characters  sent  into  the  main 
line  is  made  up  of  more  than  a  single  contact,  proportioned  in 
number  to  the  length  of  the  character.  The  ordinary  Morse  relay 
could  not  therefore  be  employed  for  the  reception  of  these  char- 
acters, since  the  numerous  breaks  comprised  therein  would 
be  recorded  by  the  armature  of  the  relay.  In  order  to  avoid 
this  confusion,  and  to  make  the  relays  respond  not  to  mere  pul- 
sations caused  by  the  successive  makes  and  breaks,  but  only  to 
the  reversals  in  polarity,  caused  by  the  connection  of  the  split 
battery  with  the  transmitting  sounders,  the  polarized  relays 
have  been  used  in  place  of  ordinary  relays,  because  the  arma- 
tures of  the  polarized  relays  may  be  made  to  remain  in  the  posi- 
tion that  the  last  current  has  placed  them  until  a  reversal  of  the 
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current  changes  their  position,  notwithstanding  that  the  finer  vi- 
brations comprised  in  these  reversals  are  continuously  passing 
through  the  magnet  of  the  polarized  relay.  This  feature  of  the 
invention  is  due  to  Mr.  E.  A.  Calahan,  the  inventor  of  the  Gold 
and  Stock  Printing  Telegraph,  described  on  page  073,  and  who 
has  been  associated  with  Mr.  Delany  from  the  commencement 
of  his  investigations  on  the  subject,  and  whose  ability  and  great 
mechanical  skill  have  very  materially  aided  the  full  develop- 
ment of  the  system. 

The  mo.st  essential  feature  of  the  s^'stem  is  undoubtedly  the 
maintenance  of  the  synchronous  movements  of  the  trailing 
brushes  over  the  contact  pieces  on  the  table.  This  Mr.  Delany 
has  effected  by  an  automatic  device,  which  is  said  to  be  so  suc- 
cessful in  practice  that  the  synchronism  can  be  perfectly  main- 
tained for  days  without  one  instrument  varying  from  the  other 
the  six-hundredth  part  of  a  second.  The  means  by  which  this 
practically  absolute  synchronism  is  maintained  are  comparatively 
simple,  and  mainly  consist  in  the  automatic  transmission  of  cor- 
recting impulses  sent  over  the  main  line  from  one  instrument 
to  the  other,  at  such  times  only  as  the  distant  instrument  is 
slightly  in  advance  or  behind  the  nearer  instrument  These  cor- 
recting impulses  are  utilized  for  the  purpose  of  slightly  increas- 
ing or  decreasing  the  rate  of  vibration  of  the  distant  fork,  and 
consequently  the  rate  of  rotation  for  the  trailing  brush  at  the 
distant  station. 

The  manner  in  which  these  impulses  are  obtained  when 
needed  is  as  follows:  It  will  be  observed,  by  referring  to  fig.  668, 
that  at  station  X  three  of  the  9's  farthest  removed  from  each  other 
are  connected  together,  and  to  a  battery,  K* ;  and  that  three  of 
the  lO's,  that  are  likewise  farthest  removed  from  each  other,  are 
connected  together  and  to  a  line  /,  which  passes  through  two  cor- 
recting coils  A'  A*,  on  the  cores  of  the  vibrator  magnet  A  A,  and 
thence  to  earth.  The  remaining  three  intermediate  9's  and  lO's 
are  not  connected  with  any  circuit  At  station  Y,  the  9's,  cor- 
responding with  those  connected  with  the  battery  at  X,  are  left 
open,  while  the  alternate  9's  are  connected  with  the  battery  K'; 
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while  the  lO's  at  Y,  which  are  connected  with  each  other  and 
with  the  correcting  coils  A'  A'  on  the  cores  of  the  vibrator  mag- 
net, correspond  with  those  which  are  unconnected  at  station  X ; 
the  lO's  at  station  Y,  corresponding  to  the  connected  lO's  at  sta- 
tion X,  being  also  thrown  out  or  unconnected.  At  both  stations 
the  three  lO's  which  are  connected  with  the  correcting  coils  on 
the  cores  of  the  vibrator  magnet  are  built  out  or  extended 
toward  the  adjoining  9  s  that  are  unconnected  with  any  circuit 

In  order  to  provide  room  for  the  expanded  or  extended  lO's, 
without  disturbing  the  symmetrical  arrangement  of  the  remain- 
ing contacts,  the  plates  provided  for  the  static  discharge  of  the 
line,  and  which  are  located  between  each  of  the  successive 
contacts  of  the  circular  table,  are  omitted,  and  their  place 
occupied  by  the  extension  of  the  expanded  lO's,  so  that  the 
apace  between  the  expanded  10*s  and  the  9's  which  precede 
them  is  the  same  as  the  spaces  between  the  remaining  con- 
tacts. Since  the  9's  preceding  the  extended  lO's  and  correspond- 
ing in  position  to  the  battery  connected  9's  are  open  or  dis- 
connected, and  since  the  static  discharge  plate  between  the  9's 
and  the  lO's  at  the  distant  end  is  retained,  no  bad.  results  are  ex- 
perienced. 

As  long  as  the  trailing  contact  brushes  are  moving  synchro- 
nously at  both  stations  and  rest  on  correspondingly  numbered  con- 
tacts at  the  same  moment,  no  occasion  will  exist  for  the  correc- 
tion of  either  apparatus ;  should,  however,  the  instrument  at  Y 
run  a  trifle  faster  than  at  X,  the  trailing  brush  /  at  station  Y, 
will  touch  the  extended  side  of  a  10  contact,  while  the  brush 
at  X  is  still  on  a  battery  connected  9.  An  electrical  impulse, 
consequently,  will  flow  from  the  battery  K,  at  station  X,  over 
the  main  line,  and  through  the  contact  10,  at  Y,  and  the  line  ^ 
to  the  correcting  device  at  that  station. 

As  thus  arranged,  the  correcting  impulses  are  retarding  ones, 
since  they  are  called  into  action  only  when  the  instrument  at 
one  end  of  the  line  gains  in  speed  slightly  on  the  other  by  cut- 
ting a  resistance  out  of  the  circuit  of  the  vibrator  battery.  The 
effect  of  this  is  to  increase  the  strength  of  the  current  traversing 
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the  coils  of  the  electro  magnet  A,  and  consequently  its  magnetic 
attraction  for  the  tines  of  the  fork.  There  thus  results  an  in- 
creased amplitude  of  the  fork's  vibration,  and  a  consequent  low- 
ering or  decrease  in  the  rapidity  of  its  vibration.  This  retarda- 
tion will,  of  course,  affect  the  speed  with  which  the  transmission 
wheel  is  rotated,  and  consequently  retard  the  rotation  of  the 
trailing  brush. 

The  local  circuit  of  the  vibrator  generally  works  through  an 
adjustable  resistanca  When,  however,  the  apparatus  at  one 
station  runs  slightly  in  advance  of  that  at  the  other  station,  and  a 
correcting  impulse  is  consequently  received  through  the  main  line 
and  the  line  Z,  a  relay  placed  in  the  latter  is  energized,  and 
its  armature  drawn  from  its  back  stop,  thus  breaking  a  local  cir- 
cuit and  permitting  the  armature  of  a  second  electro  magnet  to 
rapidly  pass  to  its  back  stop,  and  thus  complete  a  shunt  circuit 
around  the  adjustable  resistance  so  as  to  cut  it  out  of  the  vibra- 
tor circuit  The  consequent  increase  in  the  current  strength  of 
the  vibrator  circuit  that  is  thus  produced  momentarily  retards 
the  rate  of  vibration  of  the  fork,  and  consequently  slows  the 
rotation  of  the  trailing  brush  and  causes  it  to  drop  back  on  its 
proper  contact 

As  there  are  three  broad  segments  to  be  touched  in  each  revo- 
lution, this  synchronizing  pulstf  may  be  sent  thrice,  twice,  once, 
or  not  at  all,  as  may  be  necessary,  in  either  direction  during  each 
revolution.  The  two  distributors  may  thus  be  kept  within  one 
quarter  of  the  width  of  the  narrow  segments  of  each  other ;  this 
corresponding  to  a  synchronism  of  about  0.001  of  a  second,  or 
about  0.002  of  a  revolution. 

Of  course  the  speed  of  the  Delany  apparatus  is  inversely  pro- 
portional to  the  length  and  directly  as  the  size  of  the  conducting 
wire.  It  will  probably  produce  four  transmissions  satisfactorily 
upon  an  extra  good  one  hundred  mile  circuit  It  has  one  ad- 
vantage over  the  quadruplex,  in  that  the  transmissions  can  all  be 
made  in  either  direction,  but  as  now  worked  the  sender  has  to 
stop  at  the  end  of  each  message  for  0.  K.,  there  being  no  ar- 
rangement for  breaking. 
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CHAPTER    XLIX. 

PNEUMATIC  TRANSMISSION. 

The  transmission  of  messages  between  the  branclt  and  central 
stations  in  the  large  cities,  by  means  of  pneumatic  tubes,  consti- 
tutes an  important  and  valuable  feature  of  the  mpdern  tele- 
graphic establishment. 

Messages  ar^  sent  f  i*om  the  Central  office  by  compressed  air, 
and  to  the  Central  office  by  exhaust  air,  the  engine,  pumps  and 
valves  being  at  the  Central  office. 

To  the  pumps  are  attached  two  large  mains,  one  for  pressure 
and  the  other  for  vacuum.  These  mains  are  carried  from  the 
engine  room  to  the  operating  room,  where  the  pneumatic  tubes 
ape  situated,  and  are  of  such  dimensions  as  to  obviat-e  the  effect 
of  the  intermittent  action  of  the  air  pumps. 

The  valves  are  of  two  kinds,  single  and  double  sluice,  and  are 
so  arranged  that  they  can  be  employed  for  exclusively  forward- 
ing messages  by  compressed  air ;  exclusively  receiving  messages 
by  exhausting  air ;  and  for  alternate  forwarding  and  receiving 
through  a  single  tube.  • 

The  arrangement  of  the  single  sluice  valves  is  shown  in  figs. 
664  and  665.  T  is  the  tube  which  forms  the  prolongation  of 
the  underground  conductor. 

To  receive  a  carrier  at  the  Central  office  the  lower  end  of  this 
tube  is  closed  by  raising  the  hinge  valve  C  (which  has  a  rubber 
packing) ;  the  stop  cock  V  is  then  turned,  which  establishes  a 
communication  through  T  and  S  with  the  vacuum  main.  A 
vacuum  is  produced  in  T,  and  the  valve  is  kept  closed  by  atmos- 
pheric pressure.  The  carrier  on  arrival  forces  it  open,  but,  as 
the  shock  which  the  carrier  receives  upon  its  arrival  destroys  its 
momentum,  it  is  drawn  up  by  atmospheric  pressure  and  sus- 
pended against  the  opening  O  of  tube  S.  As  soon  as  valve  C 
falls  the  operator  shuts  the  stop  cock  V,  and  the  carrier  being  no 
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longer  held  by  the  outside  pressure,  falls  out  of  the  tube  T  by 
its  own  weight 

To  send  a  carrier  from  the  Central  office,  it  is  placed  in  the 
tube  T,  fig.  665,  and  the  operator,  by  means  of  the  handlebar  m, 
pulls  the  sliding  apparatus,  formed  by  the  rods  g  and  the  cross- 
bar rf,  which  latter  meets  the  ring  6,  fixed  on  the  rod  /  and 
carries  this  with  it.  The  obturator  K,  fixed  to  the  end  of  /  is 
thus  made  to  close  the  extremity  of  the  tube  T.  When  this 
closure  is  complete,  the  inclined  plane  A,  fixed  on  one  of  the  rods 


Fig.  664. 

g^  meets  and  pushes  back  the  roller  y,  thus  opening  a  valve  within 
the  cylinder  L  and  establishing  communication  between  the 
reservoir  of  compressed  air  and  the  tubes  M  and  T.  The  carrier 
is  thus  forced  forward  in  the  tube,  and  whenever  its  arrival  is 
announced  by  the  electric  bell,  the  slide  is  pushed  back  to  its 
normal  position. 

If  the  rod  /were  connected  rigidly  with  the  cross-bar  d,  a  cer- 
tain eifort  would  be  required  to  push  back  the  slider,  owing  to 
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the  friction  due  to  the  pressure  on  the  surface  of  the  obturator. 
"This  eflfect  is  avoided  by  making  the  i-od  /  slide  in  the  cross-bar 
between  the  limib*  h  and  ?,  for  in  pushing  it  back,  the  inclined 
plane  first  leaves  the  roller  /,  and  the  compressed  air  ceases  to 


Fig  666. 

^nter  the  tube,  then  the  cross-bar  meets  the  ring  Z,  and  the  rod/ 
Tcmoves  the  obturator  without  difficulty. 

'J'he  greater  portion  of  the  parts  which  form  the  valves  are 
made  of  brass.  They  are  attached  to  strong  boards,  the  one  in  a 
vertical  and  the  other  in  a  horizontal  position.     The  latter  forms 
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the  table,  and  receives  the  carriers  to  be  sent,  and  those  which 
are  received  from  the  corresponding  offices. 
The  accompanying  diagrams  show,  fig.  666  a  back  view,  fig. 


J^.  666. 

667  a  section,  and  fig.  668  a  top  view  of  the  double  sluice  pneu- 
matic valve.  The  following  is  a  description  of  the  method  of 
using  it  and  of  its  action. 
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To  send  a  carrier  by  the  forwarding  or  outward  tube,  the 
method  of  working  is  as  follows:  The  carrier  containing  the 
message  is  inserted  up  the  mouth  of  the  pneumatic  valve  P  (fig. 
667)  into  the  message  chamber  M,  until  its  buffer  is  held  by  the 


Fig.  667; 

contraction  at  C,  which  is  the  true  diameter  of  the  message  tube. 
(The  drawings  show  the  valve  in  its  normal  position.)  The 
handle  H  is  then  drawn  forward,  carrying  with  it  the  sluice 
valve  S,  until  the  mouth  of  the  message  pipe  P  is  closed.     By 
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this  time  the  stop  S^  strikes  against  t  e  tail  of  the  quadrant  Q, 
pressing  it  into  the  slot  s  of  the  steel  slide- bar  B,  and  by  the  con- 
tinuation of  the  motion  necessary  to  bring  the  sluice  valve  S  to 
the  end  of  the  sluice  box  6,  bringing  with  it  the  tail  of  the  qua* 
drant,  which  is  centered  at  O,  gives  an  opposite  motion  to  its 
other  extremity,  which,  fitting  into  the  rack  R,  opens  the  top 
sluice  T.  During  this  motion  an  inclined  plane  I  (fig.  668),  which 
is  fixed  upon  one  of  the  side  rods  carrying  the  lower  sluice, 
passes  between  the  fixed  roller  F  and  the  roller  fitted  upon  the 
pressure  valve  V,  establishing  communicatioa  between  the  pres- 


Ftg.  668. 

sure  main  and  the  message  pipe ;  the  air  thus  admitted  imme- 
diately acts  upon  the  lowe<'  part  of  the  carrier  (which  portion  it 
expands,  so  as  to  make  it  fit  the  pipe  with  as  little  friction  as 
possible)  and  forces  it  onwards  to  its  destination.  K  it  be  Beces- 
sary  to  send  a  second  .carrier  while  the  first  is  in  transit  (a  pro- 
cess which  is  undesirable),  the  handle  H  (fig.  667)  is  pushed 
back  to  its  normal  position,  thus  producing  a  reverse  motion  of 
the  valves  by  closing  the  ufiper  part  of  the  tube  before  the  lower 
part  is  opened,  and  preventing  any  discharge  from  the  mes- 
sage tube.     The  second  carrier  is  then  inserted  and  the  handle 
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pulled  forward  as  previously  explained,  again  opening  commu- 
nication with  the  compressed  air  in  the  main.  The  time  neces- 
sary for  this  operation  being  about  four  seconds,  it  can  be  easily 
understood  that  in  the  length  of  pipe  the  momentary  cutting  oflf 
the  pressure  is  hardly  felt,  so  that  the  speed  of  the  first  carrier 
is  not  necessarily  lessened.  It  must  be  understood  that  the  cock 
D  (fig.  666)  is  always  closed. 

The  foregoing  description  applies  to  a  pneumatic  tube  used 
entirely  for  forwarding  carriers  by  means  of  compressed  air. 

For  receiving  carriers^  the  communication  between  the  pres. 
sure  main  and  the  pressure  valve  V  is  first  cut  off  by  means  of 
a  stop  cock  fitted  upon  the  tube  E,  but  lower  than  is  shown  in 
the  diagram.  The  handle  H  is  then  drawn  forward,  and  the 
stop  cock  D  opened,  thereby  establishing  communication  be 
tween  the  message  pipe  and  the-  vacuum  main.  The  carrier 
inserted  at  the  distant  end  is  then  pushed  forward  by  atmos- 
pheric pressure,  until  it  arrives  in  the  message  box  M,  and  sig- 
nals its  arrival  by  the  sharp  noise  caused  by  its  striking  the 
sluice  valve  S.  The  handle  II  is  then  pushed  back,  the  stop 
cock  D  having  been  previously  closed  ;  and,  by  the  arrangement 
already  described,  the  message  pipe  is  clased  by  means  of  the 
sluice  valve  T  (fig.  666),  and  the  bottom  of  the  tube  being  open 
the  carrier  falls  out  of  the  message  chamber  M. 

It  will  be  remembered  that  before  the  admission  of  compressed 
air  the  forwarded  carriers  are  held  at  C.  'J 'he  buffers  of  the 
received  carriers,  however,  having  passed  this  point,  the  carriers 
rest  free  m  the  chamber  M  and  drop  out 

When  the  tube  is  used  for  a  constant  succession  of  carriers 
from  the  out  station,  it  is  necessary  to  pull  forward  the  handle 
H  immediately  after  the  taking  out  of  any  carrier.  The  short 
space  of  time  occupied  in  this  operation  will  not  have  any  ap 
preciable  effect  upon  lessening  the  speed  of  the  succeeding 
carrier.  It  will  be  seen,  therefore,  that  a  number  of  carriers  may 
be  continuously  passing  in  succession  through  the  tube.  It  is, 
however,  undesirable  to  permit  more  than  one  carrier  to  be  in 
transit  at  the  same  time. 
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Where  the  traffic  is  not  sufficient  to  warrant  the  expense  of 
an  up  and  down  tube,  one  tube  only  is  worked  in  both  direc- 
tions in  the  following  manner  : 

The  top  sluice  T  is  entirely  thrown  out  of  use.  This  is  done 
by  removing  the  plug  G.  The  rack  R  is  then  removed,  and  the 
sluice  valve  T  drawn  back,  and  held  in  that  position  by  a  small 
clamp  made  for  the  purpose.  The  tube  is  then  in  its  normal 
state  for  alternate  traffic,  and  entirely  open  to  the  atmosphere. 

To  forward  a  carrier  it  is  inserted  in  the  message  chamber  as 
previously  described,  and  the  handle  H  drawn  forward.  The 
sluice  valve  S  fii'ct  closes  the  orifice  P,  after  which  the  con- 
tinuation of  the  motion  opens  the  pressure  valve,  by  means  of 
the  inclined  plane  on  the  slide  rod,  and  the  carrier  is  forced  to  its 


Fig.  €69. 

destination.  The  handle  H  is,  immediately  on  the  arrival  of  the 
carrier  being  signalled,  pushed  back  sufficiently  far  to  remove 
the  inclined  plane  from  between  the  rollers,  so  as  to  close  com- 
munication between  the  message  pipe  and  the  pressure  main, 
but  not  far  enough  to  remove  the  sluice  valve  from  over  the 
mouth  of  the  message  chamber.  By  this  means  the  compressed 
air  which  remains  in  the  pipe  expands  to  the  atmospheric  pres- 
sure through  the  distant  end  of  the  pipe  only. 

To  receive  a  carrier,  the  cock  D  (fig.  667)  is  opened,  and  a 
communication  is  thus  established  between  the  vacuum  main  and 
the  message  pipe.  The  carrier  is  pushed  forward  from  tlie  dis- 
tant end,  as  in  the  case  of  tlie  continuous  working,  and  signals 
its  arrival  by  striking  the  sluice.  The  vacuum  is  then  cut  off 
by  closing  the  cock  D.  On  pushing  back  the  handle  the  carrier 
falls  out 
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A  system  of  electric  signals  is  used  between  the  central  statiou 
and  the  outlying  stations,  consisting  of  a  single  stix)ke  bell  with 
indicator,  to  signal  the  departure  and  arrival  of  carriers,  and  for 
answering  the  necessary  questions  required  in  the  working. 

The  carriers  or  pistons  in  which  the  messages  are  placed  are 
made  of  a  cylindrical  box  of  gutta  percha,  one  sixth  of  an  inch 
thick  and  six  inches  in  length.  A  section  of  one  of  these  car- 
riers is  shown  in  fig.  669.  The  gutta  percha  is  covered  with 
felt  or  drugget,  which  projects  beyond  the  open  end  of  the  car- 
rier. This  part  expands  by  the  pressure  behind,  causing  it  to 
fit  the  pipe  exactly.  The  front  of  the  carrier  is  provided  with 
a  buffer  or  piston,  which  just  fits  the  brass  tube.  This  buffer  is 
formed  of  several  pieces  of  felt 

To  prevent  the  messages  getting  out  of  the  carrier,  its  end  is 
closed  by  an  elastic  band,  which  can  be  stretched  sufficiently  to 
allow  the  messages  to  be  put  in. 

At  the  branch  stations,  where  no  apparatus  is  required,  the 
message  tube  terminates  with  the  end  downwards,  above  tlie 
counter  or  table,  so  that  nothing  can  fall  into  it  by  accident. 

Tubes  are  made  of  lead,  iron  and  brass.  In  London  lead 
tubes  are  preferred.  In  Berlin  iron  only  are  used.  In  Paris- 
both  iron  and  brass  are  employed.  In  New  York  brass  tubes 
are  exclusively  used. 

All  messages  received  at  the  offices  of  the  Western  Union  Com- 
pany for  delivery,  either  by  the  tubes  or  by  messenger,  are  written 
by  tlie  operator  on  the  proper  blank  forms  with  copying  ink, 
and  a  duplicate  is  taken,  for  filing,  by  laying  a  sheet  of  dampened 
unsized  paper  upon  the  message,  and  passing  the  two  thiough  a 
copying  press.  The  latter  consists  of  a  pair  of  rollers,  which  are 
turned  by  steam  power,  an  electro-motor,  or  by  hand,  according  to 
circumstances.  Fig.  670  shows  one  of  these  presses  driven  Ly  a 
Phelps  electro-motor,  similar  to  that  employed  to  propel  the 
type-printer  described  in  Chapter  XXXIV.  This  method  of 
taking  duplicate  copies  is  much  neater,  and  is  in  many  other 
res'^ects  preferable  to  the  manifold  process  employed  in  Europe, 
which  is  only  used  in  this  country  when  a  large  number  of  copies 
are  to  be  taken  of  the  same  despatch,  aa  in  the  case  of  press  news 
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lEI&HT  PER  LimL  FOOT  OF  fIBES  OF  DIFFEBEKT  METALS, 


BY    AMERICAN   GAUGE. 


No.  of 
Oaage. 

Sl2e  of  each 
namber. 

Wrought 
Iron. 

Steel. 

Copper. 

Bru8. 

Inch, 

Lb». 

Lbs. 

Lbs. 

Lbt. 

0000 

.46000 

.  .660740 

.666030 

.640613 

.606176 

000 

.40964 

.444683 

.448879 

.507946 

.479908 

00 

.36480 

.352659 

.355986 

.402830 

.380666 

0 

.32486 

.279665 

.282303 

.319451 

.301816 

1 

.28930 

.221789 

.223891 

.253342 

.239353 

2 

.25763 

.175888 

.177648 

.200911 

.189818 

3 

.22942 

.139480 

.140796 

.159323 

.150622 

4 

.20431 

.110616 

.111660 

. 126353 

.119376 

5 

.18194 

.087720 

.088648 

.100200 

.094666 

6 

.16202 

.069565 

.070221 

.079462 

.075075 

7 

.14428 

.055166 

.055685 

.063013 

.059645 

8 

.12849 

.043761 

.044164 

.049976 

.047219 

9 

.11443 

.034699 

.035026 

.039636 

.037437 

10 

.10189 

.027512 

.027772 

.031426 

.029687 

11 

.090742 

.021820 

.022026 

.024924 

.023549 

12 

.080808 

.017304 

.017468 

.019766 

.018676 

13 

.071961 

.013722 

.013851 

.016674 

.014809 

14 

.064084 

.010886 

.010989 

.012436 

.011746 

15 

.057068 

.008631 

.008712 

.009859 

.009315 

16 

.050820 

.006845 

.006909 

.007819 

.007687 

n 

.045257 

.005427 

.005478 

.006199 

.005857 

18 

.040303 

.004304 

.004344 

.004916 

.004646 

19 

.035890 

.003413 

.003445 

.003899 

.003684 

20 

.031961 

.002708 

.002734 

.003094 

.002920 

21 

.028462 

.002147 

.002167 

.002462 

.002317 

22 

.025347 

.001703 

.001719 

.001945 

.001838 

23 

.022571 

.001350 

.001363 

.001642 

.001457 

24 

.020100 

.001071 

.001081 

.001223 

.001156 

25 

.017900 

.0008491 

.0008571 

.0009699 

.0009163 

26 

.01594 

.0006734 

.0006797 

.0007692 

.0007267 

27 

.014195 

.0006340 

.0005391 

.0006099 

.0005763 

28 

.012641 

.0004235 

.0004275 

.0004837 

.0004570 

29 

.011267 

.0003358 

.0003389 

.0003885 

.0003624 

30 

.010025 

.0002663 

.0002688 

.0003042 

.0002874 

31 

.008928 

.0002113 

.0002132 

.0002413 

.0002280 

32 

.007960 

.0001675 

.0001691 

.0001913 

.0001808 

;J3 

.007080 

.0001328 

.0001341 

.0001617 

.0001434 

34 

.006304 

.0001053 

.0001063 

.0001204 

.0001137 

35 

.005614 

.00008366 

.00008445 

.0000950 

.00009015 

36 

.005000 

.00006625 

.00006687 

.0000757 

.0000715 

37 

.004453 

.00005255 

.00005304 

.00006003 

.00005671 

38 

.003965 

.00004166 

.00004205 

.00004758 

.00004496 

39 

.003531 

.00003305 

.00003336 

.00003775 

.00003566 

40 

.003144 

.00002620 

.00002644 

.00002992 

.00002827 

Specific 

I  gravities. 

7.774 

1    7.847 

8.880 

8.38G 

Weight 

<8  of  a  cubic 

foot,  485.87 

1  490.45 

1  554.988 

524.16 
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COMPARISON  OF  AMEfilCAN  AliD  BIRHN&HAI  WIRE  mm. 


AMERICAN.   ,,  »^S5J?^ 

1 

AMBEICAN.   i  "^aJS*^ 

i 

s 

£ 
6 

If 

©•OB 

^11 

III 

'1 
II- 

III 

lis 

|l| 

4 
% 

i 

1-^ 

Hi 

lit 

II 

11 

0000 !  .460 

.454 

19 

.03589 

.00441 

.042  .007  1 

000  .40964  .06036 

.425 

.029 

20 

.03196 

.00393 

.035 

.007 

00 '  .36480 

.04484 

.380 

.045 

21 

.02846 

.00350 

.032 

.003 

0  .32495 

.03994 

.340 

.040 

1  22 

.02535 

.00311 

.028 

.004 

1  .28930 

.03556 

.300 

.040 

23 

.02257 

.00278 

.025 

.003 

2  .25763 

.03167 

.284 

.016 

24 

.0201 

.00247 

.022 

.003 

3 

.22942 

.02821 

.259 

.025 

25 

.0179 

.00220 

.020 

.002 

4 

.20431 

.02511 

.238 

.021 

26 

.01594 

.00196 

.018 

.002 

5 

.18194 

.02237 

.220 

.018 

27 

.01419 

.00174 

.016 

.002 

6 

.16202 

.01992 

.203 

.017 

28 

.01264 

.00155 

.014 

.002 

7 

.14428 

.01774 

.180 

.023 

29 

.01126 

.00138 

.013 

.001 

8 

.12849 

.01579 

.165 

.015 

30 

.01002 

.00123 

.012 

.001 

9 

.11443 

.01406 

.148 

.017 

31 

.00893 

.00110 

.010 

.002 

10  .10189 

.01254 

.134 

.014 

32 

.00795 

.00098 

.009 

.001 

11  .09074 

.01105 

.120 

.014 

33 

.00708 

.00087 

.008 

.001 

12 '  .08081 

.00993 

.109 

.011 

34 

.0063 

.00078 

.007 

.001 

13 '  .07196 

.00885 

.095 

.014 

35 

.00561 

.00069 

.005 

.002 

14 !. 06408 

.00788 

.083 

.012 

36 

.005 

.00061 

.004 

.001 

15 :  .05707 

.00702 

.072 

.011 

37 

.00445 

.00055 

16  1 .05082 

.00625  !  .065 

.007 

1  38 

.00396 

.00049 

1 

1 

17  .04526 

.00556  .058  .001 

,  33 

.00353  .00043 

! 

18  [.0403 

.00495  .049 '  .009 

1 

40 

.00314 '  .00039 
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ta.:bt^'ei  III. 


Table  of  Relatire  Resistance  of  &ntta  Percba  at  HDreotTemiieratiires. 


Temp. 

BeDlstsnce. 

Tamp. 

Temp. 
1^ 

Bulstanoe. 

90 

.    0.394 

70 

1.364 

60 

4.712 

89 

0.420 

69 

1.451 

49 

5.013 

88 

0.447 

l     68 

1.643 

48 

6.334 

87 

0.475 

'      67 

1 

1.642 

47 

5.675 

86 

0.506 

1 

1       66 

1.747 

46 

6.038 

85 

0.538 

1 

65 

1.869 

45 

6.425 

84 

0.572 

64 

1.978 

44 

6.836 

88 

0.609 

1       63 

2.104 

43 

7.273 

82 

0.648 

'       62 

2.239 

42 

7.738 

81 

0.689 

61 

2.382 

41 

8.233 

80 

0.733 

60 

2.635 

40 

8.760 

79 

0.780 

59 

2,697 

39 

9.132 

78 

0.830 

68 

2.869 

38 

9.917 

77 

0.883 

67 

3.053 

37 

10.65 

76 

0.940 

56 

3.248 

36 

11.22 

75 

1.000 

55 

3.456 

35 

11.94 

74 

■   1.064 

64 

3.680 

34 

12.71 

73 

1.132 

53 

3.912 

33 

13.52 

72 

1.204 

62 

1 

4.162 

1    s. 

14.38 

71 

1.282 

51 

4.429 

1 

1 
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COPPER     WIRE 

SPECIFIC  GRAVITY,  8.9. 


I 

" 

m 

IT 

V 

▼I 

Til 

Tin 

IX             X 

XI 

„ 

n. 
w.o. 

DlAMSTBIk 

1  c 

WUOHT. 

Lkmoth. 

RBSiaTAVCB  or  Pvmm  Corru*  at  M«  Pah.  1 

No. 

InMlU 

=  .041 

In. 

Id.) 

it 
Si 

Orsliu 
foot. 

(W.) 

l*ottndB 

per  1000 

f*et. 

Pound! 

Feet 

per 
pound. 

Feet 

Obm« 

per  1000 

feet. 

Ohm* 

Obmo 

per 

Pound. 

5 

290 

5.60 

48400 

1004.9 

146.41 

rra,045 

6.88 

4681.1 

.2186 

1.1278 

.001458 

6 

208 

6.16 

41200 

872.6 

124.66 

667.205 

8.028065.7 

.2608 

1.8948 

.000012 

7 

180 

4.67 

82400 

686.1 

98.01 

517.488 

10.208184.8 

.8180 

1.6848 

.006264 

8 

166 

4.19 

27225 

576.5 

82.86 

484.861 

12.14'2688.7 

.8797 

2.0048 

.004610 

9 

148 

8.76 

21904 

438.8 

66.26 

348.868 

15.102110.9 

.4718 

2.4816 

.007106 

10 

184 

8.40 

17956 

880.2 

54.29 

286.651 

18.44'l7»7.0 

.5757 

8.0887 

.010616 

11 

1*) 

8.06 

14400 

804.9 

48.66 

229.997 

22.95|l892.9 

.7179 

8.7806 

.016476 

12 

109 

2.77 

11881 

251.6 

85,94 

188.768 

27.821149.4 

Vsroo 

4.6886 

.094206 

18 

95 

2.41 

9025 

191.1 

27.80 

144.144 

86.68  878.1 

1.1454 

6.0477 

.041866 

14 

88 

2.11 

6889 

145.9 

20.84 

110.065 

47.981  865.8 

1.6080 

7.8866 

.072114 

15 

72 

1.88 

5184 

109.77 

15.68 

82.790 

68.771  001.5 

1.8841 

10.5288 

.127157 

16 

65 

1.66 

4225 

89.469 

12.78 

67.478 

78.25  408.7 

2.4466 

12.8180 

.181446 

17 

58 

1.47 

8864  '    88.080 

9.719 

51.8168 

102.89  810.8 

8.2176 

16.9888 

.881068 

18 

48 

1.24 

2401  1    60.844 

7.268 

38.8486 

187.68  282.8 

4.8060 

22.7815 

.600740 

19 

43 

1.07 

1764 

87.854 

5.886 

28.1741 

187.40   170.6 

6.8689 

80.8408 

1.0861 

20 

86 

.89 

1226 

25.941 

8.706 

19.5677 

268.83   118.5 

8.4881 

44.6689 

2.2788 

21 

32 

.81 

1004 

21.684 

8.098 

16.8574 

822.;^     99.1 

10.084 

68.2868 

8.2570 

22 

28 

.71 

784 

16.602 

2.872 

12.6842 

421.58     75.8   18.185 

09.6168 

6.5585 

28 

25 

.64 

625 

18.235 

1.891 

9.9845 

528.82!    GO.5I  16.689 

87.8858 

8.7467 

24 

22 

.56 

4»1 

10.249 

1.464 

7.7289 

688.06     46.8 

21.857 

112.7650 

14.587 

25 

20 

.51 

400         8.470 

1.210 

6.888G 

826.44'    88.7 

26.848 

186.451 

21.811 

26       18 

.46 

824        6.861 

.960 

1    5.1744 

1000.40     81.8 

81.904 

166.453 

82.588 

27       16 

.41 

256        5.421 

.7744 

'    4.0368 

1231.32     24.8 

40.878 

i  218.186 

62.140 

28,    14 

.86 

196         4.151 

.5900 

8.1210 

;  1686.84     19.o'  50.782 

1  278.426 

68.824 

29 

18 

.88 

169 

8.5T9 

'       .5118 

2.699: 

1965.79     16.8   61.1604 

822.827 

118.617 

30 

12 

.80 

144 

8.049 

.483(1 

2.3000 

aaw.es'     13.9   71.7«M 

87r.708 

164.636 

81 

10 

.25 

100 

2.118 

.802C 

1.597: 

!  8304.68'      9.7109.849 

5C5.688 

341.586 

82;      9 

1.28 

81 

1.715 

.245C 

1.293C 

1 

4081.61       7.8127.682 

074.214 

521.188 

88 

8 

.20 

64 

1.85S 

'       .IMC 

i'     l.(XSi!l 

1 
!|  5165.29     6.2    161.645 

1  860.868 

884.427 

84 

7 

.18  i        49  I      1.0« 

A4SI 

i      .783( 

)  6748.09     4.7  210.879 

1118.441 

1401.876 

35  '      5 

1  .18  1        25  1         .52£ 

1       .07« 

l|       .899S 

513227.51     2.4   418.784 

'2184. ?€0 

5478.882 

36        4 

.10  '        16  ,         .3» 

)       .04ft 

I        .265( 

520661. lb     1.55646.705 

8408.822 

18841.014 
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O^AOILiS    V. 


FOR  CAI.CnUTIN&  AFFROUMATELY  THE  RESISTANCE  OF  COFFER 

AT  DIFFERENT   TEMPERATURES  FAHREXHKIT. 


To  inereue  from  lower  temperature  to 
btcher,  multiply  the  reelstanee  by  the  num- 
ber In  Column  J. 

To  reduce   from   higher  tcm 
lower,  multiply  the  resintance  1 
ber  in  Column  4. 

perature  t^ 
\>y  the  num*' 

Column  4. 

No.  of 
Degreee. 

Colnixm  2. 

1 

No.  of 
Degreea. 

Colamn  2. 

No.  of 
Degrees 

1  Column  4.  i 

No  of   , 
Degrees. 

0 

1. 

16     1 

1.0341 

0 

i    1. 

16     1 

1 

0.9670 

1 

1.0021 

17 

1.0363 

1 

;  0.9979 

1 

17 

0.9650 

2 

1.0042  1 

18 

1.0385 

2 

!  0.9958 

1 

18 

0.9629 

3 

1.0063  1 

19 

1.0407 

3 

'  0.9937 

19 

0.9609 

4 

1.0084  1 

20     i 

1.0428 

4 

0.9916 

1                ) 

20 

0.9589 

5 

1.0105  ] 

1 
21     i 

1.0450 

5 

'  0.9896 

21 

0.9569 

6 

1.0127  1 

• 

22     ■ 

1.0472 

6 

i  0.9875 

22     ' 

0.9549 

7 

1.0148 

23 

1.0494 

1       7 

1  0.9854 

23 

0.9529 

8 

1.0169 

24 

1.0516 

8 

0.9834 

24 

0.9509 

9 

1.0191 

25 

1.0538 

9 

0.9813 

25 

0.9489 

10 

1.0212 

26 

1.0561 

10 

0.9792 

26 

0.9469 

11 

1.0233 

27 

1.0583 

11 

0.9772 

1 

27 

0.9449 

12 

'  1.0255 

28 

1.0605 

12 

0.9751 

28 

0.9429 

13 

j  1.0276 

29 

1.0627 

13 

1  0.9781 

29 

0.9409 

14 

1  1.0298 

30 

1.0650 

14 

1  0.9711 

30 

0.9390 

15 

j  1.0320 

15 

1  0.9690 

1 
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IRON    ^VIRE 


1 

11 

111 

IV 

V 

1   " 

Til 

Till 

IX 

rAHCE. 

8'  Fahr. 
Ohms 

'1 

B.W. 

Gauge. 

No. 

DlA» 

TBS. 

Milli- 
metres. 

Weight. 

8p.  Qm.  taken 

AT  7.74. 

LEHeTH. 

Rbbisi 
Temp.TS. 

Feet 
oikm. 

RUlo 
of      , 

We^t 

to 
Weijfht 

In  Mil*. 

.-.001  in. 

(d.) 

Grains 

per  foot. 

(w.) 

Pounds 

JUL 

Feet 

per 

Pound. 

0000 

454 

11.53 

206116 

3816.8 

2877.8 

1.83 

3106 

1.70 

000 

426 

10.80 

180625 

3326.4 

2608.0 

2.10 

2708 

1.96 

00 

380 

9.65 

144400 

2659.3 

2005.1 

2.60 

2172 

2.43 

0 

340 

8.64 

115600 

1691.0 

1276.0 

4.14 

1378 

3.83 

1 

300 

7.62 

90000 

1G57.4 

1249.7 

4.22 

1360 

3.91 

2 

284 

7.21 

8065G 

1485.4 

1120.0 

4.78 

1211 

4.36 

3 

259 

C.5.S 

G708L 

1236.4 

931.5 

5.70 

1008 

5.24 

4 

238 

6.05 

56644 

1043.2 

886.6 

6.00 

958 

5.51 

5 

220 

5.59 

48400 

891.3 

673.0 

7.85 

727 

7.26 

6 

203 

5.16 

41209 

758.9 

572.2 

9.20 

618 

8.64 

A .  05 

7 

180 

4.57 

32400 

596.7 

449.9 

11.70 

678 

10.86 

3.40 

8 

165 

4.19 

27225 

501.4 

378.1 

14.00 

409 

12.92 

3.07 

9 

148 

3.76 

21904 

403.4 

304.2 

17.4 

328 

16.10 

3.38 

10 

134 

3.40 

17956 

330.7 

249.4 

21.2 

269 

19.60 

3.37 

11 

120 

3.06 

14400 

265.2 

200.0 

26.4 

216 

24.42 

2.97 

12 

109 

2.77 

11881 

218.8 

165.0 

32.0 

179 

29.60 

3.43 

13 

95 

2.41 

9025 

166.2 

125.3 

42.2 

135 

39.00 

3.12 

U 

83 

2.11 

6889 

126.9 

95.7 

55.2 

104 

51.00 

3.00 

15 

72 

1.83 

6184 

95.6 

72.0 

73.3 

78 

67.83 

3.05 

16 

65 

1.66 

4226 

77.8 

68.7 

90.0 

63 

83.20 

17 

58 

1.47 

3364 

67.5 

50.9 

103.7 

55 

96.00 

18 

49 

1.23 

2401 

44.2 

33.3 

158.6 

36.9 

147.00 

19 

42 

1.07 

1764 

32.5 

24.5 

216.5 

26.0 

199.34 

20 

35 

.89 

1226 

22.6 

17.0 

310.6 

18.4 

287.30 

The  above  table  is  calculated  upon  the  basis  of  tests  of  wire  such  as  is  now  fur- 
nished the  Western  Union  Telegraph  Co.  The  mean  of  a  great  many  of  tliese  tcst.«» 
gives  4,884  lbs.  per  mile-ohm ;  that  is,  the  amount  of  metal  by  weight  in  a  milc- 
length  of  wire,  having  one  ohm  resistance,  is  equal  to  4884  lbs.  By  dividing  this 
constant  by  the  weight  per  mile  of  any  other  size  wire  of  the  same  material,  we  ob- 
tain the  resistance  in  ohms  per  mile  of  such  wire.  The  breaking  weight  of  any  of 
the  above  sijse  wires  averages  about  three  times  its  own  weight  per  mile. 
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rrA-BX^s  VII. 

NATURAL  SINES  AND  TANGENTS. 


1 

i  1  1 

1 

«J 

,1 

Tangent. 
Degree. 

53 

Tangent. 

0.5 

.00872 

H   1 
.00878  128  1.89078 

.42447 

,45.6 

.71325 

1.01761  68 

.92718 

2.47000 

1 

.01746 

.01745  1  28.5  .89675 

.43481 

46 

.71984 

1.06658  68.5 

.93042 

2.68866 

1.5 

.02618 

.02018/24  1.40674 

.44622 

46.5 

.TB87 

1.06878  l|  69 

.96856 

2.60600 

2 

.08490 

.08492;' 24.5  |. 41460 

.455721  47 

.78186 

1.07237  ||  69.5 

.98667 

2.67462 

S.5 

.04868 

.04366  125  1.42262 

.46630  1  47.5  1  .'!?728 

1.09181 

'70 

.98969 

2.74748 

3 

.05284 

.032401  25.5  .48061  '  .47607 

48  1-74814 

1.11061 

,70.5 

.94264 

2.82891 

8.5 

.06103 

.06110  i  £6   .48687  1.48778 

48.5  1 .74896 

1.18089 

^^ 

.94502 

2.90481 

4 

.06978 

.00992,!  26.5  .446201  .49666 

'  49  '  .75471 

1.16087 

'  71.5 

.94882 

2.96869 

4.5 

.07846 

.07870  1  27  1. 45899  1  .50958 

49.5 ! .76041 

1.17065 

\72 

.96106 

8.07766 

6 

.08716 

.08748 

27.6  1  .46175  |  .52006 

150 

.76604 

1.19175 

1  718.3 

.G5878 

8.17160 

5.5 

.00685 

.0S628' 

28 

.46047  ,  .58170 

50.5 

.77168 

1.21810 

78 

.96630 

8.27065 

6 

.10458 

.10:10 'i  28,5 

.47716  .54295 

51 

.77715 

1.23490 

73.6 

.95862 

8.87594 

0.5 

.11820 

.11303  It  29   .43481'  .55430 

51.5 

.7B2G1 

1.25717  74 

.96126 

8.46741 

7 

.12187 

.12278  1  20.5!. 49242 

.56577  52 

.78801 

1.27994 

;74.5 

.96863 

8.60668 

7.5 

.18058 

.13166  i  80  i  .50000 

.57785'  52.5 

.79635 

1.80823 

,75 

.96698 

3.78206 

8 

.18017 

.14061 'i  30.6 

.50754  1  .58304  '  fA 

.7W64 

1.327(M|  75.5 

.90815 

3.86671 

&5 

.14781 

.14945  l|  81 

.51504  1  .60066  58.5 

.80686 

1.851421  76 

.97080 

4.01078 

9 

.15648 

.15838 

|31.5 

.62250  .61280  54 

.80902 

1.87688  1  76.5 

.9^237 

4.105S0 

9.5 

.16605 

.16784 

82 

.52992  .62486  54.5 

.81412 

1.40196  77 

.97487 

4.88148 

10 

17866 

.176821 '82.5 

.53780  '  .63707  56 

.81915 

1.42815 

177.5 

.97680 

4.51071 

10.5 

.18224 

.18683  '88 

.54464  1  .04940  '  55.5 

.82413 

1.40601 

78 

.97815 

4.70468 

11 

.19061 

.19438 

83.5 

.651M  '  .66188  '  66 

.82004 

1.482S6 

78.5 

.97992 

4.91606 

11.5 

.19967 

.20646 

34 

.56019  1  .674S0  !56.5 

.88369 

1.51064 

79 

.98168 

5.14466 

12 

.20791 

J21205 

34.5 

.66641  i  .68728  57 

.88867 

1.58967 

79.5 

.96825 

5.80652 

12.5 

JS1644 

J82169 

86 

.57858  1  .70020  57.5 

.84339 

1.S6969 

80 

.98481 

5.67128 

13 

.22495 

jeaoeo 

85.5 

.58070  1  .71829  C8 

.84805 

1.60033  80.5 

.98629 

5.97576 

18.5 

.23846 

.24007 

36 

.68770 ;  .72664  5a5 

.80264 

1.63166  81 

.96769 

6.81875 

14 

JM192 

.24982 

86.5 

.60482  1  .78996  59 

.66717 

1.66486 

18I.5 

.96902 

6.69116 

14.5 

.20088 

.26861 

87 

.60182  .76355  59.5 

.86163 

1.60786 

82 

.99087 

7.11587 

15 

.25882 

.26794  87.5 

.60670  .76732  1  60 

.86608 

1.78206 

82.5 

.99144 

7.00675 

15.5 

.26724 

.27732  86 

.61566  .78126,' 60.5 

.87086 

1.78749 

88 

.99266 

8.14486 

16 

.27564 

.286741  88.6 

.62251 

.7B643  61 

.87462 

1.80406 

88.6 

.99867 

8.77689 

16.5 

.28402 

.29621  1' 89 

.eS082 

.80078  61.6 

.87882 

1.84177 

84 

.99408 

9.51486 

17 

.20287 

.80578  "89.5 

.68608 

.82433  l68 

.88295 

1.88078 

84.5 

.99540 

10.8854 

17.6 

.80071 

.Z1W9   j40 

.64279 

.88910  102.5 
.85408  168 

.88701 
.89101 

1.92098 
1.9a»l 

85 
85.5 

.99619 

mWWfX 

11.4301 
12.7062 

18 

.80908 

.82492  ' '  40.5  |  .041HO 

18.5 

.81780 

.88469  '41 

.66606 

.86028 '168.5 

.89496 

2.00669 

86 

.99750 

14.8007 

19 

.82567 

.84432  '41.5 

.66268 

.88472  1  64 

.89679 

2.C6080 

86.5 

.99613 

10.8499 

19.5 

.88881 

.86411  '42 

.66913 

.900401,64.5 

.90859 

2.09634 

87 

.99863 

19.0811 

20 

.84202 

.36897  '42.5 

.67660 

.910331,65 

.90681 

2.14451 

|87.5 

.99905 

22.9068 

20.5 

.80021 

.87388 ,48   .68200 

.93261 j  66.3  1  .90996 

2.19430 

|88 

.99939 

23.6363 

21 

.85887 

.88886 

48.5  1  .68686 

.94890  1' 66  ;. 91856 

2.24604 

!88.5 

.99966 

38.1885 

21.5 

.86650 

.89S91 

44  |. 69466 

.96568  1  06.5  1  .91706 

2.1X1984 

89 

.99966 

57.2900 

22   .87461 

.40402 

44.5  !  .70001 

.96363  67   92000 

2.35065  1 ,  80.3 

.09996 

114.069 

23.5  ;  .38268  .41421  45  '  .7W11  l.OUOOO  C7.5  ,  .92888 

2.41421;;  90 

1.00000 
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Showing  the  relative  Conductivity  and   Resistance  of 
Metals  and  Alloys. 

AT  0*  CEINTIGRADB  OR  82'   FAHRENHEIT. 


Metals  and  Alloys. 


Relative  Condactivity. 
Silver  (hard  drawn)— 100. 


Relative  Redstanoe. 
Silver  (hard  drawn)—!. 


Silver,  soft 

Copper,"     

Silver,  hard 

Copper,  **    

Silver,  standard. 

€k)ld,  soft 

Gold,  hard 

Gold,  proof.. 


Copper]  ^'*^-^*=^S"^««>d| 


7.4)(  Gold. 

Alnminam , 

SUver,  with  6%  Platinum. 

Zinc,  pressed , 

Oiin  Metal,  Austrian , 

Cadmium 

Copper,  with  W.7%  Zinc. . , 

Copper,  with  2!^  Zinc 

Iron,  soft 

SUver,  with  9.S%  Platinum 

Platinum,  soft 

Cobalt 

Iron,  hard 

Steel,  about 

Gold -Silver,  alloy 

Nickel,  annealed 

Tin,  pressed , 

Copper,  with  0.7;(  Tin 

rirtirf  J  ''Ith  ttSftjt  Silver  and 
"<**"»  1a6.«  Copper 


Gold  -i  ^'**^  ^-^^  Silver  and 


15.4j(  Copper, 
Copper,  with  10.8jC  Tin. . .  . 

Thallium , 

SUver,  with  26^  Palladium, 

Lead,  pressed 

German  Silver , 

S!lver,  with  dSAi  Platinum. . . 

Arsenic 

Antimony 

Platinum,  with  2SA%  Iridium. 

Gold,  with  IW  Iron 

Gold,  with  4.7jt  Iron 

Gold,  with  6K  Iron 

Gold,  with  lOjC  Iron 

Mercurj' 

Bittmuth 


108.57 
102.00 
100.00 
99.95 
80.68 
79.80 
77.96 
72.56 

44.47 
88.76 
81.64 
29.02 
27.06 
28.72 
22  27 
22.06 
20.73 
18.04 
18.08 
17.22 
16.81 
16.00 
16.08 
18.11 
12.86 
12.19 

12.02 

10.60 
10.21 
9.16 
8.62 
8.82 
7.80 
6.70 
4.76 
4.62 
4.64 
2.76 
2.87 
2.10 
2.06 
1.68 
1.25 


.92 
.98 
1.00 
1.00 
1.24 
1.26 
1.88 

i.»r 

2.25 

2.96 

8.16 

8.44. 

8.60 

4.21 

4.49 

4.68 

4.82 

6.54 

5.56 

6.81 

5.95 

6.26 

6.65 

7.68 

8.08 

8.20 

8.82 

9.48 
9.79 
10.92 
11.74 
12.08 
12.82 
14.90 
21.01 
21.66 
22.08 
86.28 
^.26 
47.61 
46.64 
61.86 
80.00 
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TA.BXjX3    IX. 

IRON     ^VIRE 


WoTccrter 

Araaof 

Weight  of 
lOOTeet. 

Weight  of 

Feet  in 

Feet  in 

1      Wire 
'    Gauge. 

Diameter. 

Section. 

1  mile. 

68  pounds. 

2000  pounds. 

Nop. 

Inches. 

8q.  Inch. 
.1218 

Pounds. 

Yoands. 

Feet. 

Feet. 

0000 

.888 

40.94 

2168 

154 

4885 

000 

.802 

.1089 

84.78 

1884 

181 

5759 

00 

.881 

.oaoo4 

29.04 

1588 

217 

6886 

0 

.828 

.06198 

27.66 

1460 

828 

7280 

1 

.288 

.0629 

21.28 

1121 

296 

9425 

9 

.268 

.05482 

18.84 

968 

848 

10,906 

8 

.244 

.046750 

15.78 

888 

899 

12,674 

4 

.225 

.08976 

18.39 

707 

470 

14,986 

5 

.207 

.088658 

11.85 

599 

555 

17,621 

6 

.192 

.028962 

9.78 

514 

647 

20,555 

7 

.177 

.024606 

8.80 

489 

750 

24,096 

8 

.162 

.020612 

6.96 

867 

905 

28,784 

9 

.148 

.017208 

5.80 

806 

1086 

84,483 

10 

.185 

.014818 

4  88 

256 

1804 

41.406 

11 

.120 

.011809 

8.82 

202 

1649 

52,856 

12 

.105 

.006659 

».« 

154 

2158 

68,498 

FRENCH     MEASURES. 


Millimetres. 

Inches. 

Millimdtres. 

Inches. 

Millimetres. 

Inches. 

1 

o.rss 

45 

1.771 

125 

4.941 

2 

0.078 

!             50 

1.968 

'      ^ 

5.118 

3 

0.118 

55 

2.165 

6.815 

4 

0.167 

60 

2.862 

140 

5.512 

5 

0.197 

65 

2.569 

145 

5.708 

6 

0.286 

70 

2.766 

;            160 

5  906 

7 

0.275 

75 

2.958 

155 

6.108 

8 

0  815 

80 

8.149 

1           180 

6.29<J 

9 

0.854 

85 

8.846 

1           165 

6.496 

10 

0.894 

90 

8.548 

170 

6.698 

15 

0.590 

95 

8.740 

1           175 

6  890 

20 

0.787 

100 

8.987 

180 

7.087 

25 

0.984 

105 

4.134 

185 

7.2M 

80 

1.181 

110 

4.881 

190 

7.480 

85 

1.878 

115 

4.528 

195 

7.677 

40 

1.575 

120 

4.744 

'           200 

7.874 

TA.'Bli.'E     XI. 


FOR  CONVERTING  FRENCH  WEIGHTS  AND  MEASDRES  INTO  ENGLISH. 

Multiply  by  the  figures  opposite  the  given  names.     The  names  of  the  equivalent 
values  in  English  units  are  given  in  the  3d  and  6th  columns. 


Kilometre 

.62187 

8.2814 

89.3r08 

.3037 

.03937 

Miles. 
Feet. 
Inches. 

1     Kilogramme  . . . 

'     Gramme 

'     Griimme 

1    Centigramme . . 
j!    Milligramme... 

2.2046 
.03215 
15.432 
.1548 
0.1543 

Pounds  Avdps. 
Ounce  Troy. 
Grains     '* 

Moire 

Metre 

Centimetre 

Millimetre 
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INDEX  TO  VOL.  II. 


AI.ABM,  eleetro-mecluuilcal,  1068. 
Aminlgam    for    electrical    machines, 


lOOS. 


B 


Aatomatie  type-printing  telegraph,  784. 

LATiBB's  f ormala  for  locating  fanlt,  965. 
Bridge,  Wheatstone,  085  ;  Thomp8on*8 
modlflcatiou,  906. 

CALL  stud  for  fire  alarms,  1082. 
Cable,  daplex  iransmlstion,  908. 
Capacity,  measarement  of,  976. 
Caseili's  pantel^graph,  744. 
Cement,  electri<»l,  1005. 
Chattertou's  compound,  1004. 
Chemical  paper,  eolations  for,  1006. 
Circuit,  inductive,  condoctive,  deriyed,  1007. 
Compound  wire  for  telegraph  linee,  1008. 
Contraplex  telegraphi*.  768, 888. 
Condenser,    construction  and   application, 

Conductivity,  measurement  of,  961. 
Constant  of  galvanometer,  945. 
Continuity  preserving  key,  780. 
Copper,  realstance  o^  table  v. 
Copying  press  for  received  messages,  1119. 
Cross  between  wires,  how  to  locMe.  907. 
Current  strength,  measoiement  of,  966. 
C*urrent,  induction,  896. 

T\iFVBiunmAL  galvanometer,    tests  by. 


IMplex  telegraphs,  848. 

Dictionaiy  of  technical , 

Differential  relay  for  duplex  transmission. 


chnlcal  terms,  1007. 


769. 


Duplex  telegraphi*,  768,  825,  908. 

tflBONiTK,  composition  of,  1005. 
J    Electro-motograph,  1067. 
Electro-magnetic  motor,  661. 
Electrometer,  Thomson^  994. 
EJeciro-motive  force,  9S7. 98S,  1008. 
Electrical  measurement,  919. 
Electrical  work,  088. 
Electro-magnets,  construction  of,  1011 
Electric  can  beUs,  1088. 

FABAD,  definition  of,  9S7. 
Fwalta.  location  of,  in  land  lines,  941, 
964;  hi  underground  lines,  969;    in 
cables,  978. 

^■B,  shellac  varnish  for,  1004. 
^^     Gold  quotation  indicator.  678. 
Gutta  percha,  resistance  of,  table  Ui 


(jT^^Goid 


H 


XLXHOLTz*8  analysis  of  sound.  1087. 


IMSULATDTO  vamish  for  paper,  1005. 
Insulation  resistance  of  line,  960. 
Insulation  test  of  submarine  cables,  978L 
Insulator,  Lewis',  1078. 
Intensity,  definition  of,  1000. 

TZ  EY,  continuity  preserving,  780. 

T  A3ny  lines,  testing  of,  941. 

XJ    Loop  test  for  locating  faults,  967, 978, 

Lumsden^s  test,  984. 

MARiNB  glue,  formula  for,  1005. 
Measurement,  electrical,  919. 
Measurement  of  land  lines,  941. 
Measurement  of  cables,  972. 
imeaffe  resistance,  how  to  find,  968. 
MUeohm,  968. 
Mnlrhead's  cement,  1006. 
Musical  sounds,  electric  transmission  o^ 

1086. 
Measurement  and  testing  of  land  llnea,  94L 

OHM.  determination  of  by  electrical  con- 
gress, 040. 

PABX*s  mechanical  transmitter,  788. 
Pneumatic  transmission,  1111. 
Polarized  ink-writer,  788. 
Potential,  measurement  by,  998. 

/^UAORUPLBx  transmission,  848. 

Kioms  for  electrical  use,  1004. 
Reduced  length,  definition  of.  KUiL 
Beiss'  telephone.  1088.  ^^ 

ResUtance  of  telegraph  wire.  m. 
Beelstance  coils  or  rheostats,  947. 
Resistances,  measurement  of,  054. 
Retardation,  1010. 
Rheostats  and  resistance  coils,  947. 

SDiXBiis*  galvanometer,  051. 
Siemens'  method  of  locating  faults.  98^ 
81«nals,  electric,  1088.  ^ 

Solder  for  line  wires,  composition  of,  1006. 
Smith's  method  of  cable  testing,  974. 
Steel  wire,  how  to  find  resistance  of,  1004. 
Submarine  cables,  measurements  of,  978. 
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INDEX 


Bpedflcations  for  telegraph  wire,  1001. 

Standard  time  for  New  York,  1096. 

Simnltaneoiu  transmissioD  in  opposite  direc- 
tions, or  contraplex  tetegrapliy,  768; 
methods  of,  Gintl'n,  760 ;  Frischeirs, 
771 ;  Uiemens'  and  Halske*?,  774 ; 
Slark*s,7r6;  Edlund's,  TTT;  NystromV, 
780;  Preece'8, 781 ;  ZnrNedden's,  788; 
Farmer's,  786  ;  MaronV  790 ;  Steams', 
79-2;  Vacs',  811;  Winter's.  812; 
Smith's,  815 ;  Haskins'.  819  ;  Edison's, 
889 ;  De  Saaty's,  006  ;  AUhand's,  908 ; 
Muirhead's,  Oil. 

Simnltaneoos  transmission  in  the  same  direc- 
tion, or  diplez  telegraphy,  825 ;  meth- 
ods of,  SUrk'8,  825;  Siemens',  888 ; 
Kramer's,  890 ;  Bernstein's,  882;  Bosa- 
cha's,  889 ;  Schreder's.  841 ;  Meyer's, 
808 ;  Gray's,  1005  ;  Delany's,  1102. 

Simnltaneons  transmlsfilon  in  both  direc- 
tions, or  qnadmplez  telegraphy,  848 : 
bridge     method,     845;     differential 


method,  848;   combined  differentia] 
I  and  bridge  metbod,  856;  differential 

method  with  polarized  armature,  867 ; 
double  acting  relay,  863 ;  directions  for 
setting  npthe  qaadraplex,  870 ;  doable 
carrent  transmitter,  871 :  single  cur- 
rent transmitter,  872 ;  compound  polar- 
iaed  relay,  878 ;  single  polarised  relay, 
874 :  adjustment  of  the  apparatus  for 
working.  875;  combined  quadmplex 
and  duulez.  879 :  contraplex  transmis- 
sion, 881 ;  combined  diplex  and  con- 
traplex. 888  ;  combination  of  quadra- 
plex  and  diplex,  887;  qaadraplex  re- 
peater, 891. 

rpAxoKNT  galvanometer,  teeting  by,  948. 
X.    Tests  of  conductivity,  961 . 
Thomson's  quadrant  electrometer,  994. 

TT^HBATSTOMB's  bridge,  remarks  on,  985. 
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